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WSR 85-05-001 
ADOPTED RULES 
CORRECTIONS STANDARDS BOARD 
[Resolution No. 85-01—Filed February 7, 1985] 


Be it resolved by the Corrections Standards Board, 
acting at the Olympic Room of the Governor House, 
Olympia, Washington, that it does adopt the annexed 
rules relating to maximum capacities, amending WAC 
289-15—-225. 

This action is taken pursuant to Notice No. WSR 85- 
01-035 filed with the code reviser on December 12, 
1984. These rules shall take effect thirty days after they 
are filed with the code reviser pursuant to RCW 
34.04.040(2). 

This rule is promulgated pursuant to RCW 70.48.050 
(1)(a) and 70.48.070 and is intended to administratively 
implement these statutes. 

The undersigned hereby declares that the agency has 
complied with the provisions of the Open Public Meet- 
ings Act (chapter 42.30 RCW), the Administrative Pro- 
cedure Act (chapter 34.04 RCW), and the State 
Register Act (chapter 34.08 RCW) in the adoption of 
these rules. 

APPROVED AND ADOPTED February 1, 1985. 

By Robert W. Cote 
Executive Secretary 


AMENDATORY SECTION (Amending Resolution 
No. 84-52, filed 12/12/84) 


WAC 289-15-225 MAXIMUM CAPACITIES. 
Pursuant to WAC 289-15-220, the maximum capacity 
of each detention and correctional facility within the 
state of Washington is established at the figure indicated 
below. 


Detention Facilities Correctional Facilities 
Benton County (109) 
Chelan County (117) 
Clallam County (102) 
Clark County (300) 
Cowlitz County (91) 
Ferry County (22) 
Franklin County (76) 
Grant County (54) 
Grays Harbor County (74) 
Island County (29) 
Jefferson County (18) 
Kent (20) 

King County (1038) 
Kitsap County (103) 
Kitsap County Work Release (42) 
Kittitas County (45) 
Klickitat County (30) 
Lewis County (62) 
Lincoln County ((£8))(15) 
Mason County (34) 
Okanogan County (67) 
Pacific County (14) 

Pend Oreille County (18) 
Pierce County (359) 
Skagit County (83) 
Skamania County (17) 
Snohomish County (116) 
Snohomish County Work 
Release (60) 

Spokane County (352) 
Thurston County (94) 


Auburn (22) 

Bremerton (23) 

Forks (11) 

Issaquah (6) 

Olympia (temporary) (19) 
Stevens County (22) 
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Detention Facilities Correctional Facilities 


Walla Walla County (44) 
Whatcom County (82) 
Whitman County (34) 


Yakima County (274) 
Reviser's note: The typographical errors in the above section oc- 


curred in the copy filed by the agency and appear herein pursuant to 
the requirements of RCW 34.08.040. 


WSR 85-05-002 
ADOPTED RULES 
CORRECTIONS STANDARDS BOARD 
[Resolution No. 85-02— Filed February 7, 1985} 


Be it resolved by the Corrections Standards Board, 
acting at the Olympic Room of the Governor House, 
Olympia, Washington, that it does adopt the annexed 
rules relating to Physical plant standards: New facili- 
ties— Work release, deleting WAC 289-12-030(5). 

This action is taken pursuant to Notice No. WSR 84- 
21-040 filed with the code reviser on October 12, 1984. 
These rules shall take effect thirty days after they are 
filed with the code reviser pursuant to RCW 
34.04.040(2). 

This rule is promulgated pursuant to RCW 70.48.050 
(1)(a) and 70.48.070 and is intended to administratively 
implement that statute. 

The undersigned hereby declares that the agency has 
complied with the provisions of the Open Public Meet- 
ings Act (chapter 42.30 RCW), the Administrative Pro- 
cedure Act (chapter 34.04 RCW), and the State 
Register Act (chapter 34.08 RCW) in the adoption of 
these rules. 

APPROVED AND ADOPTED February 1, 1985. 

By Robert W. Cote 
Executive Secretary 


AMENDATORY SECTION (Amending Order 30, 
filed 10/6/82) 


WAC 289-12-030. NEW FACILITIES. (1) Initial 
planning for new facilities. The design planning of all 
new detention and correctional facilities shall include: 

(a) Obtaining the participation of the community and 
surrounding governing units in site selection and plan- 
ning; and 

(b) Analyzing the present and future qualitative func- 
tion and quantitative workload of the proposed facility, 
giving optimum consideration to alternatives to 
confinement. 

(2) Specific physical plant standards. (Detention and 
correctional facilities except as otherwise noted.) 

(a) Functional areas. 

(i) Sleeping and living areas shall be designed to pro- 
vide adequate confinement, reasonable prisoner to pris- 
oner privacy, sight and sound surveillance and protection 
for prisoners and staff. For such purposes, the following 
are the design criteria for state funding of new construc- 
tion or renovation of detention and correctional facilities. 
Modifications thereto shall be considered under the pro- 
visions of WAC 289-12-035. 
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(A) Single occupancy cells: Seventy-two square feet 
or larger with not less than eight foot ceilings. A single 
occupancy cell should contain not less than fifty square 
feet of clear floor space. 

(B) Day room areas: A minimum of thirty-five square 
feet per prisoner, but not less than a total of one hun- 
dred forty-four square feet. 

(C) Dormitories, when included: A minimum and 
maximum capacity of eight to ten males or four to ten 
females and sixty square feet of floor space per prisoner 
in semi-private sleeping areas, including day room 
space, and not less than ten foot ceilings if double bunks 
are used. 

(ii) Program, recreation and exercise areas. Detention 
and correctional facilities shall provide adequate indoor 
program and recreation area(s) and a multipurpose out- 
door exercise and activity area with toilet facilities. 

(iii) Kitchen and dining facilities. 

(A) When kitchen facilities are included, such facili- 
ties shall be adequate for the sanitary preparation of 
three nutritionally balanced meals per day and shall 
meet the requirements of chapter 248-84 WAC. 

(B) Dining area(s) shall allow conversational oppor- 
tunities in adequate surroundings. Meals shall not be 
served in cells, except where necessary for the health, 
security and/or well-being of prisoners and staff. 

(iv) Examining room, infirmary and medical isolation. 

(A) Detention and correctional facilities shall provide 
space to be used as a medical examining room. This 
space may be multipurpose, but when used as an exam- 
ining room it shall provide sight and sound privacy and 
be equipped with natural spectrum fluorescent lighting, 
a handwashing lavatory with a gooseneck spout, either 
foot, knee, push plate, electric eye beam, or equivalent 
faucet controls, and sufficient lockable storage for medi- 
cal equipment and supplies. 

(B) When an infirmary is located within the facility, 
infirmary space shall allow a minimum of three feet be- 
tween the perimeter of each bed and walls, beds, and 
any fixed obstruction: PROVIDED, That this three foot 
requirement does not apply to the distance between the 
head of a bed and the wall. The infirmary shall be 
equipped with its own lavatory, toilet, shower and 
bathtub. 

(C) If medical isolation facilities are located within 
the jail such facilities shall conform to applicable stand- 
ards of WAC 248-18—530 and 248-18-718. 

(v) Visitation and confidential consultation. 

(A) Space for visitation shall be included in detention 
and correctional facilities. Such space shall allow sur- 
veillance and the degree of control over physical contact 
deemed necessary by jail management for visible control, 
and shall simultaneously provide adequate seating for 
prisoners and their visitor(s). 

(B) Detention and correctional facilities shall provide 
adequate facilities for confidential consultation(s). 

(vi) Laundry. If laundry facilities are provided within 
the jail, such facilities shall be adequate for sanitary 
washing and drying of the jail laundry. Separate areas 
should be arranged for storage and sorting of soiled 
laundry and for the sorting, folding and storage of clean 
laundry. 
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(vii) Storage. Detention and correctional facilities 
shall include one or more secure storage area(s) for the 
storage of prisoner personal clothing and property and 
for necessary jail equipment and supplies. 

(viii) Supervisory stations. 

(A) Sufficient space and equipment for the facility 
supervisor shall be provided in an area secure from pris- 
oner access. An adequate control room shall be secure 
from any unauthorized access and it shall be capable of 
controlling access to the facility by the general public. 

(B) Sight and sound surveillance equipment, where 
used, shall be monitored in the control room and remote 
control operating devices shall also be in the control 
room. The control room shall be equipped with a sink 
and toilet. 

(ix) Booking and reception areas. The booking area(s) 
shall include, but not be limited to, restroom facilities 
with shower, a "strip search" room, holding cell(s) (may 
be multiple occupancy), telephone, and space for photo- 
graphing, fingerprinting, delousing, intoxication deter- 
minations and health screening. 

(b) Structural criteria. Subject to appropriate modifi- 
cations on a case-by-case basis under the provisions of 
WAC 289—12—035, the following structural criteria shall 
apply to all state funded new construction or remodeling 
of detention and correctional facilities: 

(i) Building codes. All standards contained in the cur- 
rent Washington state building code established by 
RCW 19.27.030, the electrical wiring provisions of 
chapter 19.28 RCW, and more restrictive local stand- 
ards shall be followed in all new jail construction. 

(ii) Materials for walls, floors and ceilings. In all jail 
facilities, walls, floors and ceilings shall be constructed 
with materials adequate to attain the degree of security 
required for each area of the facility. Such materials 
shall be easily cleanable, provide minimum sound trans- 
mission and fire protection. Polyurethane, neoprene or 
similar type materials shall not be used in padded cells. 
All paint used in a jail facility shall be fire resistant and 
nontoxic. 

(iil) Entrances and exits. 

(A) Detention and correctional facilities shall have 
two secure vestibules for ingress and egress. 

(B) Elevators shall have no less than six feet by eight 
feet inside dimensions. 

(C) A secure area shall be provided for loading and 
unloading prisoners. 

(iv) Windows and/or skylights. Windows and/or sky- 
lights shall be sufficient to provide natural light to all 
living areas, yet locations shall assure security from es- 
cape and introduction of contraband. 

(v) Noise level. Noise level shall conform to the re- 
quirements of chapter 173-60 WAC (Maximum envi- 
ronmental noise levels). 

(c) Utilities. Subject to the appropriate modifications 
on a case-by-case basis under the provisions of WAC 
289-12-035, the following criteria for utilities will apply 
to all state funded new construction or remodeling of 
detention and correctional facilities: 

(1) Prisoner living areas, inspection corridors, and ves- 
tibules shall have secure lights with outside switch con- 
trol. No electrical conduit shall be accessible from any 
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cell, though each living unit may contain outlets and 
switches, provided they are unilaterally controllable by 
staff. 

(ii) Lighting. Illumination at all times shall be ade- 
quate for security and surveillance, and daytime and 
evening illumination shall be sufficient to permit prison- 
ers to read in their cells (thirty foot candles at thirty 
inches minimum, one hundred foot candles at thirty 
inches for medical examining areas, fifty foot candles at 
thirty inches for work areas). 

(iii) Water supply. There shall be an adequate supply 
of sanitary hot and cold water available at all times to 
prisoners. Hot water for general use shall be adequate. 

(iv) Plumbing— Toilets, lavatories, showers and floor 
drains. 

(A) There shall be at least one toilet and lavatory for 
every eight prisoners. Separate facilities shall be provid- 
ed for each sex. 

(B) A minimum of one shower head shall be provided 
for every ten prisoners. 

(C) Floor drains shall be constructed to serve all cells, 
dormitories and other areas where necessary to facilitate 
cleaning. Floor drains shall be located outside the cell 
space to reduce the incidence of tampering and flooding. 
Plumbing connection and pipes shall be secure from un- 
controlled access by prisoners. 

(v) Heating, ventilation and air conditioning. 

(A) The systems shall maintain mean temperatures 
between sixty-five and eighty-five degrees F. 

(B) The ventilating system shall provide for the num- 
ber of air changes per hour as specified in the Uniform 
Building Code. 

(d) Support systems. 

(i) Fire detection and suppression. All jails shall have 
smoke and fire detection and alarm equipment. Fire 
alarm systems shall conform to all state and local fire 
regulations. Sprinklers shall not be required within cells 
and conflicting requirements of local code provisions are 
preempted, when all other applicable code provisions re- 
lating to fire safety are met and an effective smoke con- 
trol system is incorporated in the facility design. 

(ii) Emergency power. All detention and correctional 
facilities shall be equipped with emergency power sourc- 
es with sufficient capacity to maintain communications 
and alarm systems, to move one jail elevator, where one 
exists, to provide minimum lighting within the facility 
and perimeter and for the preparation of a light meal. 

(3) Minimum security facilities. Jail facilities shall be 
constructed to totally separate areas for housing prison- 
ers who are allowed to go outside the jail regularly from 
all other prisoner areas. 

(4) Holding facilities. Holding facilities shall be se- 
cure. Such facilities shall have adequate lighting, heat, 
ventilation and fire detection and suppression equipment. 
Each holding facility cell shall be equipped with a bed, 
toilet, lavatory and a drinking fountain. A telephone 
shall be accessible. 
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WSR 85-05-003 
NOTICE OF PUBLIC MEETINGS 
UNIVERSITY OF WASHINGTON 
[Memorandum—February 4, 1985] 


Below is the schedule of meetings of the Services and 
Activities Fee Committee of the Associated Students of 
Washington State University: 


February 21,1985 5:15 p.m 
February 28,1985 5:15 p.m 
March 7, 1985 5:15 p.m 
March 21, 1985 5:30 p.m 
March 28, 1985 5:15 p.m 
April 4, 1985 5:30 p.m 
April 11, 1985 5:15 p.m 
April 18, 1985 5:15 p.m 
April 25, 1985 5:15 p.m 
May 2, 1985 5:15 p.m 
May 9, 1985 5:15 p.m 


All meetings will be held in Room 232 of the Compton 
Union Building on the campus of Washington State 
University, Pullman, Washington 99164. 


WSR 85-05-004 
PROPOSED RULES 
BOARD OF HEALTH 
[Filed February 8, 1985] 


Notice is hereby given in accordance with the provi- 
sions of RCW 34.04.025, that the Washington State 
Board of Health intends to adopt, amend, or repeal rules 
concerning general design requirements, amending 
WAC 248-18-718; 

that the agency will at 9:30 a.m., Wednesday, April 
10, 1985, in the County Administration Building, Coun- 
cil Board Room, 6th Floor, 3000 Rockefeller, Everett, 
WA, conduct a public hearing on the proposed rules. 

The adoption, amendment, or repeal of the rules will 
take place immediately following the hearing. 

The authority under which these rules are proposed is 
RCW 70.41.030. 

Interested persons may submit data, views, or argu- 
ments to this agency in writing to be received by this 
agency before April 10, 1985. 

Dated: January 6, 1985 
By: John A. Beare, MD 
Secretary 


STATEMENT OF PURPOSE 


This statement is filed pursuant to RCW 34.04.045. 

Re: Amending WAC 248-18-718 General design 
requirements. 

Purpose of the Amended Rule: To update references 
in general design requirements for construction in li- 
censed hospitals consistent with amendments to refer- 
enced guidelines and standards in WAC 248-18—99902. 

The Reason These Rules are Necessary: To specify 
current standards pertinent to construction in hospitals, 
as necessary in the public interest. 

Statutory Authority: RCW 70.41.030. 
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Summary of the Rule Change: Nonsubstantive 
changes: Referenced subsection titles and numbers up- 
dated to be consistent with amendments to WAC 248- 
18—99902 and 248-18—001. 

Person Responsible for Implementation and Enforce- 
ment of the Rule: John Gerth, Section Head, Facility 
Licensing and Certification Section, Office of Health 
Facilities and Services, Division of Health, mailstop ET— 
31, phone (206) 753-5851. 

Rules proposed by Facility Licensing and Certification 
Section, Division of Health, DSHS. 

These rules are not necessary as a result of federal 
law, federal court decision or state court decision. 

No economic impact statement required under the 
Regulatory Fairness Act, Laws of 1982. 


AMENDATORY SECTION (Amending Order 252, filed 1/14/83) 


WAC 248-18-718 GENERAL DESIGN REQUIREMENTS. 
(REQUIREMENTS ARE SHOWN IN CAPITAL LETTERS. SEE 
WAC 248-18-515.) 

(1) VECTOR CONTROL. CONSTRUCTION OF THE BUILD- 
ING SHALL BE SUCH AS TO PREVENT THE ENTRANCE 
AND HARBORAGE OF RODENTS AND INSECTS. 

(2) ELEVATORS. 

(a) AT LEAST ONE ELEVATOR CONVENIENTLY ACCES- 
SIBLE FROM GROUND LEVEL IN ALL HOSPITALS WITH 
PATIENT CARE AND/OR DIAGNOSTIC AREAS ON OTHER 
THAN GROUND LEVEL OR ON MORE THAN ONE LEVEL. 
IF ELEVATOR REQUIRED, 

(i) AT LEAST TWO ELEVATORS IN ALL HOSPITALS WITH 
A CAPACITY OF MORE THAN SIXTY BEDS; 

(ii) AT LEAST THREE ELEVATORS IN ALL HOSPITALS 
WITH A CAPACITY OF OVER TWO HUNDRED BEDS ON 
OTHER THAN THE GROUND LEVEL. 

(b) A GREATER NUMBER OF ELEVATORS MAY BE RE- 
QUIRED BECAUSE OF THE HOSPITAL PLAN, VOLUME OF 
VISITOR TRAFFIC, AND FOOD AND SUPPLY DISTRIBU- 
TION SYSTEM." 

(c) SIZE OF REQUIRED PATIENT TRANSPORT ELEVA- 
TORS: AT LEAST ONE ELEVATOR OF FIVE FOOT FOUR 
INCH WIDTH BY EIGHT FEET SIX INCHES LENGTH IN- 
SIDE DIMENSIONS WITH DOOR OPENING OF FOUR FEET. 
In alteration projects where the elevator shaft is existing, elevators of 
lesser inside dimensions may be permitted. 

(3) STAIRWAYS, RAMPS, CORRIDORS, AND AISLES. 

(a) STAIRWAYS AND RAMPS. 

(i) NONSKID SURFACES. 

(ü) HANDRAILS ON BOTH SIDES. 

(iii) ADEQUATE GUARDRAILS AND OTHER SAFETY DE- 
VICES ON ALL STAIRWELLS AND RAMPS. 

(iv) SLOPE OF RAMPS USED FOR PATIENTS NOT TO EX- 
CEED ONE IN TWELVE. 

SLOPE OF RAMPS IN SERVICE AREAS NOT TO EXCEED 
ONE IN TEN. 

(b) CORRIDORS. 

(i) A CORRIDOR SYSTEM ESTABLISHED THROUGHOUT 
HOSPITAL. CORRIDORS SHALL PROVIDE A METHOD OF 
TRAFFIC CIRCULATION DESIGNED FOR PATIENT PRIVA- 
CY, TO PREVENT THROUGH TRAFFIC IN EXAMINATION, 
OBSERVATION, TREATMENT, AND DIAGNOSTIC AREAS. 

(ii) CORRIDORS AT LEAST EIGHT FOOT ZERO INCHES 
WIDE WITH NO RESTRICTION MORE THAN SEVEN INCH 
TOTAL. EXISTING SEVEN FOOT ZERO INCH CORRIDORS 
ACCEPTABLE FOR ALTERATION PROJECTS. FIVE FOOT 
ZERO INCH MINIMUM CORRIDOR WIDTH FOR AMBULA- 
TORY PATIENT TRAFFIC WITHIN A SINGLE DEPART- 
MENT; FOUR FOOT ZERO INCH MINIMUM CORRIDOR 
FOR NONPATIENT AREAS AND DEPARTMENTS PROVIDED 
THERE IS A FIVE-BY-FIVE FOOT TURNAROUND AT LEAST 
EVERY SEVENTY-FIVE FEET. 
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(iii) HANDRAILS BOTH SIDES OF CORRIDORS USED BY 
PATIENTS ON REHABILITATION NURSING UNITS, NURS- 
ING HOME UNITS, AND OTHER LONG-TERM CARE NURS- 
ING UNITS. 

(iv) DOORS, EXCEPT THOSE TO SMALL UNOCCUPIED 
SPACES, SHALL NOT SWING INTO REQUIRED CORRIDOR 
WIDTH. 

(c) AISLES. 

SUFFICIENTLY WIDE TO ALLOW FOR UNIMPEDED 
MOVEMENT OF EQUIPMENT AND PERSONNEL. 

(4) DOORS, WINDOWS, AND SCREENS. 

(a) DOORS. 

(i) FOUR FOOT ZERO INCH MINIMUM WIDTH IN OPER- 
ATING ROOM, DELIVERY ROOM, BIRTHING ROOM, RE- 
COVERY ROOM, MAJOR EMERGENCY TREATMENT 
ROOM, FRACTURE ROOM, X-RAY ROOM, COMPUTERIZED 
AXIAL TOMOGRAPHY ROOMS, TO ALL TYPES OF INTEN- 
SIVE CARE UNITS AND TREATMENT ROOMS IN INTEN- 
SIVE CARE. 

(ü) THREE FOOT TEN INCH MINIMUM WIDTH FOR PA- 
TIENT ROOMS, NEWBORN NURSERIES, ULTRASOUND 
ROOMS, NUCLEAR MEDICINE TREATMENT ROOMS, 
PHYSICAL THERAPY TREATMENT ROOMS, HORIZONTAL 
EXITS, AND OTHER DOORS THROUGH WHICH PATIENTS 
ARE TRANSPORTED IN STRETCHERS OR BEDS. Four foot 
zero inch doors recommended. 

(iii) EXISTING THREE FOOT EIGHT INCH DOORS AC- 
CEPTABLE IN ALTERATIONS EXCEPT IN ALTERATIONS 
OF OPERATING ROOMS, MAJOR EMERGENCY TREAT- 
MENT ROOMS, DELIVERY ROOMS, RECOVERY ROOMS, 
INTENSIVE CARE ROOMS, FRACTURE ROOMS OR X-RAY. 

(iv) THREE FOOT ZERO INCH MINIMUM WIDTH FOR 
ALL DOORS WHICH MAY BE USED BY PERSONS IN 
WHEELCHAIRS INCLUDING PATIENT TOILETS AND 
BATHROOMS EXCEPT DOORS TO TOILETS AND BATH- 
ROOMS WHICH OPEN INTO PATIENT ROOMS SHALL BE 
NOT LESS THAN TWO FOOT SIX INCHES IN WIDTH. 

(v) Doors to toilets adjoining patient rooms should not swing into 
toilet rooms. 

(vi) Adequate width for receiving entrance doors, ((storecroom)) 
storeroom doors, and other doors through which large carts or bulk 
goods are transported. 

(vii) VISION PANELS IN ALL DOUBLE-ACTING DOORS. 
Four inches wide by twenty-four inches high recommended. 

(b) WINDOWS. 

(i) REQUIRED IN PATIENT ROOMS EXCEPT LABOR 
ROOMS AND NURSERIES. 

(ii) REQUIRED WINDOWS TO HAVE CLEAR GLASS AREA 
OF AT LEAST ONE- TENTH FLOOR AREA. 

(iii) REQUIRED WINDOWS TO BE LOCATED IN OUTSIDE 
WALLS PERMITTING A SATISFACTORY AMOUNT OF UN- 
OBSTRUCTED NATURAL LIGHT. No required windows should be 
located within twenty feet of another building or the opposite wall of a 
court or within ten feet of a property line except a street. 

(iv) WINDOW SILLS OF REQUIRED WINDOWS IN PA- 
TIENT ROOMS NO HIGHER THAN THREE FOOT ZERO 
INCHES FROM THE FLOOR. GRADE” ADJACENT TO RE- 
QUIRED WINDOWS IN PATIENT ROOMS TO BE BELOW 
WINDOW SILL. 

(c) SCREENS. 

SIXTEEN MESH SCREEN OR EQUAL ON WINDOW OPEN- 
INGS WHICH SERVE FOR REQUIRED VENTILATION. 

(5) FLOOR FINISHES, WALL SURFACES, AND CEILINGS. 

(a) FLOOR FINISHES: 

(i) EASILY CLEANED AND SUITABLE TO THE FUNC- 
TIONS OF EACH AREA. 

(ii) NONSLIP AT ENTRANCES AND OTHER AREAS SUB- 
JECT TO TRAFFIC OR USE WHILE WET. 

(iii) COVED BASES INTEGRAL WITH FLOORS OR TOPSET 
BASE TIGHT TO FLOORS AND WALLS. 

(iv) ELECTRICALLY CONDUCTIVE IN AREAS WHERE 
FLAMMABLE ANESTHETIC GASES ARE TO BE USED PER 
NATIONAL FIRE PROTECTION ASSOCIATION (NFPA) 
((SFANDARD-56A)), 99. SEE WAC 248-18-99902(1). 

(v) SPECIFICATIONS FOR CARPETING IN NONPATIENT- 
OCCUPIED AREAS: 
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(A) PILE YARN FIBER: FIBER WHICH MEETS THE 
STANDARDS OF THE STATE FIRE MARSHAL (See RCW 70- 
.41.080) SHALL BE ACCEPTABLE PROVIDED THE FIBER IS 
EASILY CLEANABLE. 

(B) PILE TUFTS PER SQUARE INCH: MINIMUM SIXTY- 
FOUR OR EQUIVALENT DENSITY. 

(C) PILE HEIGHT: FROM A MINIMUM OF .125 INCHES TO 
A MAXIMUM OF .312 INCHES. 

(D) PAD: MAY BE SEPARATE PAD. 

(vi) SPECIFICATIONS FOR CARPETING IN PATIENT-OC- 
CUPIED AREAS: 

(A) PILE YARN FIBER: FIBERS WHICH MEET THE 
STANDARDS OF THE STATE FIRE MARSHAL (See RCW 70- 
.41.080) SHALL BE ACCEPTABLE PROVIDED THE FIBER IS 
EASILY CLEANABLE. 

(B) PILE TYPE: ROUND LOOP. 

(C) PILE TUFTS PER SQUARE INCH: MINIMUM SIXTY- 
FOUR OR EQUIVALENT DENSITY. 

(D) PILE HEIGHT: LEVEL PILE, FROM A MINIMUM OF 
.125 INCHES TO A MAXIMUM OF .255 INCHES. 

(E) BACKING: SHALL BE WATER IMPERVIOUS OR A WA- 
TER IMPERVIOUS PAD SHALL BE PERMANENTLY BOND- 
ED TO THE BACKING. 

(vii) INSTALLATION OF CARPET MATERIAL: 

(A) BONDED PAD CARPET MUST BE CEMENTED TO THE 
FLOOR WITH WATERPROOF CEMENT. 

(B) EDGES OF CARPET MUST BE COVERED AND COVE 
OR BASE SHOE USED AT ALL WALL JUNCTURES. IF 
BROADLOOM CARPET IS USED, SEAMS ARE TO BE BOND- 
ED TOGETHER WITH MANUFACTURER RECOMMENDED 
CEMENT. 

(C) SAFETY OF PATIENTS OR OCCUPANTS IS TO BE AS- 
SURED DURING INSTALLATION. ROOMS MUST BE WELL- 
VENTILATED AND NOT BE USED BY RESIDENT OCCU- 
PANTS OR PATIENTS DURING INSTALLATION. THE ROOM 
MAY NOT BE RETURNED TO USE UNTIL THE ROOM IS 
FREE OF VOLATILE FUMES AND ODORS FROM 
ADHESIVES. 

(b) WALL SURFACES: 

(i) EASILY CLEANED AND SUITABLE TO THE FUNC- 
TIONS OF EACH AREA. 

(ü) SMOOTH AND WASHABLE FINISH, (e.g., washable paint 
on smooth finish plaster or gypsum board as opposed to rough or ex- 
posed masonry finishes) IN ROOMS USED FOR PATIENT CARE 
OR TREATMENT AND ROOMS IN WHICH SUPPLIES AND 
EQUIPMENT FOR PATIENT CARE OR TREATMENT ARE 
STORED, ASSEMBLED OR PROCESSED, AND IN CLINICAL 
LABORATORIES. 

(iii) A FINISH WHICH WILL MINIMIZE GLARE IN PA- 
TIENT ROOMS AND LABOR ROOMS. 

(iv) A WATERPROOF PAINTED, GLAZED, OR SIMILAR 
WATERPROOF FINISH EXTENDING ABOVE THE SPLASH 
LINE IN ALL ROOMS OR AREAS THAT ARE SUBJECT TO 
SPLASH OR SPRAY. 

(v) Wainscot of five feet minimum height of a durable surface in 
operating rooms, delivery rooms, emergency rooms, treatment rooms, 
and corridors. 

(vi) External angles protected by corner guards to resist impact in 
areas of heavy traffic. 

(c) CEILINGS: 

(i) EIGHT FOOT MINIMUM HEIGHT, EXCEPTIONS MAY 
BE PERMITTED IN MINOR AUXILIARY ROOMS. 

(i) NINE FOOT MINIMUM HEIGHT IN OPERATING 
ROOMS, DELIVERY ROOMS, AND SIMILAR ROOMS HAV- 
ING SPECIAL CEILING-MOUNTED LIGHT FIXTURES. 
Higher ceilings may be needed for some types of equipment. 

(iii) EASILY CLEANED AND SUITABLE TO THE FUNC- 
TIONS OF EACH AREA. 

(ivy) SMOOTH AND WASHABLE FINISH, (e.g., washable paint 
on smooth finish plaster or gypsum board as opposed to fissured tile or 
rough finishes) IN ROOMS USED FOR PATIENT CARE OR 
TREATMENT, AND IN ROOMS IN WHICH SUPPLIES AND 
EQUIPMENT FOR PATIENT CARE OR TREATMENT ARE 
STORED, ASSEMBLED OR PROCESSED, AND CLINICAL 
LABORATORIES. NO EXPOSED DUCTWORK AND PIPING. 
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(v) SMOOTH AND WASHABLE FINISH WITHOUT VISIBLE 
JOINTS OR CREVICES IN AREAS WHERE SURGICAL ASEP- 
SIS MUST BE ASSURED SUCH AS OPERATING ROOMS, DE- 
LIVERY ROOMS, AND EMERGENCY TREATMENT ROOMS. 

(vi) A FINISH WHICH WILL MINIMIZE GLARE IN PA- 
TIENT ROOMS, LABOR ROOMS, AND BIRTHING ROOMS. 

(vii) FINISH THAT MINIMIZES REFLECTION OF ((UE- 
TRA-VIOEET)) ULTRAVIOLET RADIATION IN TUBERCU- 
LOSIS ISOLATION ROOMS. 

(viii) CEILINGS OF PATIENT ROOMS IN PSYCHIATRIC 
NURSING UNITS, SECURITY, AND SECLUSION ROOMS 
SHALL BE OF MONOLITHIC OR BONDED CONSTRUCTION. 

(ix) Sound-absorptive treatment in corridors of patient areas, nurs- 
es' stations, dining rooms, and hydrotherapy rooms. 

(6) PLUMBING AND SEWERAGE. 

(a) PLUMBING AND SEWERAGE. CONSTRUCTED IN AC- 
CORDANCE WITH THE UNIFORM PLUMBING CODE, OR 
EQUIVALENT LOCAL CODE. SEE WAC 248-18-99902(3). 

(b) WATER SUPPLY. 

(i) AN ADEQUATE WATER SUPPLY WHICH CONFORMS 
TO THE QUALITY STANDARDS OF CHAPTER 248-54 WAC. 

(ii) TEMPERATURE OF HOT WATER AT BATHING FIX- 
TURES THERMOSTATICALLY CONTROLLED NOT TO EX- 
CEED ONE HUNDRED TWENTY DEGREES FAHRENHEIT. 

(ii) THERMOSTATICALLY CONTROLLED HOT WATER 
HEATING EQUIPMENT OF SUFFICIENT CAPACITY TO SUP- 
PLY SIX AND ONE-HALF GALLONS OF ONE HUNDRED 
TWENTY DEGREE FAHRENHEIT WATER PER HOUR PER 
BED FOR GENERAL USE, MEASURED AT POINT OF USE. 
AN ADEQUATE AMOUNT OF WATER AT NOT LESS THAN 
ONE HUNDRED SIXTY DEGREES FAHRENHEIT FOR 
LAUNDRY, MECHANICAL DISHWASHERS, AND OTHER 
SPECIAL MECHANICAL WASHERS. TEMPERATURE MEA- 
SURED AT POINT OF USE. 

(iv) CIRCULATING SYSTEMS AS NECESSARY TO EN- 
SURE A READY SUPPLY OF HOT WATER AT FIXTURES. 

(c) INSULATION. 

(i) HOT WATER PIPING INSULATED AS REQUIRED TO 
CONTROL EXCESSIVE HEAT TRANSFER AND TO PROVIDE 
FOR SAFETY. 

(ii) COLD WATER AND DRAINAGE PIPING INSULATED 
AS REQUIRED TO CONTROL CONDENSATION. 

(iii) AVOID EXPOSING PIPING TO FREEZING TEMPERA- 
TURES. IF UNAVOIDABLE, DESIGN TO PREVENT 
FREEZING. 

(d) SEWERAGE. 

(i) SEWAGE DISPOSAL SYSTEM IN CONFORMANCE 
WITH WAC 248-50-100 AND CHAPTER 248-92 OR 248-96 
WAC CODIFIED RULES, REGULATIONS AND STANDARDS 
OF THE STATE BOARD OF HEALTH. 

(ii) FLOOR DRAINS IN AREAS WITHOUT DAILY (WASH 
DOWN) WASH DOWN SHALL HAVE TRAP PRIMERS. 

(e) PLUMBING FIXTURES. 

(i) Bedpan lugs or slot fixtures on water closets not recommended. 

(ii) DESIGNED AND INSTALLED TO BE EASILY 
CLEANED, MAINTAINED, AND SUITABLE TO THE IN- 
TENDED USE.” ADEQUATE SUPPORT FOR FIXTURES. 

(iii) LAVATORIES PROVIDED IN EACH TOILET ROOM 
EXCEPT WHERE PROVIDED IN CONNECTING PATIENT 
ROOM, DRESSING ROOM, OR LOCKER ROOM. 

(iv) DRINKING FOUNTAINS OR EQUIVALENT AT SUIT- 
ABLE LOCATIONS. 

(v) SINKS IN WHICH UTENSILS AND EQUIPMENT ARE 
TERMINALLY CLEANED TO BE DOUBLE COMPARTMENT 
OF ADEQUATE SIZE AND DEPTH (Recommended each compart- 
ment 20 x 22 x 14 or similar) WITH ADEQUATE COUNTER 
SPACE ON BOTH SIDES.” 

(vi) EACH FIXTURE, EXCEPT WATER CLOSETS AND SPE- 
CIAL USE FIXTURES, PROVIDED WITH HOT AND COLD 
WATER THROUGH A MIXING OUTLET. 

(vii) DEVICES TO PREVENT BACKFLOW ON WATER SUP- 
PLY TO FIXTURES OR GROUP OF FIXTURES WHERE THE 
USE OF EXTENSION HOSES AND TUBE CLEANING EQUIP- 
MENT IS ANTICIPATED, (e.g., sinks in laboratory, central service, 
garbage can wash area, and housekeeping facilities and mechanical ar- 
eas). Also refer to chapter 248-54 WAC. 
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(viii) NONSKID FLOOR SURFACES IN TUBS AND 
SHOWERS. 

(f) FITTINGS. 

(i) WRIST, KNEE, OR FOOT FAUCET CONTROLS AND 
GOOSENECK SPOUTS OR THE EQUIVALENT ON LAVA- 
TORIES IN PATIENT ROOMS AND IN TOILETS ADJOINING 
PATIENT ROOMS EXCEPT THOSE FOR PSYCHIATRIC PA- 
TIENTS TO BE IN ACCORDANCE WITH PROGRAM 
REQUIREMENTS. 

(ii) WRIST, KNEE, OR FOOT FAUCET CONTROLS AND 
GOOSENECK SPOUTS OR THE EQUIVALENT"! ON ALL 
LAVATORIES AND SINKS FOR PERSONNEL USE WHERE 
REQUIRED TO CONTROL CROSS INFECTION, (e.g., nursing 
service areas including isolation rooms, laboratory, and physical thera- 
py), UNLESS THE FIXTURE IS USED FOR SOILED FUNC- 
TIONS ONLY AND ANOTHER SINK OR LAVATORY WITH 
WRIST, KNEE, OR FOOT CONTROLS OR EQUIVALENT"! IS 
LOCATED IN THE SAME AREA OF THE ROOM. FAUCET 
CONTROLS ON LAVATORIES IN NEWBORN NURSERY 
UNITS, NEONATAL INTENSIVE CARE UNITS, BIRTHING 
ROOMS, AND ALL SCRUB SINKS TO BE KNEE OR FOOT 
CONTROLS OR EQUIVALENT. Wrist blades permitted at lava- 
tory when handwashing facility with foot, knee, or equivalent faucet 
control is located close to birthing ((roomts))) room or rooms. 

(iii) WRIST CONTROLS TO HAVE A MINIMUM OF FOUR 
INCH SPACE BETWEEN BACK SPLASH AND ENDS OF 
CONTROLS AT FULL CLOSED POSITION AND A MINIMUM 
OF FOUR INCH SPACE BETWEEN THE END OF CONTROLS 
AND THE WATER SPOUT IN THE FULL OPEN POSITION. 

(g) ACCESSORIES. 

(i) BACKING FOR MOUNTING TO SUPPORT THE IN- 
TENDED USE OF ALL ACCESSORIES. 

(ii) SUITABLE SHELF OR EQUIVALENT, AND MIRROR AT 
EACH LAVATORY IN TOILET ROOMS, PATIENT ROOMS, 
BIRTHING ROOMS, DRESSING ROOMS, AND LOCKER 
ROOMS. 

(iii) TOWEL BAR OR HOOK AT EACH BATHING FACILI- 
TY. Optional in psychiatric unit. 

(ivy) ROBE HOOK AT EACH BATHING FACILITY, WATER 
CLOSET, DRESSING ROOM, AND EXAMINATION ROOM. 
Optional in psychiatric unit. 

(v) TOILET PAPER HOLDER PROPERLY LOCATED AT 
EACH WATER CLOSET. 

(vi) WHEN PROGRAM INCLUDES BEDPAN BRUSHES, 
PROVISION FOR KEEPING BEDPAN BRUSH OFF THE 
FLOOR. 

(vii) PROVISION FOR OFF THE FLOOR PLACEMENT OF 
SUPPLIES AND EQUIPMENT IN PATIENT TOILETS. THIS 
PROVISION SHALL BE SEPARATE AND DISTINCT FROM 
LAVATORY SHELF. 

(viii) AT LEAST ONE GRAB BAR OF SUITABLE 
STRENGTH, EASILY CLEANABLE, RESISTANT TO CORRO- 
SION, AND FUNCTIONAL DESIGN SECURELY MOUNTED 
AND PROPERLY LOCATED AT EACH ISLAND TUB AND 
WATER CLOSET FOR PATIENTS. Horizontal grab bars should 
extend at least eighteen inches in front of water closet. WHEN A 
LAVATORY IS LOCATED ADJACENT TO A WATER CLOSET 
AND WITHIN EIGHTEEN INCHES OF THE CENTER LINE 
OF THE WATER CLOSET, IT SHALL BE MOUNTED TO SUP- 
PORT A THREE HUNDRED POUND LIVE LOAD WITHOUT 
PERMANENT DEFLECTION. GRAB BAR OR BARS OF SUIT- 
ABLE STRENGTH, EASILY CLEANABLE, RESISTANT TO 
CORROSION, OF FUNCTIONAL DESIGN, SECURELY 
MOUNTED, AND PROPERLY LOCATED AT EACH STAND- 
ARD BATHTUB AND SHOWER ON TWO SIDES. May be omit- 
ted at water closets and bathing facilities for seclusion and security 
rooms. 

(ix) DISPENSERS FOR SINGLE USE TOWELS AT ALL 
LAVATORIES AND SINKS MOUNTED TO AVOID CONTAMI- 
NATION FROM SPLASH AND SPRAY. 

(x) SUITABLE PROVISION FOR SOAP AT EACH LAVATO- 
RY, SINK, AND BATHING FACILITY. 

(xi) Paper cup dispensers at all lavatories except in soiled areas, 
lavatories in patient rooms, and toilet rooms adjoining patient rooms. 

(xii) Properly located dispenser for seat covers at each water closet. 
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(xiii) Sanitary napkin dispenser and disposer or covered waste con- 
tainer (step-on—can) in each women's toilet room except inpatient 
toilets. 

(h) NONFLAMMABLE MEDICAL GAS SYSTEMS IN AC- 
CORDANCE WITH THE NATIONAL FIRE PROTECTION AS- 
SOCIATION (NFPA) STANDARD 56F. SEE WAC 248-18- 
99902(4). 

(i) Clinical vacuum (suction) systems in accordance with the rec- 
ommendations of Compressed Gas Association, Inc., Pamphlet Num- 
ber ((2-2-t)) P-2.1, except the zone valves may be or omitted. See WAC 
248-18-99902(11). 

(7) HEATING. Recommend use of ASHRAE Handbook series. 
See WAC 248-18-99902(2). 

(a) A HEATING SYSTEM ADEQUATE TO MAINTAIN SEV- 
ENTY-FIVE DEGREES FAHRENHEIT MINIMUM TEMPERA- 
TURE IN EACH ROOM AND OCCUPIED SPACE. 

(b) HEAT SUPPLY FOR EACH PATIENT ROOM PROVIDED 
WITH INDIVIDUAL THERMOSTATIC CONTROL. Manual or 
zone control acceptable for existing facility alteration projects. Indi- 
vidual room thermostatic control recommended for all rooms. HEAT- 
ING SYSTEM SUITABLY ZONED (e.g., by exposure and usage of 
areas) AND THERMOSTATICALLY CONTROLLED UNLESS 
INDIVIDUAL ROOMS THERMOSTATICALLY CONTROLLED. 

(c) Standby heat supply to operating rooms, delivery rooms, birthing 
rooms, recovery rooms, nurseries, all intensive care units, and other se- 
lected areas so that they may be heated at times when the general 
building heating system is not operating. 

(d) PIPING THROUGHOUT BUILDING INSULATED AS RE- 
QUIRED TO CONTROL EXCESSIVE HEAT TRANSFER AND 
TO PROVIDE FOR SAFETY. 

(8) VENTILATION AND AIR CONDITIONING. USE 
ASHRAE HANDBOOK SERIES REFERRED TO IN WAC 248- 
18-99902(2). 

(a) ALL ROOMS AND AREAS ADEQUATELY VENTILATED 
BY MECHANICAL MEANS. (Refer to Table B) DESIGN OF 
SYSTEM TO PREHEAT COLD OUTSIDE AIR MAKEUP. Gravi- 
ty acceptable for gas storage rooms, mechanical rooms, and similar 
areas. 

(b) Approved recovery systems to reclaim heat from exhausts are 
recommended for energy conservation. DESIGN AND INSTALLA- 
TION OF HEAT RECOVERY EQUIPMENT TO CONTROL 
CROSS CONTAMINATION. 

(c) ALL FANS SERVING EXHAUST SYSTEMS SHALL BE 
LOCATED AT THE DISCHARGE END OF THE SYSTEM OR 
THE SYSTEMS DESIGNED TO PREVENT LEAKAGE TO OC- 
CUPIED AREAS. 

(d) DESIGN OF AIR DISTRIBUTION AND BALANCING OF 
AIR SYSTEMS: TO MAINTAIN APPROPRIATE PRESSURE 
GRADIENTS AMONG ADJOINING ROOMS AND AREAS TO 
CONTROL AIR FLOWS IN ACCORDANCE WITH THE RELA- 
TIVE DEGREE OF PROTECTION REQUIRED FROM THE 
SPREAD OF ODORS, MOISTURE, TOBACCO SMOKE, AND 
CONTAMINANTS, i.e., flow from relatively clean areas to relatively 
Soiled areas. Refer to Table B. Balance for appropriate positive and 
negative gradients should be evaluated by measuring proper direction 
of air flow at each doorway by smoke indicator. Designs should be 
based on anticipated leakage at each door. (Fifty CFM minimum to 
one hundred CFM maximum for usual room door.) 

(e) EXHAUST HOODS OR OTHER APPROVED EXHAUST 
DEVICES. 

(i LOCATED OVER EQUIPMENT LIKELY TO PRODUCE 
EXCESSIVE HEAT, MOISTURE, ODORS, OR CONTAMI- 
NANTS, (e.g., kitchen, laundry, sterilizing and dishwashing equip- 
ment, laboratory and special work areas) PROPERLY DESIGNED 
FOR INTENDED USE. 

(ii) LABORATORY HOODS WHERE INFECTIOUS MATERI- 
ALS ARE HANDLED. See WAC 248-18-99902(7) for recommend- 
ed publications. 

(A) MINIMUM FACE VELOCITY OF SEVENTY-FIVE FEET 
PER MINUTE AT MAXIMUM OPERATING LEVEL OF SASH. 

(B) SERVED BY INDEPENDENT EXHAUST SYSTEM WITH 
THE EXHAUST FAN LOCATED AT THE DISCHARGE END 
OF THE DUCT. 

(C) DUCT TO HAVE WELDED JOINTS OR EQUIVALENT 
FROM THE HOOD TO FILTER ENCLOSURE. 
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(D) FILTERS WITH 99.97 PERCENT EFFICIENCY (DIOC- 
TYL-PHTHALATE, (DOP), TEST METHOD) IN THE EX- 
HAUST STREAM. 

(E) DESIGNED AND EQUIPPED TO PERMIT THE SAFE 
REMOVAL OF CONTAMINATED FILTERS. 

(F) CHEMICAL FUME HOODS SHALL NOT BE USED FOR 
HANDLING INFECTIOUS MATERIALS. 

(iii) LABORATORY HOODS WHERE STRONG OXIDIZING 
AGENTS, (e.g., perchloric acid((;}))), ARE PROCESSED, 

(A) MINIMUM FACE VELOCITY OF ONE HUNDRED FEET 
PER MINUTE AT MAXIMUM OPERATING LEVEL OF SASH. 

(B) SERVED BY INDEPENDENT EXHAUST SYSTEM WITH 
EXPLOSION PROOF EXHAUST FAN AT THE DISCHARGE 
END OF THE DUCT. 

(C) DUCT OF WELDED STAINLESS STEEL OR EQUIVA- 
LENT THROUGHOUT THE EXHAUST SYSTEM. 

(D) HOOD AND EXHAUST DUCT SYSTEM EQUIPPED 
WITH COMPLETE COVERAGE WASHDOWN FACILITIES. 

(iv) HOODS WHERE RADIOACTIVE PARTICULATE AERO- 
SOLS MAY BE RELEASED. 

(A) MINIMUM FACE VELOCITY OF ONE HUNDRED FEET 
PER MINUTE AT MAXIMUM OPERATING LEVEL OF SASH. 

(B) SERVED BY INDEPENDENT EXHAUST SYSTEM WITH 
THE EXHAUST FAN AT THE DISCHARGE END OF THE 
DUCT. 

(C) DUCT TO HAVE WELDED JOINTS OR EQUIVALENT 
FROM THE HOOD TO THE FILTER ENCLOSURE. 

(D) FILTERS WITH 99.97 PERCENT EFFICIENCY (DIOC- 
TYL-PHTHALATE, (DOP) TEST METHOD) IN THE EX- 
HAUST STREAM. 

(E) DESIGNED AND EQUIPPED FOR THE SAFE REMOVAL 
OF CONTAMINATED FILTERS. 

(f) ALL CENTRAL VENTILATION OR AIR CONDITIONING 
SYSTEMS EQUIPPED WITH FILTERS. 

(i) NUMBER OF FILTER BEDS AND FILTER EFFICIEN- 
CIES NO LESS THAN THOSE SPECIFIED IN TABLE A. 

(ii) FILTER BED NO. 2 SHALL BE DOWNSTREAM OF THE 
LAST COMPONENT OF ANY CENTRAL AIR HANDLING 
UNIT, EXCEPT A STEAM INJECTION TYPE HUMIDIFIER 
MAY BE DOWNSTREAM OF FILTER BED NO. 2. TERMINAL 
COOLING COILS (EXCEPT INDUCTION UNITS, FAN COIL 
UNITS OR EQUIVALENT INDIVIDUAL ROOM UNITS (RE- 
FER TO SUBSECTION (8)(g) OF THIS SECTION) DOWN- 
STREAM OF FILTER BED NO. 2 SHALL HAVE ADDITIONAL 
FILTRATION MEETING REQUIREMENTS OF FILTER BED 
NO. 2. 


TABLE A 


FILTER EFFICIENCIES FOR CENTRAL VENTILATION AND AIR 
CONDITIONING SYSTEMS IN GENERAL HOSPITALS 


FILTER EFFICIENCIES (Percent)*** 


MINIMUM FILTER FILTER 
NUMBER OF BED BED 
AREA DESIGNATION FILTER BEDS NO. 1 NO. 2 
Sensitive areas* 2 25 90**** 
Patient care, treatment 2 25 90** 


Diagnostic, and related areas 


Food preparation areas l 80 


and laundries 


Administrative, bulk storage, 1 25 


and soiled holding areas 


* Includes surgical suites, delivery suites, nursery units, recovery rooms, special 
procedure rooms (cardiac catheterizations), and all intensive care units. 
Birthing, labor, and ((post-partum)) postpartum rooms not within the deliv- 
ery suite are excluded. 

** May be reduced to eighty percent for systems using all—outdoor air. 


*** PER REQUIREMENTS OF ASHRAE STANDARD 52 IN WAC 248- 
18-99902(14). 


****99.97 PERCENT EFFICIENCY FOR RECIRCULATING AIR IN OP- 
ERATION ROOMS - REFERENCE TABLE B. 


(iii) FILTER FRAMES WITH AIRTIGHT SEAL TO THE EN- 
CLOSING DUCTWORK BY USE OF GASKETS OR 
EQUIVALENT. 
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(iv) A MANOMETER SHALL BE INSTALLED ACROSS 
EACH FILTER BED SERVING SENSITIVE AREAS (Refer to 
Table A) OR CENTRAL AIR SYSTEMS. 

(g) NONCENTRAL SUPPLY VENTILATION SYSTEMS, i.e., 
fan coil units or equivalent individual room units. 

(i) IN SENSITIVE AREAS (Refer to Table A) SHALL MEET 
THE FILTERING OBJECTIVES FOR CENTRAL SYSTEMS. 

(ii) IN AREAS OTHER THAN SENSITIVE AREAS OUT- 
DOOR AIR FOR INDIVIDUAL ROOM UNITS SHALL MEET 
FILTERING REQUIREMENTS FOR CENTRAL SYSTEMS UN- 
DER TABLE A. RECIRCULATED AIR TO INDIVIDUAL 
ROOM UNITS NEED NOT BE FILTERED (lint screen and/or fil- 
ter recommended). 

(h) AIR HANDLING DUCT SYSTEMS. 

(i) IN ACCORDANCE WITH NATIONAL FIRE PROTEC- 
TION ASSOCIATION ((SFANBARD)) 90A. SEE WAC 248-18~ 
99902(5). 

(ii) BUILDING CEILING SPACES USED FOR EXHAUST 
PLENUMS SHALL BE RESTRICTED TO ADMINISTRATIVE, 
PUBLIC WAITING, AND PUBLIC MEETING AREAS. May be 
permitted in other areas only upon written approval of such use by the 
department. 

(iii) NONEROSIVE WEARING SURFACES ARE REQUIRED 
FOR FIBERGLASS SUPPLY DUCTS (PER UL STANDARDS 
181-15 IN WAC 248-18-99902(9)) AND/OR "DUCT LINER AP- 
PLICATION STANDARD" PER SMACNA. SEE WAC 248-18- 
99902(10), IF INSTALLED. 

(iv) NINETY PERCENT EFFICIENCY FILTERS DOWN- 
STREAM OF LININGS SERVING SENSITIVE AREAS (Refer to 
Table A) EXCEPT LINING OF TERMINAL UNITS MEETING 
THE REQUIREMENTS OF ((€93ü9&Gi)) SUBSECTION 
(8)(h)(iii) of this section. 

(i) AIR SUPPLY AND EXHAUSTS LOCATIONS CONFORM 
TO UNIFORM MECHANICAL CODE WITH ADDITIONAL 
REQUIREMENTS. SEE WAC 248-18-99902(8). 

(i) AIR SUPPLY INTAKES LOCATED TO ENSURE A 
SOURCE OF FRESH AIR (preferably above the roof or high on an 
exterior wall to avoid sources of contamination or pollution). 

(ii) EXHAUST AIR DISCHARGE LOCATED TO AVOID 
CROSS CIRCULATION TO SUPPLY AIR INTAKES OR OPER- 
ABLE WINDOWS. Separation distances dependent upon factors such 
as air volumes, wind directions, and building configurations. 

G) OPERATING ROOMS, DELIVERY ROOMS, NEWBORN 
NURSERY ROOMS, NEONATAL INTENSIVE CARE UNITS 
AND THEIR ANCILLARY FACILITIES MECHANICALLY 
VENTILATED TO PROVIDE ONE HUNDRED PERCENT 
FRESH AIR WITHOUT RECIRCULATION EXCEPT AS PRO- 
VIDED IN TABLE B. Recommended for birthing rooms, labor 
rooms, recovery rooms, and all intensive care units. Refer to Table B. 

(k) VENTILATION SYSTEMS FOR ANESTHETIZING LO- 
CATIONS USING FLAMMABLE ANESTHETICS SHALL 
MEET THE REQUIREMENTS OF THE NATIONAL FIRE PRO- 
TECTION ASSOCIATION, (NFPA) ((SFANDARD—S6A)), 99. 
SEE WAC 248-18-99902(1). 

(D AIR CONDITIONING TO ADEQUATELY CONTROL 
TEMPERATURE, AIR CHANGES AND AIR MOTION OF 
OPERATING ROOMS, DELIVERY ROOMS, SPECIAL PROCE- 
DURE ROOMS, RECOVERY ROOM, NEWBORN NURSERY 
FACILITIES, NEONATAL INTENSIVE CARE NURSERY 
ROOMS, INTENSIVE CARE, AND CARDIAC INTENSIVE 
CARE UNITS. Recommended in all patient care areas. 

(m) RELATIVE HUMIDITY. 

(i) OPERATING ROOMS, DELIVERY ROOMS, SPECIAL 
PROCEDURE ROOMS, ANESTHETIZING LOCATIONS, IN- 
TENSIVE CARE PATIENT ROOMS, AND RECOVERY 
ROOMS, FORTY PERCENT MINIMUM TO SIXTY PERCENT 
MAXIMUM AT SEVENTY-TWO DEGREES FAHRENHEIT. 

(ii) NEWBORN NURSERY FACILITIES AND NEONATAL 
INTENSIVE CARE ROOMS, FORTY-FIVE PERCENT MINI- 
MUM TO SIXTY PERCENT MAXIMUM AT SEVENTY-FIVE 
DEGREES FAHRENHEIT. 

(n) FIRE SHUTDOWN, AS REQUIRED BY NATIONAL FIRE 
PROTECTION ASSOCIATION (((SFANDARD)) 90A, BY BOTH 
MANUAL CONTROL AND EITHER OF THE FOLLOWING 
OPTIONS FOR AUTOMATIC SHUTDOWN (SEE WAC 248-18- 
99902(5)): 
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(i) TOTAL SHUTDOWN BY AUTOMATIC CONTROLS FOR 
SOUNDING FIRE ALARM, CLOSING SMOKE DOORS AND 
SMOKE DAMPERS IN VENTILATION SYSTEM, AND SHUT- 
TING DOWN SUPPLY ((FAN(3)) FAN OR FANS AND EX- 
HAUST ((FAN(8))) FAN OR FANS. 

Gi) SELECTIVE SHUTDOWN BY AUTOMATIC CONTROLS 
FOR SOUNDING FIRE ALARM, CLOSING SMOKE DOORS, 
AND ACTUATING ONLY SMOKE DAMPERS IN RECIRCU- 
LATION SYSTEM TO EXHAUST ALL RECIRCULATED AIR. 
ONLY THE SMOKE DETECTOR ON THE DOWNSTREAM 
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SIDE OF THE LAST COMPONENT OF THE CENTRAL SUP- 
PLY SYSTEM SHALL SHUT DOWN THE SUPPLY AND EX- 
HAUST VENTILATION SYSTEMS AND SHALL CLOSE ALL 
SMOKE DAMPERS. This selective shutdown option is recommended 
for hospitals having multiventilation systems. 

(o) VENTILATION REQUIREMENTS ARE SUMMARIZED 
IN TABLE B FOR TYPICAL HOSPITAL AREAS. THOSE AR- 
EAS NOT SPECIFICALLY DESIGNATED SHALL COMPLY 
WITH REQUIREMENTS FOR COMPARABLE AREAS. 


TABLE B GENERAL PRESSURE RELATIONSHIPS AND VENTILATION® 
OF CERTAIN HOSPITAL AREAS 


PRESSURE MINIMUM MINIMUM ALL AIR RECIRCULATED 
AREA RELATIONSHIP AIR CHANGES TOTAL AIR EXHAUSTED WITHIN 
DESIGNATION TO ADJACENT OF OUTDOOR CHANGES PER DIRECTLY TO ROOM UNITS 
AREAS AIR PER HOUR HOUR OUTDOORS 
SUPPLIED TO SUPPLIED, TO 
ROOM ROOM? 
A. ANESTHETIZING AREAS 
1. Delivery and Operating pp! 15 155 Yes No? 
Rooms 
2. Dental Operating Rooms P 8 8 Yes No 
3. Endoscopy Room P 8 8 Yes No 
4. Emergency Major N 5 12 Yes No 
Treatment Rooms i 4 
5. Outpatient Operating PP 5 15 Yes No 
and/or Treatment Rooms ; 
6. Special Procedures PP 12 12 Yes No 
Rooms (Cardiac Catheter- 
izations) 
B. CENTRAL SERVICE 
1. Cart Wash Room or Area N 2 10 Yes No 
2. Clean & Sterile Stor- PP 2 2 Optional No 
age Room 
3. Clean Work Room P 2 4 Optional No? 
4. Clean Equipment P 2 2 Optional Optional 
Storage Room 
5. Decontamination Area or Room NN 2 12 Yes No 
6. Sterilizer Access NN Optional 12 Yes No 
Service Room 
7. Sterilizing Area P 2 4 Optional No? 
C. GENERAL 
1. Administrative Areas: P 2 2 Optional Optional 
i.e., Offices, Admit- 
ting Facilities, 
Registration, Staff 
On-Call Rooms, etc. 
2. Bathing and Wet Treat- N 2 10 Yes No 
ment Facilities: i.e., 
Showers, Tubs, Sitz 
Baths, Hydrotherapy. 
3. Clean Facilities: P 2 4 Optional No? 
Utility or Work Rooms, Medicine Pre- 
paration Areas, Holding 
and Storage Rooms. 1 
4. Corridors, General P and N 2 2 Optional Optional 
Circulating. 
5. Entrances P Optional 2 Optional Optional 
6. Housekeeping Facilities: 
i.e., Janitor Closets, N Optional 10 Yes No 
Trash Chutes or Trash 
Storage Rooms 
7. Lounges, Locker & N Optional 10 Yes No 
Dressing Rooms 
8. Nurses Station & Unit 2 4 Optional Optional 
Dose Medicine Cart 
Areas 
9. Receiving & Stores N Optional 2 Optional Optional 
Incl. Breakout Area 
10. Scrub-up Area P 2 2 Optional No 
11. Soiled Facilities: N 2 10 Yes No 
Utility or Work Rooms, Holding, 
Bedpan, Clean-up, Linen & Storage. 
12. Toilet Rooms N Optional 10 Yes No 
13. Waiting Rooms, Con- N 2 2 Yes No 
ference, Solariums, 
Day Rooms, or Other 
Smoking Arcas. 
14. Mechanical Rooms N Optional 2 Yes No 
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PRESSURE MINIMUM MINIMUM ALL AIR RECIRCULATED 
AREA RELATIONSHIP AIR CHANGES TOTAL AIR EXHAUSTED WITHIN 
DESIGNATION TO ADJAGENT OF OUTDOOR CHANGES PER DIRECTLY TO ROOM UNITS 
AREAS AIR PER HOUR HOUR OUTDOORS 
SUPPLIED TO SUPPLIED, TO 
ROOM ROOM? 
D. KITCHEN AND DIETARY 
1. Bulk Day Food E or P Optional 2 Optional Optional 
Storage Room 
2. Cafeteria or Dining E or N 6 8 Optional Optional 
Room 
3. Dishwashing Room or NN 4 8 Yes No 
Area 
4. Garbage Storage and NN Optional 10 Yes No 
Can Washing Area 
5. Kitchen NN 4 8 Yes No 
E. LABORATORY 
1. Autopsy Room and NN 2 12 Yes No 
Morgue 
2. Bacteriology NN 2 12 Yes No 
3. Blood Drawing Area P 2 4 Optional Optional 
or Room 
4. General Laboratory N 2 10 Yes No 
Rooms, i.e., Hemo- 
tology, Pathology. 
5. Media Preparation and P 2 4 Optional No 
Transfer Room 
6. Decontamination Area NN 2 12 Yes No 
F. LAUNDRY 
1. Clean Linen Storage P 2 2 Optional No? 
2. Clean Sorting, Fold- P 2 6 Yes No? 
ing & Ironing 
3. Detergent & Supply N Optional 2 Optional Optional 
Storage Room 
4. Processing, Washing P 4 10 Yes No 
and Drying 
5. Soiled Sorting and N Optional 10 Yes No 
Storage 
G. PATIENT CARE AREAS 
1. Acute Cardiac Care and PP 2 6 Optional No’, T 
Intensive Care Patient 
Rooms 
2.a Birthing Room, High Risk P 6 6 Optional No! 
2.b Birthing Room, Low Risk 4 P 2 24 Optional No! 
3. Examination Rooms Eor P 2 6 Optional No! 
4. Electroencephalogram Eor P 2 6 Optional Optional 
(EEG), Electromyogram (EMG), 
& Electrocardiogram (ECG 
or EKG) 
5. Isolation Room, Airborne NN 2 6 Yes No 
6. Isolation Room, P 4 4 Yes No 
Protective 
7. Isolation Anteroom NN 2 10 Yes No 
8. Isolation Room with Optional 2 6 Yes No 
Anteroom 
9. Labor Room E or P 2 24 Optional No? 
10. Neonatal Intensive PP! 6 6Š Optional No 
Care Room 
11. Newborn Nursery Room pp! 6 6 Optional No 
12. Observation Rooms N 2 6 Yes No 
(((Out-Patient)) Outpatient & 
Emergency Departments) 
13. Patient Rooms E or, P 2 2 Optional Optional 
14. Recovery Rooms PP! 2 6 Optional No 
15. Physical Therapy 
Treatment Rooms N 2 6 Optional Optional 
Hydrotherapy N 2 10 Yes No 
16. Pulmonary & Inhalation E or P 2 2 Yes No 
Therapy Treatment Rooms 
H. PHARMACY 
1. Compounding & Dispensing P 2 2 Optional No! 
Areas 
2. Intravenous Additive PP 2 2 Optional No? 
Room 
L RADIOLOGY 
I. C.A.T., General & Eor P 2 6 Optional Optional 
Ultrasound Rooms 
2. Darkroom N 2 6 Yes No 
3. Film Viewing & Storage E 2 4 Optional Optional 
Room 
4. Fluoroscopy Rooms N 2 6 Yes No 
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PRESSURE MINIMUM MINIMUM ALL AIR RECIRCULATED 
AREA RELATIONSHIP AIR CHANGES TOTAL AIR EXHAUSTED WITHIN 
DESIGNATION TO ADJACENT OF OUTDOOR CHANGES PER DIRECTLY TO ROOM UNITS 
AREAS AIR PER HOUR HOUR OUTDOORS 
SUPPLIED TO SUPPLIED, TO 
ROOM ROOM? 
5. Nuclear Diagnostic E or N 2 4 Optional Optional 
Rooms 
6. Radiation Therapy N 2 6 Yes No 
Treatment Rooms 
7. Special Procedures P 2 6 Optional No 
Rooms, i.e., 
Angiography, etc. 
CODES 
P = POSITIVE PP = STRONGLY POSITIVE 
N = NEGATIVE NN = STRONGLY NEGATIVE 
E = EQUAL 


REFERENCE NOTATIONS: 


THE SEGREGATED SURGICAL, DELIVERY, COMBINED SURGICAL-DELIVERY SUITES, OTHER OPERATING ROOM SUITES, NEONATAL 
INTENSIVE CARE UNIT, AND THE NEWBORN NURSERY UNIT FACILITIES SHALL BE POSITIVE TO THE OUTSIDE CORRIDOR. 


GENERAL CIRCULATING CORRIDORS SHALL BE POSITIVE TO THE EXTERIOR, I.E., ELEVATORS, STAIRWELLS, EXIT DOORS, AND 
SHALL BE NEGATIVE TO PATIENT ROOMS. 


Recirculating room induction type units meeting the appropriate filtering requirements in Table A, WAC 248-18-718(8)(g)(ii) are acceptable. 
Recommend one hundred percent fresh outdoor air supplied to room. 

THESE ROOMS AND THEIR ANCILLARY FACILITIES SHALL BE SUPPLIED WITH ONE HUNDRED PERCENT OUTSIDE (FRESH) AIR. 
Heat recovery systems should be utilized for exhaust air. 


MAY BE VENTILATED BY TERMINAL REHEAT UNITS IF THE UNITS CONTAIN ONLY A REHEAT COIL AND ONLY THE PRIMARY AIR 
(SUPPLIED FROM A CENTRAL SYSTEM) PASSES THROUGH THE REHEAT COIL. 


INCLUDES ONLY THE QUANTITIES OF AIR WHICH PASS THROUGH A FILTER BED LISTED IN TABLE A. DOES NOT INCLUDE THE 
QUANTITY OF SECONDARY AIR ENTERING AN INDUCTION UNIT. 


UNIDIRECTIONAL FLOW RECIRCULATING AIR SYSTEMS CONTAINED WITHIN ROOM UNITS AND MEETING THE FILTERING REQUIRE- 


MENTS FOR SENSITIVE AREAS (TABLE A) MAY BE USED. 


Balance for appropriate positive and negative gradients should be evaluated by measuring proper direction of air flow at each doorway by smoke indicator. Designs 


should be based on anticipated leakage at each door. (Fifty CFM minimum to one hundred CFM maximum for usual room door.) 


(9) INCINERATION FACILITIES. 

(a) May be omitted if another approved method of disposal is used. 

(b) INCINERATOR OF ADEQUATE SIZE AND DESIGN. 
LOCATED AND DESIGNED TO PREVENT OBJECTIONABLE 
HEAT, SMOKE, AND ODORS. (Separate room or outside area.) 

(c) SUPPLEMENTAL FUEL FIRED FOR COMPLETE 
COMBUSTION. 

(d) CHUTE-FED INCINERATORS NOT PERMITTED. 

(10) ELECTRICAL SYSTEMS AND EMERGENCY ELECTRI- 
CAL SERVICE. 

(a) In addition to specific requirements of this section, codes adopted 
by the Washington state department of labor and industries should be 
consulted. i 

(b) ELECTRICAL SYSTEMS AND EQUIPMENT IN CON- 
FORMANCE WITH NFPA ((SFANÐARÐ-56A)), 99, (SEE WAC 
248-18-99902(1)) IN AREAS WHERE INHALATION ANES- 
THETICS ARE TO BE USED (such as operating rooms, delivery 
rooms, and major emergency treatment rooms). 

(c) RECEPTACLE OUTLETS AND CIRCUITS. Placement of 
Sennen receptacle outlets to avoid a need for the use of extension 
cords. 

(i) MINIMUM OF SIX RECEPTACLE OUTLETS IN OPER- 
ATING AND DELIVERY ROOMS; MINIMUM OF FOUR RE- 
CEPTACLE OUTLETS IN EMERGENCY TREATMENT 
ROOMS, BIRTHING ROOMS, ANESTHETIZING LOCATIONS, 
AND SPECIAL PROCEDURES ROOMS. At least one receptacle 
outlet on each available wall; ADDITIONAL AS REQUIRED.” 

(ii) AT LEAST TWO DUPLEX ELECTRICAL RECEPTACLES 
(OR EQUIVALENT) AT THE HEAD OF EACH BED, IN PA- 
TIENT ROOMS (INCLUDING LABOR, BIRTHING ROOMS, 
AND RECOVERY), three duplex receptacles at head of each bed 
recommended. ONE DUPLEX RECEPTACLE AT HEAD OF 
EACH BED IN PSYCHIATRIC UNITS.” 

(iii) FOUR DUPLEX ELECTRICAL RECEPTACLES (OR 
EQUIVALENT) AT THE HEAD OF EACH BED IN INTENSIVE 
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CARE? PATIENT ROOMS. AT LEAST SIX DUPLEX RECEP- 
TACLES (OR EQUIVALENT)? FOR EACH INFANT STATION 
IN NEONATAL INTENSIVE CARE UNITS.” 

(i) AT LEAST ONE DUPLEX RECEPTACLE (OR 
EQUIVALENT)? FOR EVERY TWO BASSINETS FOR FULL- 
TERM INFANTS. 

(A) AT LEAST ONE INFANT STATION EQUIPPED WITH 
THREE DUPLEX RECEPTACLES except when premature nursery 
provided. 

(B) AT LEAST TWO DUPLEX RECEPTACLES FOR EACH 
BASSINET AND INCUBATOR FOR PREMATURE INFANTS. 

(v) CIRCUITS SERVING RECEPTACLES AT THE HEAD OF 
EACH BED IN ALL INTENSIVE CARE UNITS? SHALL 
SERVE NO OTHER RECEPTACLES OR OUTLETS. 

(vi) LIMITED TO SIX DUPLEX RECEPTACLES PER TWEN- 
TY AMP CIRCUIT IN ALL PATIENT CARE AREAS, INCLUD- 
ING OUTPATIENT CARE AREAS. LIMITED TO THREE 
DUPLEX RECEPTACLES PER TWENTY AMP CIRCUIT 
SERVING PATIENT BEDS IN ALL INTENSIVE CARE 
UNITS.” 

(vii) AT LEAST ONE ADDITIONAL DUPLEX RECEPTACLE 
(OR EQUIVALENT)? AT A SEPARATE CONVENIENT LOCA- 
TION IN EACH PATIENT ROOM (INCLUDING LABOR, RE- 
COVERY, AND ALL INTENSIVE CARE ROOMS)? 
ADDITIONAL RECEPTACLE IF TELEVISION IS PROVIDED. 

(viii) HOSPITAL GRADE RECEPTACLES IN RECOVERY 
ROOMS, OTHER THAN HAZARDOUS ANESTHETIZING LO- 
CATIONS, AND ALL INTENSIVE CARE PATIENT ROOMS 
AND TREATMENT AREAS. Recommended in other patient care 
areas. 

(ix) RECEPTACLES IN ROOMS USED BY PEDIATRIC OR 
PSYCHIATRIC PATIENTS SHALL BE A TAMPER-PROOF OR 
SAFETY TYPE DEVICE. RECEPTACLES IN PSYCHIATRIC 
SECLUSION AND SECURITY ROOMS PROTECTED BY 
GROUND FAULT CIRCUIT INTERRUPTERS AND TAMPER- 


((PREGF—SEREWS— Receptactes—in—seciuston—rooms—not 
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recommended -])) PROOF SCREWS. Receptacles in seclusion rooms 


not recommended. 

(x) ONE RECEPTACLE OVER OR ADJACENT TO LAVATO- 
RY FOR INPATIENT USE, PROTECTED BY GROUND FAULT 
CIRCUIT INTERRUPTER. 

(xi) AT LEAST ONE DUPLEX RECEPTACLE (OR 
EQUIVALENT)” PER FOUR LINEAR FEET OF COUNTER IN 
LABORATORY FACILITIES. SURFACE METAL RACEWAYS, 
IF USED, SHALL INCLUDE AN EQUIPMENT GROUNDING 
CONDUCTOR CONNECTED TO EACH RECEPTACLE. 

(d) LIGHTING FIXTURES. 

(i) NUMBER, TYPE, AND LOCATION OF LIGHTING FIX- 
TURES TO PROVIDE ADEQUATE ILLUMINATION FOR THE 
FUNCTIONS OF EACH AREA PER IES HANDBOOK: APPLI- 
CATION VOLUME. SEE WAC 248-18-99902(12). 

(ii) READING LIGHTÉ CONVENIENTLY LOCATED FOR 
USE BY THE PATIENT AT EACH BED IN PATIENT ROOMS. 
CONTROL CONVENIENT FOR PATIENT USE. Freestanding 
bedside lamps not recommended. 

(iii) SUITABLE LIGHT AT LAVATORIES IN PATIENT 
ROOMS AND PATIENT TOILET ROOMS. See "toilet" in IES 
Handbook: Application Volume, per WAC 248-18-99902(12). 

(iv) NIGHT LIGHT FOR EACH BED LOCATED BELOW 
LEVEL OF BED TO DIMLY LIGHT PATHWAY IN ROOM. 
NIGHT LIGHTS OR EQUIVALENT LOCATED AT PROPER 
INTERVALS IN CORRIDOR CEILINGS OR WALLS IN NURS- 
ING UNITS. Additional night lights appropriately located in patient 
rooms installed to avoid discomfort to patients. 

(v) SWITCHES FOR NIGHT LIGHTS AND GENERAL ILLU- 
MINATION ADJACENT TO OPENING SIDE OF DOORS TO 
PATIENT ROOMS. SWITCHES LOCATED OUTSIDE PSYCHI- 
ATRIC PATIENT SECURITY AND SECLUSION ROOMS. 

(vi) LIGHTING FIXTURES IN PSYCHIATRIC SECURITY 
AND SECLUSION ROOMS OF TAMPER-PROOF DESIGN. Re- 
cessed type recommended. 

(e) BRANCH CIRCUIT PANELS FOR ROOMS IN ALL IN- 
TENSIVE CARE UNITS? TO BE LOCATED IN EACH PA- 
TIENT ROOM OR OTHER LOCATION WITHIN THE UNIT 
PROVIDING READY ACCESSIBILITY TO CIRCUIT BREAK- 
ERS FOR STAFF CARING FOR PATIENTS IN THESE 
ROOMS. CIRCUIT BREAKER AND/OR OUTLET COORDINA- 
TION APPROPRIATELY AND CLEARLY IDENTIFIED. 

(f EMERGENCY ELECTRICAL SERVICE. PER NFPA-70. 
SEE WAC 248-18-99902(13). 

(g) Adequate filter protection for electrical ((generator(s))) genera- 
tor or generators (e.g., protection from volcanic ash or dust storms). 

(11) MISCELLANEOUS. 

(a) FILM ILLUMINATORS. AT LEAST TWO X-RAY FILM 
ILLUMINATORS IN EACH OPERATING ROOM, NEONA- 
TAL INTENSIVE CARE UNIT, ONE IN EACH MAJOR EMER- 
GENCY TREATMENT ROOM, and one in each delivery room. 

(b) CALL SYSTEM. 

(i) PROPERLY LOCATED ELECTRICAL SIGNALLING DE- 
VICE AT THE HEAD OF EACH BED IN PATIENT ROOMS 
(INCLUDING LABOR ROOMS AND BIRTHING ROOMS), ex- 
cept optional in ambulatory psychiatric patient rooms, AT EACH 
WATER CLOSET AND BATHING FACILITY FOR PATIENTS, 
AT EACH TREATMENT AREA IN PHYSICAL THERAPY DE- 
PARTMENTS, AT EACH PATIENT TREATMENT TABLE, 
CART, OR BED IN EMERGENCY DEPARTMENTS, and in each 
dayroom, solarium, dining ((roomts})) room or rooms, recovery room, 
and patient dressing areas. 

(ii) EACH CALL SIGNAL TO REGISTER BY LIGHT AT THE 
CORRIDOR DOOR, AND BY LIGHT AND AUDIBLE SIGNAL 
AT THE NURSES' STATION, AND AT OTHER NURSES' 
WORK STATIONS SUCH AS UTILITY ROOMS, MEDICATION 
ROOMS, NOURISHMENT ROOMS, and nurses' lounges. CALL 
SIGNALS INITIATED WITHIN OTHER DEPARTMENTS (such 
as x-ray and physical therapy) TO REGISTER AT THE CONTROL 
POINT OF EACH DEPARTMENT. SIGNALS FROM WATER 
CLOSETS AND BATHING FACILITIES TO HAVE DISTINC- 
TIVE LIGHT (flashing lights) AND AUDIBLE SIGNAL. 

(iii) MEDICAL EMERGENCY SIGNAL DEVICE FOR USE OF 
THE STAFF IN EACH PSYCHIATRIC PATIENT, ACTIVITY, 
SECURITY, AND SECLUSION ROOM; EACH OPERATING, 
DELIVERY, BIRTHING, AND NURSERY ROOM; RECOVERY 
ROOMS; EACH PATIENT AND TREATMENT ROOM IN ALL 
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INTENSIVE CARE UNITS; IN EACH EMERGENCY TREAT- 
MENT, EXAMINATION, AND OBSERVATION ROOM. TO. 
REGISTER BY DISTINCTIVE LIGHT AT THE CORRIDOR 
DOOR, BY DISTINCTIVE VISUAL AND AUDIBLE SIGNALS 
AT LOCATIONS FROM WHICH ADDITIONAL ASSISTANCE 
IS ALWAYS AVAILABLE; WHEN CORRIDOR LIGHT NOT 
VISIBLE FROM NURSES' STATION, ANNUNCIATOR OR 
EQUIVALENT SHALL IDENTIFY POINT OF ORIGIN. SIG- 
NAL DEVICE TO BE RESET ONLY BY STAFF AT POINT OF 
ORIGIN. 

(iv) A CALL SIGNAL FOR NIGHT USE SHALL BE PROVID- 
ED AT LOCKED EMERGENCY ENTRANCES. 

(c) TELEPHONES. 

(i) ON EACH NURSING UNIT, SURGICAL SUITE, OBSTET- 
RICAL DELIVERY SUITE, AND RECOVERY ROOM. ADDI- 
TIONAL TELEPHONES OR EXTENSIONS AS REQUIRED TO 
PROVIDE ADEQUATE COMMUNICATION (A MINIMUM OF 
ONE ON EACH FLOOR OF THE HOSPITAL). 

(ii) PUBLIC TELEPHONE IN LOBBY. 

(iii) Telephones or other similar means for two-way communication 
among departments of the hospital, including doctors' locker, and 
lounge in surgery and delivery suites. 

(d) CLOCKS. May be battery powered, solid state type. 

(i) WALL MOUNTED CLOCKS PROPERLY LOCATED IN 
OPERATING ROOMS, DELIVERY ROOMS, RECOVERY 
ROOMS, BIRTHING ROOMS, EMERGENCY TREATMENT 
ROOMS, NURSERIES, INTENSIVE CARE UNITS, AND 
LABORATORIES. 

(ii) CLOCKS IN OPERATING ROOMS, DELIVERY ROOMS, 
RECOVERY ROOMS, EMERGENCY TREATMENT ROOMS, 
AND ALL INTENSIVE CARE UNITS TO HAVE SWEEP SEC- 
OND HANDS OR EQUIVALENT. Interval timers recommended. 

(e) EQUIPMENT AND CASEWORK. 

(i) DESIGNED, MANUFACTURED, AND INSTALLED FOR 
EASE OF PROPER CLEANING AND MAINTENANCE OF 
EQUIPMENT AND CASEWORK, AND SURROUNDING 
FLOOR AND WALLS. 

(ü) DESIGN, MATERIALS, AND FINISHES SUITABLE TO 
THE FUNCTIONS OF EACH AREA. 

(iii) EQUIPMENT FOR FOOD SERVICE FUNCTIONS TO 
MEET STANDARDS OF NATIONAL SANITATION FOUNDA- 
TION, OR EQUIVALENT. SEE WAC 248-18-99902(6). 

(iv) ALL AUTOCLAVES TO HAVE RECORDING 
THERMOMETERS. 

(f) Chutes. 

(i) Linen chutes and trash chutes not recommended. 

(ii) CHUTES DIRECTLY CONNECTED TO INCINERATORS 
NOT PERMITTED. 

(iii) CYLINDRICAL DESIGN. 

(ivy) TWENTY-FOUR INCH MINIMUM DIAMETER. 

(v) SMOOTH, WASHABLE INTERIOR FINISH, INCLUDING 
JOINTS. 

(vi) SELF-CLOSING, TIGHT-FITTING ACCESS DOORS AT 
LEAST THIRTY INCHES FROM THE FLOOR. 

(vit) ACCESS ((BOOR(SJ)) DOOR OR DOORS IN SEPARATE 
ENCLOSED ((RGOM(53)) ROOM OR ROOMS OR SEPARATE 
AREA OF SOILED UTILITY OR CLEAN-UP ROOM USED 
FOR SOILED FUNCTIONS ONLY OR OTHER SIMILAR 
ROOM. 

(viii) CHUTES TO DISCHARGE INTO SEPARATE EN- 
CLOSED TRASH AND SOILED LINEN COLLECTION 
ROOMS. 

(A) FLOOR DRAINS EQUIPPED WITH TRAP PRIMERS IN 
TRASH AND SOILED LINEN COLLECTION ROOMS. 

(B) HANDWASHING FACILITY IN OR ADJACENT TO 
SOILED LINEN COLLECTION ROOM IF THIS ROOM USED 
FOR SORTING SOILED LINEN. 

(ix) CHUTES DESIGNED AND VENTILATED TO AVOID 
CONTAMINATION BY AIR FLOW FROM ACCESS DOORS 
WHEN OPENED. 

(x) CHUTES PROVIDED WITH SUITABLE MEANS TO AD- 
EQUATELY WASH ENTIRE LENGTH. 

(g) HARDWARE. 

(i) SELECTED TO SUIT THE FUNCTIONS OF EACH ROOM 
AND TO ENSURE EGRESS, QUIETNESS, AND SANITATION. 

(ii) PATIENT ROOM DOORS DESIGNED TO HOLD AT 
FULL OPEN POSITION. 
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(iii) PROVISION FOR IMMEDIATE EMERGENCY ACCESS 
TO PATIENT ROOMS AND PATIENT TOILETS, SHOWERS, 
AND ((BA-FH-ROOMS)) BATHROOMS. 

(iv) HARDWARE OF EXTERIOR DOORS DESIGNED TO 
PREVENT ENTRY OF UNAUTHORIZED PERSONS. 

(h) IDENTIFICATION OF DOORS, ROOMS, AND SPACES.” 


NOTES: 


6 May be movable equipment. 
In accordance with program. 
37See definition of "grade," WAC 248-18-001. 
Equivalent when used in reference to faucet controls means a mechanism 
for gperating without the use of hands, wrists, or arms. 
4 Equivalent when used in reference to receptacle outlets means that two sin- 
gle receptacle outlets are considered to be equa! to one duplex receptacle outlet. 
Refer to definitions of intensive care unit WAC ((248—18-001H(20))) 248- 
18-001(26), acute cardiac care unit WAC 248-18-001(3), and neonatal inten- 
sive care unit WAC 248-18-223(1)(c) and (d), and ((248—t8-001(30))) 248- 


1890107). 


Compressed air is filtered air free of oil and other substances, particles, or 
cog minants. 

Equivalent for x-ray receptacle ((outiet(s))) outlet or outlets refer to a bat- 
tery—operated, self-contained x-ray machine. 

5A PROPERLY LOCATED SIGNAL DEVICE WITHIN REACH OF 
STAFF, MOUNTED NO HIGHER THAN SIX FEET ABOVE THE FLOOR 
AND ACTIVATED BY A NONCONDUCTIVE PULL CORD AT WATER 
CLOSETS AND BATHING FACILITIES. AT BATHING FACILITIES, 
SIGNAL DEVICE CORD LOCATED FOR EASY GRASP BY PATIENT IN 
OR ON FLOOR BESIDE BATHING FACILITY. AT WATER CLOSET, 
SIGNAL DEVICE PULL CORD LOCATED FOR EASY GRASP BY PA- 
TIENT SLUMPED FORWARD ON WATER CLOSET OR ON FLOOR 
NEARBY. 


WSR 85-05-005 
NOTICE OF PUBLIC MEETINGS 
HOSPITAL COMMISSION 
[Memorandum—February 8, 1985] 


The State Hospital Commission will meet in Seattle 
at the Vance Airport Inn on Thursday, February 28, 
1985, at 9:30 a.m. The hospitals scheduled for informal 
hearing have previously filed with the commission their 
annual budget and rate requests and their requests for 
amendments to their previously approved budget and 
rates. Staff findings and recommendations will be trans- 
mitted to the scheduled hospitals and to members of the 
Hospital Commission in accordance with WAC 261—20— 
135. Such information is on file in the commission's 
office and is available for inspection. 

Meetings of the State Hospital Commission are also 
scheduled for March 14 and March 28, 1985, at the 
Vance Airport Inn, Seattle. 


WSR 85-05-006 
NOTICE OF PUBLIC MEETINGS 
CENTRAL WASHINGTON UNIVERSITY 
(Memorandum—-February 7, 1985] 


The regular meeting of the Central Washington Uni- 
versity board of trustees scheduled for Friday, February 
22, 1985, at 2:00 p.m., has been cancelled. A special 
meeting of the board of trustees will be held on Friday, 
March 1, 1985, 2:00 p.m., Bouillon 143, Central 
Washington University. 
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WSR 85-05-007 
PROPOSED RULES 
BIG BEND COMMUNITY COLLEGE 
[Filed February 11, 1985] 


Notice is hereby given in accordance with the provi- 
sions of RCW 28B.19.030, that the board of trustees of 
Washington Community College District 18 intends to 
adopt, amend, or repeal rules concerning: 


Rep ch. 132R-128 WAC Regulations on tenure, nonrenewal of 
faculty probationers' contracts, and 
faculty dismissals. 

Rep ch. 132R-180 WAC  Reduction-in-force policy—Academic 
employees—Declaration of emergen- 


cy. 

The formal decision regarding repeal of the rules will 
take place on Monday, April 22, 1985. 

The authority under which these rules are proposed is 
RCW 28B.50.852. 

Interested persons may submit data, views, or argu- 
ments to this institution in writing to be received by this 
institution before Monday, April 22, 1985. 

Dated: February 8, 1985 
By: Peter D. DeVries 
President 


STATEMENT OF PURPOSE 


This statement is filed pursuant to RCW 28B.19.033. 
Chapter 132R-128 WAC, Regulations on tenure, 
nonrenewal of faculty probationers’ contracts, and facul- 
ty dismissals, and chapter 132R-180 WAC, Reduction- 
in-force policy—Academic employees—Declaration of 
emergency are hereby repealed pursuant to the require- 
ment of RCW 28B.50.852 and in accordance herewith it 
is declared that the collective bargaining agreement 
and/or policies of the college shall contain provisions re- 
lating to the following subject matter areas of imple- 
mentation regarding tenure and shall be consistent with 
the laws of the state of Washington: Recommendations 
for tenure; reduction-in-force procedures; dismissal pro- 
cedures; hearing procedures; rights of appeal. 
Statutory Authority: RCW 28B.50.852. 
Peter D. DeVries, President 
Big Bend Community College 
28th and Chanute Streets 
Moses Lake, Washington 98837 
Telephone: (509) 762-5351 
Scan 664-1290 


REPEALER 


The following chapter of the Washington Administrative Code is 
repealed: 


WAC 132R-180-010 PURPOSE. 

WAC 132R-180-020 DEFINITIONS. 

WAC 132R-180-030 DETERMINATION OF NEED FOR RE- 
DUCTION IN FORCE. 

WAC 132R-180-040 DETERMINATION OF COMPREHEN- 
SIVE EDUCATIONAL SERVICES. 

WAC 132R-180-050 DETERMINATION OF NUMBER OF 
ACADEMIC EMPLOYEES TO BE LAID OFF. 

WAC 132R-180-060 SENIORITY UNITS AND DETERMI- 
NATION OF SENIORITY. 

WAC 132R-180-070 ORDER OF LAYOFF. 

WAC 132R-180-080 REDUCTION IN FORCE HEARING 
REVIEW COMMITTEE. 
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WAC 132R-180-090 RIGHTS OF ACADEMIC EMPLOYEES 
ON LAYOFF STATUS. 


REPEALER 


The following chapter of the Washington Administrative Code is 
repealed: 


WAC 132R-128-010 

WAC 132R-128-020 

WAC 132R-128-030 
COMMITTEES. 

WAC 132R-128-040 
PROCEDURES. 

WAC 132R-128-050 
STANDARDS. 

WAC 132R-128-060 
TO PROBATIONERS. 

WAC 132R-128-070 
TENURE. 

WAC 132R-128-080 
TENURE. 

WAC 132R-128-090 

WAC 132R-128-100 
CAUSE. 

WAC 132R-128-110 
ULTY CONTRACTS. 

WAC 132R-128-120 

WAC 132R-128-121 

WAC 132R-128-122 

WAC 132R-128-130 


PURPOSE. 
DEFINITIONS. 
COMPOSITION OF REVIEW 


REVIEW COMMITTEE EVALUATION 
REVIEW COMMITTEE EVALUATION 
COMMUNICATION OF EVALUATION 
RECOMMENDATIONS REGARDING 
BOARD DECISIONS REGARDING 


DISMISSALS. 
DISMISSAL FOR SUFFICIENT 


NONRENEWAL OF TENURED FAC- 


TENURE CONSIDERATIONS. 
SUMMARY SUSPENSION. 
HEARING. 

SEVERABILITY. 


WSR 85-05-008 
ADOPTED RULES 
DEPARTMENT OF LICENSING 
(Board of Occupational Therapy Practice) 
[Order PL 513—Filed February 11, 1985] 


Be it resolved by the Board of Occupational Therapy 
Practice, acting at Nendel's Executive Conference Thea- 
tre, 16838 Pacific Highway South, Seattle, WA, that it 
does adopt the annexed rules relating to: 


New WAC 308-171-001 Definitions. 

New WAC 308-171-010 Recognized educational programs: Oc- 
cupational therapists. 

New WAC 308-171-020 Recognized educational programs: Oc- 
cupational therapy assistants. 

New WAC 308-171-100 Examinations. 

New WAC 308-171-101 Proof of actual practice. 

New WAC 308-171-102 Examination dates for applicants under 
RCW 18.59.070(3). 

New WAC 308-171-200 Definition of "commonly accepted 
standards for the profession.” 

New WAC 308-171-201 Supervised fieldwork experience: Occu- 
pational therapists. 

New WAC 308-171-202 Supervised fieldwork experience: Occu- 
pational therapy assistants. 

New WAC 308-171-300 Unprofessional conduct or gross 


incompetency. 


This action is taken pursuant to Notice No. WSR 85— 
02-065 filed with the code reviser on January 2, 1985. 
These rules shall take effect thirty days after they are 
filed with the code reviser pursuant to RCW 
34.04.040(2). 

WAC 308-171-001 is proposed under the authority 
of RCW 18.59.130(2) and 18.59.020 and is intended to 
implement RCW 18.59.020 and 18.59.030. WAC 308- 
171-010 is proposed under the authority of RCW 
18.59.130(2) and is intended to implement RCW 18.59- 
.050 (1)(c). WAC 308-171-020 is proposed under the 
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authority of RCW 18.59.130(2) and is intended to im- 
plement RCW 18.59.050 (1)(c). WAC 308-171-100 is 
proposed under the authority of RCW 18.59.130(2) and 
is intended to implement RCW 18.59.050(d) and 18.59- 
.060. WAC 308-171-101 is proposed under the authori- 
ty of RCW 18.59.130(2) and 18.59.070(3) and is 
intended to implement RCW 18.59.070(3). WAC 308- 
171-102 is proposed under the authority of RCW 
18.59.130(2) and is intended to implement RCW 
18.59.070(3). WAC 308-171-200 is proposed under the 
authority of RCW 18.59.130(2) and 18.59.070 and is 
intended to implement RCW 18.59.040 (5)(b) and 18- 
.59.070. WAC 308-171-201 is proposed under the au- 
thority of RCW 18.59.130(2) and is intended to 
implement RCW 18.59.050 (1)(c)(i). WAC 308-171- 
202 is proposed under the authority of RCW 
18.59.130(2) and is intended to implement RCW 18.59- 
.050 (1)(c)(ii). WAC 308-171-300 is proposed under 
the authority of RCW 18.59.130(2) and 18.59.100 and 
is intended to implement RCW 18.59.100. 

The undersigned hereby declares that the agency has 
complied with the provisions of the Open Public Meet- 
ings Act (chapter 42.30 RCW), the Administrative Pro- 
cedure Act (chapter 34.04 RCW), and the State 
Register Act (chapter 34.08 RCW) in the adoption of 
these rules. 

APPROVED AND ADOPTED February 9, 1985. 

By John Hatcher 
Chairperson 


CHAPTER 308-171 WAC 
OCCUPATIONAL THERAPY 


WAC 

308-171-001 Definitions 

308-171-010 Recognized Educational Programs: 
Occupational Therapists 

308-171-020 Recognized Educational Programs: 
Occupational Therapy Assistants 

308-171-100 Examinations 

308-171-101 Proof of Actual Practice 

308-171-102 Examination Dates for Applicants 
Under RCW 18.59.070(3) 

308-171-200 Definition of "Commonly Accepted 
Standards for the Profession” 

308-171-201 Supervised Fieldwork Experience: Oc- 
cupational Therapists 

308-171-202 Supervised Fieldwork Experience: Oc- 
cupational Therapy Assistants 

308-171-300 Unprofessional Conduct or Gross 


Incompetency 


NEW SECTION 


WAC 308-171-001 DEFINITIONS. (1) The fol- 
lowing terms in RCW 18.59.020(2) shall mean: 

(a) "Scientifically based use of purposeful activity” is 
the treatment of individuals using established methodol- 
ogy based upon the behavioral and biological sciences 
and includes the analysis, application and adaptation of 
activities for use with individuals having a variety of 
physical, emotional, cognitive and social disorders. Use 
of purposeful activity includes a process of continually 
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modifying treatment to meet the changing needs of an 
individual. Purposeful activity is goal-oriented and can- 
not be routinely prescribed. 

(b) "Teaching daily living skills" is the instruction in 
daily living skills based upon the evaluation of all the 
components of the individual's disability and the adapta- 
tion or treatment based on the evaluation. Components 
of a disability are physical, sensory, social, emotional 
and cognitive functions. 

(c) "Developing prevocational skills and play and 
avocational capabilities" is not only the development of 
prevocational skills and play and avocational capabilities 
but involves the scientifically based use of purposeful 
activity. 

(d) "Designing, fabricating, or applying selected or- 
thotic and prosthetic devices or selected adaptive equip- 
ment" is not specific occupational therapy services if a 
person designs, fabricates, or applies selected orthotic 
and prosthetic devices or selected adaptive equipment for 
an individual if the device or equipment is prescribed or 
ordered by a health care professional authorized by the 
laws of the state of Washington to prescribe the device 
or equipment or direct the design, fabrication, or appli- 
cation of the device or equipment. 

(e) "Adapting environments for the handicapped" is 
the evaluation of all the components of an individual's 
disability and the adaptation of the environment of the 
individual based on the evaluation. Components of a 
disability are physical, sensory, social, emotional and 
cognitive functions. 

(2) "Supervision" and "regular consultation" in RCW 
18.59.020(4) shall mean an on-site visit occurring at in- 
tervals as determined by the occupational therapist to 
meet the individual's needs, but shall occur at least once 
every two weeks. The on-site visit shall be documented 
and the documentation maintained in the individual's 
treatment records. 

(3) "Professional supervision" in RCW 18.59.020(5) 
shall mean continuous on-site supervision by an occupa- 
tional therapist or an occupational therapy assistant un- 
der the direction of an occupational therapist. 

(4) Sections (2) and (3) of this rule shall not be ef- 
fective until July 1, 1985. 


NEW SECTION 


WAC 308-171-010 RECOGNIZED EDUCA- 
TIONAL PROGRAMS: OCCUPATIONAL THER- 
APISTS. The Board recognizes and approves courses of 
instruction conducted by schools that have obtained ac- 
creditation of the program in occupational therapy from 
the Committee on Allied Health Education and Accred- 
itation of the American Medical Association in collabo- 
ration with the American Occupational Therapy 
Association as recognized in the 1984-1985 Listing of 
Educational Programs in Occupational Therapy pub- 
lished by the American Occupational Therapy Associa- 
tion, Inc. 
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NEW SECTION 


WAC 308-171-020 RECOGNIZED EDUCA- 
TIONAL PROGRAMS: OCCUPATIONAL THER- 
APY ASSISTANTS. The Board recognizes and 
approves courses of instruction conducted by schools 
that have obtained approval of the occupational therapy 
assistant associate degree programs and occupational 
therapy assistant certificate programs from the Ameri- 
can Occupational Therapy Association as recognized in 
the 1984-1985 Listing of Education Programs in Occu- 
pational Therapy published by the American Occupa- 
tional Therapy Association, Inc. 


NEW SECTION 


WAC 308-171-100 EXAMINATIONS. (1) The 
current series of the American Occupational Therapy 
Association certification examination shall be the official 
examination for licensure as an occupational therapist or 
as an occupational therapy assistant. 

(2) The examination for licensure as an occupational 
therapist shall be conducted twice a year, in January and 
June. 

(3) The examination for licensure as an occupational 
therapy assistant shall be conducted twice a year, in 
January and July. 

(4) The executive secretary of the Board shall negoti- 
ate with the American Occupational Therapy Associa- 
tion, Inc. for the use of the certification examination. 

(5) The examination shall be conducted in accord 
with the American Occupational Therapy Association, 
Inc.'s security measures and contract. 

(6) Applicants shall be notified of the examination re- 
sults in accordance with the procedures developed by the 
American Occupational Therapy Association, Inc. 

(7) Examination scores will not be released except as 
authorized by the applicant in writing. 

(8) Public notice of the examination dates shall be 
provided by issuance of press releases by the Department 
at least ninety (90) days prior to the examination dates. 

(9) To be eligible for a license, applicants must attain 
a passing score on the examination administered by the 
American Occupational Therapy Association, Inc. 


NEW SECTION 


WAC 308-171-101 PROOF OF ACTUAL 
PRACTICE. An applicant seeking waiver of the educa- 
tion and experience requirements as provided in RCW 
18.59.070(3) shall submit the following as proof of ac- 
tual practice: 

(1) Applicant's affidavit containing the following 
information: 

(a) Location and dates of employment between June 
7, 1981 and June 7, 1984; 

(b) Description of capacity in which applicant was 
employed, including job title and description of specific 
duties; 

(c) Description of nature of clientele; and 

(d) Name and title of direct supervisor. 

(2) Written job description. 
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(3) Affidavit from employer(s), from June 7, 1981 
through June 7, 1984, containing the following 
information: 

(a) Dates of applicant's employment, 

(b) Description of applicant's specific duties, and 

(c) Employer's title. 

After reviewing the information submitted, the Board 
may require submission of additional information if the 
Board deems additional information necessary for pur- 
poses of clarifying the information previously submitted. 

The proof of actual practice shall be submitted to the 
board's office no later than March 1, 1985. 


NEW SECTION 


WAC 308-171-102 EXAMINATION DATES 
FOR APPLICANTS UNDER RCW 18.59.070(3). (1) 
Applicants for an occupational therapist license under 
RCW 18.59.070(3) shall take the examination no later 
than June 29, 1985. 

(2) Applicants for an occupational therapy assistant 
license under RCW 18.59.070(3) shall take the exami- 
nation no later than July 20, 1985. 


NEW SECTION 


WAC 308-171-200 DEFINITION OF 'COM- 
MONLY ACCEPTED STANDARDS FOR THE 
PROFESSION." "Commonly accepted standards for 
the profession" in RCW 18.59.040(5)(b) and RCW 18- 
.59.070 shall mean obtaining certification by the Ameri- 
can Occupational Therapy Association, Inc. no later 
than December 31, 1984 and thereafter maintaining 
certification, not having engaged in unprofessional con- 
duct or gross incompetency as established by the Board 
in WAC 308-171—300, and not having been convicted of 
a crime of moral turpitude or a felony which relates to 
the profession of occupational therapy. 


NEW SECTION 


WAC 308-171-201 SUPERVISED FIELDWORK 
EXPERIENCE: OCCUPATIONAL THERAPISTS. 
"Supervised fieldwork experience" in RCW 
18.59.050(1)(c)(i) shall mean a minimum six months of 
Level II fieldwork conducted in settings approved by the 
applicant's academic program. Level II fieldwork is to 
provide an in-depth experience in delivering occupation- 
al therapy services to clients and to provide opportunities 
for supervised practice of occupational therapist entry— 
level roles. The minimum six months supervised 
fieldwork experience required by RCW 
18.59.050(1)(c)(i) shall not include Level I fieldwork 
experience as defined by the American Occupational 
Therapy Association. 

The supervised fieldwork experience shall consist of a 
minimum of six months sustained fieldwork on a full- 
time basis, three months of which shall be in physical 
dysfunction and three months of which shall be in psy- 
cho-social dysfunction. "Full-time basis" is as required 
by the fieldwork setting. 
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NEW SECTION 


WAC 308-171-202 SUPERVISED FIELDWORK 
EXPERIENCE: OCCUPATIONAL THERAPY AS- 
SISTANTS. "Supervised fieldwork experience" in RCW 
18.59.050(1)(c)(ii) shall mean a minimum two months 
of Level II fieldwork conducted in settings approved by 
the applicant's academic or training program. Level II 
fieldwork is to provide an in-depth experience in deliv- 
ering occupational therapy services to clients and to pro- 
vide opportunities for supervised practice of occupational 
therapy assistant entry-level roles. The minimum two 
months supervised fieldwork experience required by 
RCW 18.59.050(1)(c)(ii) shall not include Level I 
fieldwork experience as defined by the American Occu- 
pational Therapy Association. 

The supervised fieldwork experience shall consist of a 
minimum of two one-month sustained fieldwork place- 
ments not less than forty (40) full-time workdays. 
"Full-time workdays" is as required by the fieldwork 
setting. 


NEW SECTION 


WAC 308-171-300 UNPROFESSIONAL CON- 
DUCT OR GROSS INCOMPETENCY. The following 
conduct, acts, or conditions constitute unprofessional 
conduct or gross incompetency for any license holder or 
applicant: 

(1) The commission of any act involving moral turpi- 
tude, dishonesty, or corruption relating to the practice of 
the person's profession, whether the act constitutes a 
crime or not. If the act constitutes a crime, conviction in 
a criminal proceeding is not a condition precedent to 
disciplinary action. Upon such a conviction, however, the 
judgment and sentence is conclusive evidence at the en- 
suing disciplinary hearing of the guilt of the license 
holder or applicant of the crime described in the indict- 
ment or information, and of the person's violation of the 
statute on which it is based. For the purposes of this 
section, conviction includes all instances in which a plea 
of guilty or nolo contendere is the basis for the convic- 
tion and all proceedings in which the sentence has been 
deferred or suspended. Nothing in this section abrogates 
rights guaranteed under chapter 9.96A RCW; 

(2) Misrepresentation or concealment of a material 
fact in obtaining a license or in reinstatement thereof; 

(3) All advertising which is false, fraudulent, or 
misleading; 

(4) Incompetence, negligence, or actions in the prac- 
tice of the profession which result in, or have a signifi- 
cant likelihood of resulting in, harm to the patient or 
public; 

(5) Suspension, revocation, or restriction of the indi- 
vidual's license to practice the profession by competent 
authority in any state, federal, or foreign jurisdiction, a 
certified copy of the order or agreement being conclusive 
evidence of the revocation, suspension, or restriction; 

(6) The possession, use, addiction to, prescription for 
use, diversion, or distribution of controlled substances or 
legend drugs in any way other than for legitimate or 
therapeutic purposes, or violation of any drug law; 
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(7) Violation of any state or federal statute or admin- 
istrative rule regulating the profession in question, in- 
cluding any statute or rule defining or establishing 
standards of patient care or professional conduct or 
practice; 

(8) Failure to cooperate with the disciplining authori- 
ty by: 

: (a) Not furnishing any papers or documents; 

(b) Not furnishing in writing a full and complete ex- 
planation covering the matter contained in the complaint 
filed with the disciplining authority; or 

(c) Not responding to subpoenas issued by the disci- 
plining authority, whether or not the recipient of the 
subpoena is the accused in the proceeding; 

(9) Failure to comply with an order issued by the dis- 
ciplining authority; 

(10) Aiding or abetting an unlicensed person to prac- 
tice when a license is required; 

(11) Willful or repeated violations of rules established 
by any health agency or authority of the state or a po- 
litical subdivision thereof; 

(12) Practice beyond the scope of practice as defined 
by law; 

(13) Misrepresentation or fraud in any aspect of the 
conduct of the business or profession; 

(14) Failure to adequately supervise auxiliary staff to 
the extent that the consumer's health or safety is at risk; 

(15) Engaging in a profession involving contact with 
the public while suffering from a contagious or infectious 
disease involving serious risk to public health; 

(16) Promotion for personal gain of any unnecessary 


or inefficacious drug, device, treatment, procedure, or . 


service; 

(17) Conviction of any gross misdemeanor or felony 
relating to the practice of the person's profession. For 
the purposes of this subsection, conviction includes all 
instances in which a plea of guilty or nolo contendere is 
the basis for conviction and all proceedings in which the 
sentence has been deferred or suspended. Nothing in this 
section abrogates rights guaranteed under chapter 9.96A 
RCW; 

(18) The offering, undertaking, or agreeing to cure or 
treat disease by a secret method, procedure, treatment, 
or medicine, or the treating, operating, or prescribing for 
any health condition by a method, means, or procedure 
which the licensee refuses to divulge upon demand of the 
disciplining authority; 

(19) Violation of chapter 19.68 RCW; 

(20) Interference with an investigation or disciplinary 
proceeding by wilful misrepresentation of facts before 
the disciplining authority or its authorized representa- 
tive, or by the use of threats or harassment against any 
patient or witness to prevent them from providing evi- 
dence in a disciplinary proceeding or any other legal 
action; 

(21) Any mental or physical condition which results 
in, or has a significant likelihood of resulting in, an in- 
ability to practice with reasonable skill and safety to 
consumers. 

(22) Abuse of a client or patient or sexual contact re- 
sulting from abuse of the client-practitioner relationship. 
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WSR 85-05-009 
ADOPTED RULES 
DEPARTMENT OF LICENSING 
(Optometry Board) 

[Order PL 519— Filed February 11, 1985] 


Be it resolved by the Washington State Optometry 
Board, acting at Seattle, Washington, that it does adopt 
the annexed rules relating to the Uniform Disciplinary 
Act, WAC 308-53-290. 

A copy of the proposed rule is shown below, however, 
changes may be made at the hearing. 

This action is taken pursuant to Notice No. WSR 84- 
21-117 filed with the code reviser on October 24, 1984. 
These rules shall take effect thirty days after they are 
filed -with the code reviser pursuant to RCW 
34.04.040(2). 

This rule is promulgated pursuant to RCW 18.54.075 
and is intended to administratively implement that 
statute. 

This rule is promulgated pursuant to RCW 
18.54.070(5) which directs that the Washington State 
Optometry Board has authority to implement the provi- 
sions of chapters 18.53 and 18.54 RCW. 

The undersigned hereby declares that the agency has 
complied with the provisions of the Open Public Meet- 
ings Act (chapter 42.30 RCW), the Administrative Pro- 
cedure Act (chapter 34.04 RCW), and the State 
Register Act (chapter 34.08 RCW) in the adoption of 
these rules. 

APPROVED AND ADOPTED January 31, 1985. 

By W. D. Heaston, O.D. 
Chairman 


NEW SECTION 


WAC 308-53-290 UNIFORM DISCIPLINARY 
ACT. The Optometry Board elects to adopt the Uniform 
Disciplinary Act, sections 1 through 24 of chapter 279, 
Laws of 1984 (chapter 18.130 RCW), in lieu of the dis- 
ciplinary provisions in chapters 18.53, 18.54 RCW, ef- 
fective August 1, 1985. 


WSR 85-05-010 
ADOPTED RULES 
DEPARTMENT OF LICENSING 
(Board of Registration for Architects) 
[Order PL 517—Filed February 11, 1985] 


Be it resolved by the Washington State Board of 
Registration for Architects, acting at Seattle, 
Washington, that it does adopt the annexed rules relat- 
ing to the amending of WAC 308-12-031, 308-12-040, 


. 308-12-050, 308—12-110 and 308-12—320. 
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This action is taken pursuant to Notice No. WSR 84- 
22-063 filed with the code reviser on November 7, 1984. 
These rules shall take effect thirty days after they are 
filed with the code reviser pursuant to RCW 
34.04.040(2). 
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This rule is promulgated pursuant to RCW 18.08.130 
and is intended to administratively implement that 
statute. 

The undersigned hereby declares that the agency has 
complied with the provisions of the Open Public Meet- 
ings Act (chapter 42.30 RCW), the Administrative Pro- 
cedure Act (chapter 34.04 RCW), and the State 
Register Act (chapter 34.08 RCW) in the adoption of 
these rules. 

APPROVED AND ADOPTED February 7, 1985. 

By Sydney W. Beckett 
Executive Secretary 


AMENDATORY SECTION (Amending Order PL 
458, filed 1/25/84) 


WAC 308-12-031 REGISTRATION EXAMINA- 
TION. The form of the examination required of appli- 
cants shall consist of a written and an oral examination. 
Where RCW 18.08.160 refers to the "entire examina- 
tion," it means the ((mime-part)) written examination 
((phas)) together with the oral examination. 

The board adopts the Architectural Registration Ex- 
amination prepared ((in-1983)) by the National Council 
of Architectural Registration Boards to test the appli- 
cant's qualifications and minimum competency for 
registration. 

(1) Requirements for admittance to the ((Architects 
Registration)) examination are found in RCW 18.08.140 
and 18.08.150. 

(2) ( 

(2))) The KR for examination must be ((re= 


ceived)) submitted on forms provided by the board, ac- 


companied by academic and/or practical ex erience 

verification in accordance with filing instructions prior to 
((Apritfirst)) March fifteenth to be considered for the 
next scheduled examination. 


( 
vided-by-the-board-and-must-be-accompanied-by-educa- 
i p : ficati diee 


applications:)) 
(3) Applications must_be accompanied by an exami- 


nation fee and an application fee as outlined in WAC 
308-1 2-312. 


((€d})) (4) Notice of acceptance of application((fs])) 
will be mailed to all applicants approximately six weeks 
in advance of the examination along with detailed infor- 
mation as to time, place and extent of examination. 

((€e})) (5) No application fee will be refunded be- 
cause of withdrawal from the examination. 

((@) (6) The written examination: The "Architec- 
tural Registration Examination" is divided into nine di- 
visions which will be administered ((over-a-four-day 
period)) in June of each year. The examinees are tested 
on their ability to exercise value judgments in actual ar- 
chitectural practice situations. The examination covers 
the following: 
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((APPROXIMATE-HOURS)) 
TITLE SUBJECT TIME 
ALLOWED 
Division A ............. Predesign .............. ((4)) 
3 
Division B.............. Site Design............. (3) 
3 1/2 
Division C.............. Building Design ......... 12 
Division D ............. Structural-General ...... 21/2 
Division E.............. Structural-Lateral 
Forces ............ riscs 11/2 
Division F.............. Structural-Long Span .... 1 1/2 
Division G ............. Mechanical, Plumbing, 
Electrical and Life 
Safety Systems.......... 21/2 
Division H ............. Materials and Methods ... ((3)) 
21/2 
Division] .............. Construction Documents 
and Services ............ (22) 
3 1/2 


(7) To pass the written examination, an applicant 
must achieve a passing grade on each division. 

((kETXKES-—First-time-examinees-must-take)) (8) All 
nine divisions of the ((A&-R-E.)) architects registration 
examination must be taken on ((their)) the first attempt. 
On subsequent attempts, ((the)) examinees ((must)) 
may retake ((aH)) a any divisions not passed on previous 
attempts. (( 


hici "E ! ivet 

€4))) (9) The oral examination is given upon the ap- 
plicant's completion of the written examination, and the 
fulfilling of the experience requirement ((and-submittat 


The purpose of the oral examination is to test in those 
areas of knowledge and skill not covered in the written 
examination. 

The oral part of the examination shall include a re- 
view of the applicant's practical experience, ((the-appli- 
cant's)) an understanding of the law and the 


((appticant's)) responsibility to safeguard life, health 
and property and to promote the public welfare. 


To ((receive-a-passimg-score)) pass the oral examina- 
tion, the applicant must exhibit an acceptable entry level 


knowledge and execution skill in basic professional doc- 
uments, ((and-wil)) to assure the board that registration 
of the applicant will not present a hazard to life, health 
and property and the public welfare. 
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The oral examination may be conducted by the full 
board or ((fby])) by a member of the board. The board 
may recommend waiver of the full board examination if 
the examining board member deems the applicant pre- 
pared for registration. Such a recommendation shall be 
circulated to the balance of the board members and 
must receive approval by a majority of the board before 
the candidate may be registered and licensed. When a 
single board member conducts the oral examination, one 
of two recommendations is given. One is a recommenda- 
tion for registration and licensing; the other is to recom- 
mend a full board oral examination. When the candidate 
is not (( )) recommend- 
ed for registration he or she shall be called before the 
full board for ((further-consideration)) a full board oral 
examination. 

If an applicant does not receive a recommendation for 
registration, the board will advise the applicant of the 
areas of deficiency and schedule another oral examina- 
tion ((when-the-board-and-the-examinee determine ift 

)). 

The examinee will be required to retake the entire ex- 

amination if ((it-is-mot)) the written and oral examina- 


tion is not successfully completed within the five year 
period per RCW 18.08.160. 


AMENDATORY SECTION (Amending Order PL 
422, filed 2/2/83) 


WAC 308-12-040 ((REVHEW)) APPEAL OF 
EXAMINATIONS. Only Division C, building design is 
subject to ((review-before)) appeal to the board and only 
if it is the remaining subject not passed in the written 
examination. Any candidate A be ((review—of—a 


)) appeal must apply within 
thirty days after date of release of grades. 


AMENDATORY SECTION (Amending Order PL 
458, filed 1/25/84) 


WAC 308-12-050 REGISTRATION BY RECI- 
PROCITY. (1) Any architect registered in another state 
who desires registration and licensure in Washington, 
shall make formal application on forms provided by the 
board, accompanied by the reciprocity ((applicatrom)) 


registration fee. 
(2) The board will require an oral examination of any 


candidate for registration by reciprocity, except that oral 
examination may be waived in cases where documentary 
or other evidence shows sufficient information for the 
board to reach judgment. 


(t^ 
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request to the-board-})) (3) Each candidate shall submit 
a written comparative analysis of the Washington state 
law and the law of the base state of the applicant prior 


to the oral examination. 
4) Any applicant seeking registration in the state of 


Washington and originally registered in the applicant's 
base state in the years beginning in 1978 through 1982, 
regardless of education, shall be required to have passed 
the NCARB qualifying examination and parts "A" and 
"B" of the professional examination. If an applicant has 
not passed the qualifying examination, the applicant 
must take and pass parts "D," "E," and "F," the struc- 
tural divisions of the "architects registration examina- 
tion." If an applicant has not passed part "A" of the 
professional examination, "building design," he or she 
must take and pass parts "B'-"site design" and "C'- 
"building design," of the "architects registration exami- 
nation," given during June each year. 

(5) A person whose architectural registration exami- 
nation did not include NCARB approved seismic sec- 
tions will be required to attend an NCARB approved 


seismic seminar, write a treatise on lateral forces, or 


take sections "D," "E," and "F" of the architects regis- 


tration examination, details of which can be received 


upon written request to the board. 


AMENDATORY SECTION (Amending Order PL 
458, filed 1/25/84) 


WAC 308-12-110 ARCHITECT LISTINGS. (1) 
Any firm or individuals offering to provide architectural 
services in the state of Washington, through directories, 
listings, advertisements or publications shall clearly 


identify the ((ftrm-or-ndividuatas-being-engaged-in the 
practice-of-architecture-—&nd-further;^when-the-firm-or 


mdividuat)) architect who is a principal as defined in 
WAC 308-12-120 responsible for the architecture of 
the firm. 

(2) When a firm uses an assumed business name, 
((and)) an architect ((or-architects)), a principal re- 
sponsible for the firms architecture shall be clearly iden- 
tified with the name of the firm. 

(3) No ((firm)) name ((shatt-imelude-the-surname-of-a 
person-who-is-not)) of a firm offering architectural ser- 
vices to the public shall imply that an individual is 
registered architect who is not presently or was not am 
viously ((associated-in-the practice)) a a principal in the 
firm as an architect or engineer ((with-the-mamed-entity 

ordts-members-or-predecessors)). 
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AMENDATORY SECTION (Amending Order PL 
422, filed 2/2/83) 


WAC 308-12-320 RENEWAL OF LICENSES. 
(1) The annual license renewal date for architects shall 
be the architects birth date. Licensees who fail to pay 
the license renewal fee within thirty days of license ex- 
piration date will be subject to the late payment penalty 
fee as set forth in WAC 308-12-312. Architects whose 
renewal fees are delinquent will be listed with the state 
building officials. 


WSR 85-05-011 
NOTICE OF PUBLIC MEETINGS 
INTERAGENCY COMMITTEE 
FOR OUTDOOR RECREATION 
[Memorandum—February 11, 1985] 


The March 28-29, 1985, regular meeting of the In- 
teragency Committee for Outdoor Recreation will be 
held in the Thurston County Commissioners! Board 
Room, Thurston County Courthouse, #280, 2000 Lake- 
ridge Drive S.W., Olympia, Washington, beginning at 
9:00 a.m., Thursday, March 28th. (Note that the Fri- 
day, March 29th date is held in reserve should it be 
necessary to extend discussion of agenda items. For 
public convenience, the IAC attempts to keep its meet- 
ing to one day.) 

This meeting is not a general funding session of the 
IAC. Items will include fiscal, planning, and administra- 
tive status reports; certain project changes, legislation; 
Washington statewide comprehensive outdoor recreation 
plan acceptance; the off-road vehicle plan status; Na- 
tional Park Service reports; and any other matters as 
may be placed on the agenda. 

Interpreters for people with hearing impatiménis and 
brailled or taped information for people with visual im- 
pairments can be provided at this regular IAC meeting 
if necessary. A request for this type of service, however, 
must be received by the IAC ten days before the meet- 
ing (February 29, 1985). Please contact: Mr. Robert L. 
Wilder, Director, 4800 Capitol Boulevard, KP-11, 
Olympia, Washington, (206) 753—3610. The meeting 
site is barrier free. 


WSR 85-05-012 
PROPOSED RULES 
SUPERINTENDENT OF 
PUBLIC INSTRUCTION 
[Filed February 13, 1985] 


Notice is hereby given in accordance with the provi- 
sions of RCW 34.04.025, that the Superintendent of 
Public Instruction intends to adopt, amend, or repeal 
rules concerning Finance—Emergency school closure, 
chapter 392-129 WAC; 

that the agency will at 9:00 a.m., Friday, March 29, 
1985, in the Old Capitol Building, Washington and Le- 
gion, State Board of Education Conference Room, 
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Olympia, Washington, conduct a public hearing on the 
proposed rules. 

The formal decision regarding adoption, amendment, 
or repeal of the rules will take place on April 9, 1985. 

The authority under which these rules are proposed is 
RCW 28A.41.170. 

Interested persons may submit data, views, or argu- 
ments to this agency in writing to be received by this 
agency before March 29, 1985. 

This notice is connected to and continues the matter 
in Notice No. WSR 85-04—047 filed with the code revi- 
ser's office on February 1, 1985. 

Dated: February 13, 1985 
By: Frank B. Brouillet 
Superintendent of Public Instruction 


WSR 85-05-013 
ADOPTED RULES 
DEPARTMENT OF 
SOCIAL AND HEALTH SERVICES 
(Public Assistance) 
[Order 2203—Filed February 13, 1985] 


I, David A. Hogan, director of the Division of Ad- 
ministration and Personnel, do promulgate and adopt at 
Olympia, Washington, the annexed rules relating to food 
stamps, amending chapter 388-54 WAC. 

This action is taken pursuant to Notice No. WSR 85- 
02-039 filed with the code reviser on December 31, 
1984. These rules shall take effect thirty days after they 
are filed with the code reviser pursuant to RCW 
34.04.040(2). 

This rule is promulgated pursuant to RCW 74.04.510 
and is intended to administratively implement that 
statute. 

The undersigned hereby declares that the agency has 
complied with the provisions of the Open Public Meet- 
ings Act (chapter 42.30 RCW), the Administrative Pro- 
cedure Act (chapter 34.04 RCW) and the State Register 
Act (chapter 34.08 RCW) in the adoption of these rules. 

APPROVED AND ADOPTED February 13, 1985. 

By David A. Hogan, Director 
Division of Administration and Personnel 


AMENDATORY SECTION (Amending Order 2072, 
filed 2/1/84) 


WAC 388-54-740 INCOME-—DEDUCTIONS. In 
computing net income, only the following deductions 
shall be allowed: 

(1) A standard deduction of ((etghty=nine)) ninety- 
five dollars per household per month. 

(2) An earned income deduction of eighteen percent 
of gross earned income. Earnings excluded in WAC 
388—54—735 shall not be included in gross earned income 
for purposes of computing earned income deductions. 

(3) Payments for the care of a child or other depen- 
dent when necessary for a household member to accept 
or continue. employment, seek employment, or attend 
training or education preparatory to employment. 
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The amount to be deducted for child care shall be the 
amount actually paid not to exceed one hundred ((twen= 
ty=five)) thirty-four dollars. The dependent care deduc- 
tion in combination with the shelter deduction shall not 
exceed one hundred ((twenty=five)) thirty-four dollars. 

(4) Shelter costs in excess of fifty percent of the 
household's income after deducting standard, earned in- 
come, and dependent care deductions. The shelter de- 
ductions alone or in combination with the dependent 
care deduction shall not exceed one hundred ((twenty- 
five)) thirty-four dollars. 

(a) "Shelter costs" mean rent or mortgage payment 
plus taxes on a dwelling and property, insurance on the 
structure only, unless the costs for insuring the structure 
and its contents cannot be separated, assessments, and 
utility costs such as heat and cooking fuel, electricity, 
water, garbage, sewage disposal, and basic service fee 
for one telephone (plus tax), and initial installation fees 
for utility services. One-time deposits shall not be in- 
cluded as shelter costs. 

Shelter costs shall also include continuing charges 
leading to the ownership of the shelter such as loan re- 
payments for the purchase of a mobile home, including 
interest on such payments. 

(b) Shelter costs for a home not occupied because of 
employment, training away from home, illness, or aban- 
donment caused by casualty loss or natural disaster shall 
be allowed if: 

(i) The household intends to return to the house; 

(ii) The current occupants, if any, are not claiming 
shelter costs for food stamp purposes; or 

(iii) The home is not being leased or rented during the 
household's absence. 

(c) Charges for the repair of the home which was 
substantially damaged or destroyed due to a natural dis- 
aster such as a fire or flood. 

(d) Standardized utility amounts include utilities such 
as heating and cooling costs, cooking fuel, electricity not 
used to heat or cool the residence, water, garbage, sew- 
age disposal, and telephone. Cooling costs are defined as 
central air conditioners or operation of a room air 
conditioner. 


Annualized 


Utility Standards 


((October-1;1983)) 
December 1, 1984 


$ ((120)) 131 
((428)) 140 
((437)) 150 
((344)) 158 
((454)) 169 
((162)) 178 
((468)) 184 
((174)) 191 
((18t)) 199 
((190)) 209 


(e) Households not incurring any separate utility 
charges for heating or cooling costs shall not be entitled 
to claim the standard utility allowance. 


Persons 
in Household 


N 00-20 tA KR WN 


10 or more 


[22] 


Washington State Register, Issue 85-05 


(f) If a household is not entitled to the standard utility 
allowance, the household may claim actual utility ex- 
penses for any utility which the household does pay sep- 
arately, except the telephone. 

(i) The telephone standard, for families incurring 
telephone costs, but not entitled to claim the single 
standard, is ten dollars. 

(ii) The telephone allowance applies to households not 
entitled to claim the overall standard, but which have 
telephone expenses. 

(g) If a household requests and can verify the house- 
hold's utility bills are higher than the standards, the ac- 
tual utility costs shall be used. 

(h) A household shall not be allowed to switch be- 
tween actual utility costs and the utility standard for a 
period of twelve months following initial certification 
and no more frequently than once every twelve months 
thereafter. 

(i) Where the household shares a residence and utility 
costs with other individuals, the standard allowance shall 
be divided equally among the individuals contributing to 
meeting the utility costs. The household shall only be 
permitted to use the household's prorated share of the 
standard allowance. 

(j) Households living in a public housing unit or other 
rental housing unit having central utility meters and 
charging the household only for excess utility costs shall 
not be permitted to use the standard utility allowance 
including a heating or cooling cost component. Payment 
of excess heating or cooling costs shall not qualify the 
household for the standard utility allowance including a 
heating or cooling component. 

(5) Households containing one or more members who 
are elderly or disabled, as defined in WAC 388-54- 
665(2)(b), shall be authorized: 

(a) A dependent care deduction up to one hundred 
((twenty-five)) thirty-four dollars as specified in WAC 
388—-54—740(3), and 

(b) An excess shelter deduction as specified in WAC 
388—54—740(4) for the monthly amount exceeding fifty 
percent of the household's monthly income after all ap- 
plicable deductions have been made. 

(6) An individual who is elderly or disabled, as de- 
fined in WAC 388—54—665(2)(b), shall be authorized a 
deduction for unreimbursable monthly medical expenses 
over thirty-five dollars. 

(a) Allowable medical expenses are: 

(i) The cost of maintaining an attendant, homemaker, 
home health aide, housekeeper, and/or child care serv- 
ice. These expenses, which could be claimed either as a 
medical or child care expense, must be considered as 
medical expenses; 

(ii) The cost of medical insurance; 

(iii) Medicare premiums related to coverage under 
Title XVIII of the Social Security Act; 

(iv) Any cost-sharing on spend-down expenses in- 
curred by Medicaid (medical only) recipients; 

(v) Hospitalization or outpatient treatment, nursing 
care, and nursing home care including payments by the 
household for an individual who was a household mem- 
ber immediately prior to entering a hospital or licensed 
nursing home; 
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(vi) Prescription drugs and other over-the-counter 
medication (including insulin) when prescribed or ap- 
proved by a licensed practitioner or other qualified 
health professional; 

(vii) The cost of medical supplies, sick-room equip- 
ment (including rental), or other prescribed equipment; 

(viii) Dentures, hearing aids, prosthetics, and eye- 
glasses prescribed by an optometrist or physician skilled 
in eye disease; 

(ix) Securing and maintaining a seeing eye dog in- 
cluding the cost of dog food and veterinarian bills; 

(x) Reasonable cost of transportation and lodging to 
obtain medical treatment or services. 

(b) Nonallowable expenses are: 

(i) The cost of health and hospital insurance which 
pays in lump-sum settlements or which continue mort- 
gage or loan payments while the beneficiary is disabled; 
and 

(ii) The cost of special diets. 


AMENDATORY SECTION (Amending Order 2072, 
filed 2/1/84) 


WAC 388-54-785 ISSUANCE—MONTHLY 
ALLOTMENTS. (1) Based upon a thirty-day month, 
the department shall issue to households making initial 
application a coupon allotment valued in direct propor- 
tion to the number of days remaining from the date of 
application to the end of the initial month of eligibility 
except no allotment shall be issued at less than ten 
dollars. 

(2) The department shall determine the value of the 
allotment a household receives (taking into consideration 
the requirement within subsection (1) of this section to 
prorate the initial month's allotment) by multiplying the 
household's net monthly income by thirty percent, 
rounding the product up to the next whole dollar if it 
ends with one through ninety-nine cents, and subtract 
the result from the thrifty food plan for the appropriate 
household size. If the computation results in an allot- 
ment of one dollar, three dollars, or five dollars, the 
amount shall be rounded up to two dollars, four dollars, 
or six dollars, respectively. 


Thrifty Food 


Household Size Plan Amounts 


l $ ((76)) 79 
2 ((+39)) 145 
3 ((199)) 208 
4 ((253)) 264 
5 ((36+)) 313 
6 ((361)) 376 
7 ((399)) 416 
8 ((457)) 475 
9 ((514)) 534 
10 ((571)) 593 
Each additional member (CF57)) +59 


(3) All one- and two-person households shall receive 
a minimum monthly allotment of ten dollars except in 
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the initial benefit month where no household may receive 
a pro rata allotment of less than ten dollars. 


WSR 85-05-014 
ADOPTED RULES 
DEPARTMENT OF 
SOCIAL AND HEALTH SERVICES 
(Public Assistance) 
[Order 2204—Filed February 13, 1985] 


I, David A. Hogan, director of the Division of Ad- 
ministration and Personnel, do promulgate and adopt at 
Olympia, Washington, the annexed rules relating to ex- 
cluded resources, amending WAC 388—92-045 and 388- 
95-380. 

This action is taken pursuant to Notice No. WSR 85- 
02-038 filed with the code reviser on December 31, 
1984. These rules shall take effect thirty days after they 
are filed with the code reviser pursuant to RCW 
34.04.040(2). 

This rule is promulgated under the general rule— 
making authority of the Department of Social and 
Health Services as authorized in RCW 74.08.090. 

The undersigned hereby declares that the agency has 
complied with the provisions of the Open Public Meet- 
ings Act (chapter 42.30 RCW), the Administrative Pro- 
cedure Act (chapter 34.04 RCW) and the State Register 
Act (chapter 34.08 RCW) in the adoption of these rules. 

APPROVED AND ADOPTED February 13, 1985. 

By David A. Hogan, Director 
Division of Administration and Personnel 


AMENDATORY SECTION (Amending Order 2139, 
filed 8/15/84) 


WAC 388-92-045 EXCLUDED RESOURCES. 
Applicants or recipients may transfer or exchange an 
exempt resource. Cash received from the sale of an ex- 
empt resource is excluded provided the total amount of 
cash is used to replace or reinvest in another exempt re- 
source within three months. Any remaining portion in 
excess of allowed resources shall be considered a nonex- 
empt resource if the individual's eligibility continues 
without a break in certification. In determining the re- 
sources of an individual and spouse, if any, the following 
items shall be excluded up to the dollar limit, if any, as 
indicated: 

(1) The home or the proceeds from the sale of a 
home, which is an excluded resource, will also be ex- 
cluded to the extent that they are reinvested in the pur- 
chase of another home which is similarly excluded 
within three months of the date of receipt of proceeds. 

(a) The home of the individual must be the individu- 
al's principal place of residence in order to be an ex- 
cluded resource. 

(i) Temporary absences from home including absences 
from home for trips, visits, and hospitalizations do not 
offset the home exclusion as long as the individual in- 
tends to return home. 
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(ii) An absence of more than six months may indicate 
that the home no longer serves as the principal place of 
residence. See WAC 388-83-140 (4)(d). 

(iii) The home continues to be excluded if the individ- 
ual intends to return and there is a likelihood that 
he/she will return. 

(iv) When an institutionalized individual intends to 
return home, a physician's evaluation of his/her ability 
to return at some future time to a home setting may be 
used as the basis of a temporary absence determination. 
The evidence must be conclusive before a determination 
can be made that the individual is unable to return 
home. 

(v) Transfer of a home during a temporary absence 
may constitute evidence that the individual no longer in- 
tends to return. Adequate consideration must be received 
and allocated to the individual's resources. See WAC 
388—92—043, transfer of property at less than fair mar- 
ket value. 

(b) If the home is used by a spouse or dependent rel- 
ative during the individual's absence, it will continue to 
be considered the principal place of residence. 

(2) Household goods and personal effects. 

(3) An automobile: 

(a) Is totally excluded regardless of its value if it is: 

(i) Necessary for employment; or 

(ii) Necessary for the individual's medical treatment; 
Or 

(iii) Modified for operation by, or transportation of, a 
handicapped person; or 

(b) Is excluded to the extent its current market value 
does not exceed $4,500, any excess to be counted against 
the resource limit. An automobile may be excluded un- 
der this subsection only if no automobile is excluded un- 
der subsection (3)(a) of this section. 

(4) Property of a trade or business which is essential 
to the means of self-support; however, it shall not in- 
clude liquid resources as defined in WAC 388-92-005 
even though such liquid resource may be producing in- 
come. This property means items commonly referred to 
as tangible business assets such as land and buildings, 
equipment and supplies, inventory, cash on hand, ac- 
counts receivable, etc. The current market value shall 
not exceed six thousand dollars with a minimum annual 
rate of return of six percent. 

(5) Nonbusiness property which is essential to the 
means of self-support. This shall include: 

(a) Nonliquid (see WAC 388-92-005), nonbusiness 
property if it is relied upon by the individual as a signif- 
icant factor in producing income on which he can live, or 
is used to produce goods, or provide services essential to 
the individual's support. The current market value shall 
not exceed six thousand dollars with a minimum annual 
rate of return of six percent. 

(b) Property used exclusively to produce items for 
home consumption provided the items are significant 
factors for support and maintenance of the individual. 

(c) Tools, equipment, uniforms and similar items re- 
quired by the individual's employer. 

(d) A motor vehicle (in addition to that already ex- 
cluded) which is essential because of climate, terrain, or 
similar factors, or special modification, and required to 
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provide necessary transportation. The limitation on value 
of such vehicle is the same as (3) above. 

(6) Resources of a blind or disabled individual which 
are necessary to fulfill an approved plan for achieving 
self-support for so long as such plan remains in effect. 

(7) Shares of stock held in a regional or village cor- 
poration during the period of twenty years ending Janu- 
ary 1, 1992, in which such stock is inalienable pursuant 
to the Alaska Native Claims Settlement Act. 

(8) Life insurance owned by an individual and spouse, 
if any, to the extent of its cash surrender value, provided 
that the total face value of policies held by each individ- 
ual is $1,500 or less, in which case the cash surrender 
value is not evaluated. If the face value of policy(ies) is 
over $1,500, cash surrender value must be applied to re- 
source limitations. Term or burial insurance with no 
cash surrender value is not considered in determining 
face value. 

(9) Restricted allotted land owned by an enrolled 
member and spouse, if any, of an Indian tribe, if such 
land cannot be sold, transferred or otherwise disposed of 
without permission of other individuals, his tribe or an 
agency of the federal government. 

(10) Cash received from an insurance company for 
purposes of repairing or replacing an excluded resource 
that is lost, damaged, or stolen, etc., is excluded as a re- 
source provided the total amount of the cash is used to 
repair or replace such excluded resource within nine 
months that period may be extended based on circum- 
stances beyond the control of the applicant to a maxi- 
mum of nine additional months. Any such cash not so 
used within such time periods is considered as an avail- 
able resource. 

(11) Burial spaces. 

(a) The value of burial spaces for the individual, the 
individual's spouse or any member of the individual's 
immediate family. 

(b) Burial spaces shall include conventional gravesites, 
crypts, mausoleums, urns, and other repositories which 
are customarily and traditionally used for the remains of 
deceased persons. 

(c) For purposes of this subsection immediate family 
means an individual's minor and adult children, includ- 
ing adopted children and step-children; an individual's 
brothers, sisters, parents, adoptive parents, and the 
spouses of those individuals. Neither dependency nor 
living-in-the-same-household will be a factor in deter- 
mining whether a person is an immediate family 
member. 

(12) Funds set aside for burial expenses. 

(a) Funds specifically set aside for the burial arrange- 
ments of an individual or the individual's spouse not to 
exceed $1,500 each. 

(b) This exclusion applies if the inclusion of any por- 
tion of such amount would cause the resources of the in- 
dividual (or spouse, if any) to exceed the limits specified 
in WAC 388-92-050. 

(c) Funds set aside for burial expenses must be kept 
separate from other resources not set aside for burial. If 
such funds are mixed with other resources not intended 
for burial, the exclusion will not apply to any portion of 
the funds and will be treated as nonexcluded resources. 
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(d) Funds set aside for burial includes revocable buri- 
al contract, burial trust, or other burial arrangement or 
any other separately identifiable fund which is clearly 
designated as set aside for the individual's (or spouse's, 
if any) burial expenses. 

(e) The $1,500 exclusion must be reduced by the face 
value of insurance policies on the life of an individual 
owned by the individual or spouse if the cash surrender 
value of those policies has been excluded as provided in 
subsection (8) of this section and amounts in an irrevo- 
cable trust. 

(f) Interest earned on excluded burial funds and ap- 
preciation on the value of excluded burial arrangements 
are excluded from resources if left to accumulate and 
become a part of the separately identifiable burial fund. 

(g) Burial funds used for other purposes. Funds or in- 
terest earned on funds and appreciation in the value of 
burial arrangements which have been excluded from re- 
sources because they are burial funds must be used sole- 
ly for that purpose. If any excluded funds, interest or 
appreciated values set aside for burial expenses are used 
for a purpose other than the burial arrangements of the 
individual or the individual's spouse for whom the funds 
were set aside, future medical assistance benefits of the 
individual (or the individual and individual's spouse) will 
be reduced by an amount equal to the amount of burial 
funds, interest or appreciated value used for other 
purpose. 

(13) Other resources excluded by federal statute. 


(14) Retroactive SSI or OASDI payments are ex- 
cluded from resources for six months following the 
month of receipt. This exclusion applies to: 

(a) Payments received on or after October 1, 1984. 

(b) Payments received by the individual, spouse, and/ 
or any other person whose income is considered available 
to meet the applicant's or recipient's needs. 

(c) SSI payments made for benefits due for a month 
prior to the month of payment. 

(d) OASDI payments made for benefits due for a 
month that is two or more months prior to the month of 
payment. 

(e) Payments that remain in the form of cash, check- 
ing or saving accounts; this exclusion does not apply 
once the retroactive payment has been converted to any 


other form. 


AMENDATORY SECTION (Amending Order 2139, 
filed 8/15/84) 


WAC 388-95-380 EXCLUDED RESOURCES. 
Applicants or recipients may transfer or exchange an 
exempt resource. Cash received from the sale of an ex- 
empt resource is excluded provided the total amount of 
cash is used to replace or reinvest in another exempt re- 
source within three months. Any remaining portion in 
excess of allowed resources shall be considered a nonex- 
empt resource if the individual's eligibility continues 
without a break in certification. In determining the re- 
sources of an individual and spouse, if any, the following 
items shall be excluded up to the dollar limit, if any, as 
indicated: 
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(1) The home or the proceeds from the sale of a 
home, which is an excluded resource, will also be ex- 
cluded to the extent that they are reinvested in the pur- 
chase of another home which is similarly excluded 
within three months of the date of receipt of proceeds. 

(a) The home of the individual must be the individu- 
al's principal place of residence in order to be an ex- 
cluded resource. 

(i) Temporary absences from home including absences 
from home for trips, visits, and hospitalizations do not 
offset the home exclusion as long as the individual in- 
tends to return home. 

(ü) An absence of more than six months may indicate 
that the home no longer serves as the principal place of 
residence. See WAC 388-95-360 (4)(d). 

(iii) The home continues to be excluded if the individ- 
ual intends to return and there is a likelihood that 
he/she will return. 

(iv) When an institutionalized individual intends to 
return home, a physician's evaluation of his/her ability 
to return at some future time to a home setting may be 
used as the basis of a temporary absence determination. 
The evidence must be conclusive before a determination 
can be made that the individual is unable to return 
home. 

(v) Transfer of a home during a temporary absence 
may constitute evidence that the individual no longer in- 
tends to return. Adequate consideration must be received 
and allocated to the individual's resources. See WAC 
388-92-043, transfer of property at less than fair mar- 
ket value. 

(b) If the home is used by a spouse or dependent rel- 
ative during the individual's absence, it will continue to 
be considered the principal place of residence. 

(2) Household goods and personal effects. 

(3) An automobile: 

(a) Is totally excluded regardless of its value if it is: 

(i) Necessary for employment; or 

(ii) Necessary for the individual's medical treatment; 
or 

(iii) Modified for operation by, or transportation of, a 
handicapped person; or 

(b) Is excluded to the extent its current market value 
does not exceed $4,500, any excess to be counted against 
the resource limit. An automobile may be excluded un- 
der this subsection only. if no automobile is excluded un- 
der subsection (3)(a) of this section. 

(4) Property of a trade or business which is essential 
to the means of self—support; however, it shall not in- 
clude liquid resources as defined in WAC 388-92-005 
even though such liquid resource may be producing in- 
come. This property means items commonly referred to 
as tangible business assets such as land and buildings, 
equipment and supplies, inventory, cash on hand, ac- 
counts receivable, etc. The current market value shall 
not exceed six thousand dollars with a minimum annual 
rate of return of six percent. 

(5) Nonbusiness property which is essential to the 
means of self-support. This shall include: 

(a) Nonliquid (see WAC 388-92-005), nonbusiness 
property if it is relied upon by the individual as a signif- 
icant factor in producing income on which he can live, or 
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is used to produce goods, or provide services essential to 
the individual's support. The current market value shall 
not exceed six thousand dollars with a minimum annual 
rate of return of six percent. 

(b) Property used exclusively to produce items for 
home consumption provided the items are significant 
factors for support and maintenance of the individual. 

(c) Tools, equipment, uniforms and similar items re- 
quired by the individual's employer. 

(d) A motor vehicle (in addition to that already ex- 
cluded) which is essential because of climate, terrain, or 
similar factors, or special modification, and required to 
provide necessary transportation. The limitation on value 
of such vehicle is the same as in subsection (3) of this 
section. 

(6) Resources of a blind or disabled individual which 
are necessary to fulfill an approved plan for achieving 
self-support for so long as such plan remains in effect. 

(7) Shares of stock held in a regional or village cor- 
poration during the period of twenty years ending Janu- 
ary 1, 1992, in which such stock is inalienable pursuant 
to the Alaska Native Claims Settlement Act. 

(8) Life insurance owned by an individual and spouse, 
if any, to the extent of its cash surrender value, provided 
that the total face value of policies held by each individ- 
ual is $1500 or less, in which case the cash surrender 
value is not evaluated. If the face value of policy(ies) is 
over $1500, cash surrender value must be applied to re- 
source limitations. Term or burial insurance with no 
cash surrender value is not considered in determining 
face value. 

(9) Restricted allotted land owned by an enrolled 
member and spouse, if any, of an Indian tribe, if such 
land cannot be sold, transferred or otherwise disposed of 
without permission of other individuals, his tribe or an 
agency of the federal government. 

(10) Cash received from an insurance company for 
purposes of repairing or replacing an excluded resource 
that is lost, damaged, or stolen, etc., is excluded as a re- 
source provided the total amount of the cash is used to 
repair or replace such excluded resource within nine 
months that period may be extended based on circum- 
stances beyond the control of the applicant to a maxi- 
mum of nine additional months. Any such cash not so 
used within such time periods is considered as an avail- 
able resource. 

(11) Burial spaces. 

(a) The value of burial spaces for the individual, the 
individual's spouse or any member of the individual's 
immediate family. 

(b) Burial spaces shall include conventional gravesites, 
crypts, mausoleums, urns, and other repositories which 
are customarily and traditionally used for the remains of 
deceased persons. 

(c) For purposes of this subsection immediate family 
means an individual's minor and adult children, includ- 
ing adopted children and step-children; an individual's 
brothers, sisters, parents, adoptive parents, and the 
spouses of those individuals. Neither dependency nor 
living-in-the-same-household will be a factor in deter- 
mining whether a person is an immediate family 
member. I 
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(12) Funds set aside for burial expenses. 

(a) Funds specifically set aside for the burial arrange- 
ments of an individual or the individual's spouse not to 
exceed $1,500 each. 

(b) This exclusion applies if the inclusion of any por- 
tion of such amount would cause the resources of the in- 
dividual (or spouse, if any) to exceed the limits specified 
in WAC 388-95-390. 

(c) Funds set aside for burial expenses must be kept 
separate from other resources not set aside for burial. If 
such funds are mixed with other resources not intended 
for burial, the exclusion will not apply to any portion of 
the funds and will be treated as nonexcluded resources. 

(d) Funds set aside for burial includes revocable buri- 
al contract, burial trust, or other burial arrangement or 
any other separately identifiable fund which is clearly 
designated as set aside for the individual's (or spouse's, 
if any) burial expenses. 

(e) The $1,500 exclusion must be reduced by the face 
value of insurance policies on the life of an individual 
owned by the individual or spouse if the cash surrender 
value of those policies has been excluded as provided in 
subsection (8) of this section and amounts in an irrevo- 
cable trust. 

(f) Interest earned on excluded burial funds and ap- 
preciation on the value of excluded burial arrangements 
are excluded from resources if left to accumulate and 
become a part of the separately identifiable burial fund. 

(g) Burial funds used for other purposes. Funds or in- 
terest earned on funds and appreciation in the value of 
burial arrangements which have been excluded from re- 
sources because they are burial funds must be used sole- 
ly for that purpose. If any excluded funds, interest or 
appreciated values set aside for burial expenses are used 
for a purpose other than the burial arrangements of the 
individual or the individual's spouse for whom the funds 
were set aside, future medical assistance benefits of the 
individual (or the individual and individual's spouse) will 
be reduced by an amount equal to the amount of burial 
funds, interest or appreciated value used for other 
purposes. 

(13) Other resources excluded by federal statute. 


(14) Retroactive SSI or OASDI payments are ex- 
cluded from resources for six months following the 
month of receipt. This exclusion applies to: 

(a) Payments received on or after October 1, 1984. 

(b) Payments received by the individual, spouse, and/ 
or any other person whose income is considered available 
to meet the applicant's or recipient's needs. 

(c) SSI payments made for benefits due for a month 
prior to the month of payment. 

(d) OASDI payments made for benefits due for a 
month that is two or more months prior to the month of 
payment. 

(e) Payments that remain in the form of cash, check- 
ing or saving accounts; this exclusion does not apply 
once the retroactive payment has been converted to any 


other form. 
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WSR 85-05-015 
ADOPTED RULES 
DEPARTMENT OF 
SOCIAL AND HEALTH SERVICES 
(Public Assistance) 
[Order 2205— Filed February 13, 1985] 


I, David A. Hogan, director of the Division of Ad- 
ministration and Personnel, do promulgate and adopt at 
Olympia, Washington, the annexed rules relating to spe- 
cial categories eligible for medical assistance, amending 
WAC 388-82-115. 

This action is taken pursuant to Notice No. WSR 85- 
02-037 filed with the code reviser on December 31, 
1984. These rules shall take effect thirty days after they 
are filed with the code reviser pursuant to RCW 
34.04.040(2). 

This rule is promulgated under the general rule- 
making authority of the Department of Social and 
Health Services as authorized in RCW 74.08.090. 

The undersigned hereby declares that the agency has 
complied with the provisions of the Open Public Meet- 
ings Act (chapter 42.30 RCW), the Administrative Pro- 
cedure Act (chapter 34.04 RCW) and the State Register 
Act (chapter 34.08 RCW) in the adoption of these rules. 

APPROVED AND ADOPTED February 13, 1985. 

By David A. Hogan, Director 
Division of Administration and Personnel 


AMENDATORY SECTION (Amending Order 2074, 
filed 2/1/84) 


WAC 388-82-115 SPECIAL CATEGORIES ELI- 
GIBLE FOR MEDICAL ASSISTANCE. (1) Persons 
who, in August 1972, received OAA, AB, AFDC, or 
APTD, and also received RSDI benefits, and who be- 
came ineligible for OAA, AB, AFDC or APTD solely 
because of the twenty percent increase in Social Security 
benefits under Public Law 92-336, shall be eligible for 
medicaid as categorically needy. The provision applies to 
both current cash applicants and recipients. 

(2) Applicants for SSI or AFDC who were entitled to 
RSDI benefits in August 1972, and would have been in- 
eligible solely because of the Social Security benefits un- 
der Public Law 92-336 shall have the twenty percent 
increase disregarded in determining financial eligibility. 

(3) An AFDC family unit which becomes ineligible 
solely because of increased hours or increased income 
from employment shall remain categorically eligible for 
medical assistance (MA) for four calendar months be- 
ginning with the month of ineligibility provided that: 

(a) The family received AFDC in at least three of the 
six months immediately preceding the month of 
ineligibility. 

(b) A member of such family continues to be em- 
ployed, and 

(c) The family is otherwise eligible for AFDC except 
for increased hours or increased income from 
employment. 

(d) Earned income tax credits (EITC) must be con- 
sidered as income for purposes of this subsection. 

(4) Current recipients who become ineligible for SSI 
benefits and/or state supplementary payments after 


[27] 


WSR 85-05-015 


April 1, 1977, solely because of OASDI cost-of-living 
benefit increases under Public Law 94—566, section 503, 
shall remain categorically eligible for medical assistance 
(MA). Any subsequent OASDI cost-of-living benefit 
increase shall be disregarded for eligibility. For institu- 
tionalized recipients, the amount subsequently is consid- 
ered in the cost of institutional care. This disregard does 
not apply to: 

(a) New applicants (i.e., who were not receiving 
SSI/SSP prior to increase). 

(b) Persons who were not actually receiving SSI/SSP 
payments for some other reason. 

(c) Persons who would have received SSI/SSP if they 
had applied. 

(d) Persons who would have received SSI/SSP if they 
were not living in a medical or intermediate care facility. 

(5) Certain recipients of SSI, after January 1, 1981, 
will continue to be eligible for medical assistance (MA) 
under Public Law 96—265. 

(6) Pregnant women, with no other eligible children, 
ineligible for AFDC cash assistance solely because they 
have not reached the sixth month of pregnancy shall be 
eligible for Medicaid as categorically needy. 

(7) Individuals who are denied AFDC cash payments 
solely by reason of recovery of overpayment shall be eli- 
gible for Medicaid as categorically needy. 

(8) A child under five years of age, born after Sep- 
tember 30, 1983, and who meets the income and re- 
source requirements of AFDC financial assistance shall 
be eligible for Medicaid as categorically needy. 

9) Family units which are terminated from AFDC 
financial assistance solely because of the loss of the thir- 
ty dollars plus one-third or the thirty-dollar income ex- 
emptions shall remain categorically eligible for medical 
assistance for nine calendar months beginning with the 
month of ineligibility for AFDC provided that: 

(a) The family unit was terminated on or after Octo- 
ber 1, 1984. 

(b) Family units terminated prior to October 1, 1984, 
may be eligible for nine months of medicaid beginning 
with the month of application if they meet the following 


conditions: 
i) The family unit must apply for medical assistance. 


(ii) The family unit must demonstrate that, if the in- 
come exemptions had been applied, the family unit 
would have been eligible for each month for AFDC from 
the time of termination of AFDC to the time of applica- 
tion for medical assistance. 

(iii) The family unit must disclose any health insur- 
ance coverage in effect for members of the assistance 


unit. 


(10) A child born to a woman eligible for and receiv- 
ing medical assistance on the date of the child's birth, 
shall be eligible for medical assistance on the date of 
birth and shall remain eligible for a period of one year 


if: 


(a) The child remains a member of the mothers 


household; and 


(b) The mother remains eligible for medical assist- 


ance; and 


(c) The child was born on or after October 1, 1984. 
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(11) Family units which become ineligible for AFDC 
financial assistance as a result (wholly or partly) of the 
collection or increased collection of child or spousal sup- 
port shall be eligible for medical assistance for four 
months beginning with the month of such ineligibility; 
provided that the family unit: 

(a) Received AFDC financial assistance in at least 
three of the six months immediately preceding the 
month of such ineligibility; and 

(b) Became ineligible for AFDC during or after the 
month of August 1984 and prior to October 1, 1988. 


WSR 85-05-016 
ADOPTED RULES 
DEPARTMENT OF 
SOCIAL AND HEALTH SERVICES 
(Public Assistance) 
[Order 2206—Filed February 13, 1985] 


I, David A. Hogan, director of the Division of Ad- 
ministration and Personnel, do promulgate and adopt at 
Olympia, Washington, the annexed rules relating to 
Limited casualty program—Medically needy, amending 
chapter 388-99 WAC. 

This action is taken pursuant to Notice No. WSR 85— 
02-036 filed with the code reviser on December 31, 
1984. These rules shall take effect thirty days after they 
are filed with the code reviser pursuant to RCW 
34.04.040(2). 

This rule is promulgated under the general rule- 
making authority of the Department of Social and 
Health Services as authorized in RCW 74.08.090. 

The undersigned hereby declares that the agency has 
complied with the provisions of the Open Public Meet- 
ings Act (chapter 42.30 RCW), the Administrative Pro- 
cedure Act (chapter 34.04 RCW) and the State Register 
Act (chapter 34.08 RCW) in the adoption of these rules. 

APPROVED AND ADOPTED February 13, 1985. 

By David A. Hogan, Director 
Division of Administration and Personnel 


AMENDATORY SECTION (Amending Order 2133, 
filed 8/3/84) 


WAC 388-99-020 ELIGIBILITY DETERMINA- 
TION—MEDICALLY NEEDY IN OWN HOME. (1) 
The medically needy income level (MNIL) shall be: 


((353)) 364 
((509))526 
((535))544 
561 
646 
731 
847 
936 
,028 


, 


(a) One person 
(b) Two persons 
(c) Three persons 
(d) Four persons 
(e) Five persons 
(f) Six persons 
(g) Seven persons 
(h) Eight persons 
(i) Nine persons 
(j) Ten persons 
and above 


$ 
$ 
$ 
$ 
$ 
$ 
$ 
$ 
$1 
$1 


(2) For families and children countable income is de- 
termined by deducting, from gross income, amounts that 
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would be deducted in determining AFDC grant eligibili- 
ty. Earned income exemption of $30 plus 1/3 of the re- 
mainder does not apply for individuals applying solely 
for medical assistance. 

(3) For aged, blind, and disabled individuals count- 
able income is determined by deducting, from gross in- 
come, amounts that would be deducted in determining 
eligibility for the state supplementary payment. 

(4) If countable income is equal to or less than the 
appropriate MNIL, the family or individual is certified 
eligible. 

(5) If countable income is greater than the appropri- 
ate MNIL, the applicant is required to spenddown the 
excess countable income for the base period. The base 
period shall be the three-month or six-month period 
which corresponds to the certification period, see WAC 
388—99—055. 

(6) Financial responsibility of relatives. 

(a) For families and children, 

(i) Income and resources of spouse or parent are con- 
sidered available to the applicant whether or not actually 
contributed if they live in the same household. 

(ii) Income and resources of spouse or parent are 
considered only to the extent of what is actually contrib- 
uted if not in same household. 

(b) For aged, blind, and disabled, see chapter 388—92 
WAC for deeming of income. 

(7) In mixed households, where more than one assist- 
ance unit exists, determine income for the AFDC related 
assistance unit according to subsection (2) of this sec- 
tion, and for the SSI related assistance unit according to 
subsection (3) of this section. 


AMENDATORY SECTION (Amending Order 2083, 
filed 3/14/84) 


WAC 388-99-030 ALLOCATION OF EXCESS 
INCOME—SPENDDOWN. (1) On initial or subse- 
quent applications previously incurred medical expenses 
are deducted from excess countable income subject to 
the following restrictions. 

(a) The medical expense must be a current liability of 
the individual or financially responsible relative in the 
same household. See WAC 388—92-025(4). 

(b) The medical expenses have not been used at any 
other time to reduce excess countable income on a med- 
ical application which resulted in eligibility. 

(c) The portion of the medical expense paid or cov- 
ered by third-party liability can not be considered to- 
ward spenddown. 

(d) Only medical services provided by practitioners 
recognized under state law will be considered. 

(2) If the incurred medical bills equal or exceed the 
excess countable income at the time of application, the 
applicant is certified eligible. 

(3) If the incurred medical bills are less than the ex- 
cess countable income, the application is not approved 
and the individual is required to spenddown the remain- 
ing excess countable income. The applicant is certified 
eligible only when excess countable income has been 
completely spentdown. Medical expenses incurred during 
the spenddown period are deducted in the following 
order: 
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(a) Medicare and other health insurance premiums, 
deductibles, coinsurance charges, enrollment fees, or 
copayments. 

(b) Expenses for necessary medical and remedial care 
not covered by the limited casualty program. 

(c) Expenses for necessary medical and remedial care 
covered by the limited casualty program which have 
been paid by the applicant. 

(d) Expenses for necessary medical and remedial care 
covered by the limited casualty program which have not 
been paid. 

(4) The applicant is responsible for providing com- 
plete documentation of incurred medical expenses within 
thirty days of the end of the base period. Once medical 
eligibility has been approved, expenses which were not 
listed or which were omitted will not be considered. Such 
expenses may be used to reduce excess countable income 
on a subsequent application provided the conditions in 
subsection (1) of this section are met. 

(5) The applicant is liable for any expenses incurred 
prior to the spenddown satisfaction date. 


AMENDATORY SECTION (Amending Order 1925, 
filed 12/15/82) 


WAC 388-99-055 CERTIFICATION. (1) Appli- 
cants in their own homes shall have a choice of a three- 
month or a six-month certification period. Once certified 
the applicant may not change the chosen certification 
period. 

(2) An applicant ((tm-own-home)) shall be certified for 
no more than six months. 

(3) An applicant who is required to spenddown shall 
be certified from the day the spenddown requirement is 
met through the last day of the three-month or six- 
month period which began with the month of 
application. 

(4) If retroactive coverage is requested at the time of 
application, a spenddown applicant shall be certified 
from the day the spenddown requirement was met 
through the last day of the three-month period which 
began up to three months prior to the month of 
application. 

(5) An application is required for any subsequent pe- 
riod of eligibility for LCP-MN. 

(6) Full-month coverage is not available during the 
first month of eligibility for persons who must establish 
eligibility by deducting incurred medical expense from 
countable income. 


(7) ((A-recipient3in a medicat facihity, other-than-a- 


€8})) All medically needy applicants shall receive in- 
dividual notification of the disposition of their 
application. 

((€33)) (8) Any change in circumstances shall be re- 
ported within twenty days to the local community serv- 
ice office. 

((€+6})) (9) Any recipient, aged, blind or disabled 
who has been terminated from SSI/SSP shall have their 
eligibility for LCP-MN determined in accordance with 
chapter 388-85 WAC. 
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WSR 85-05-017 
ADOPTED RULES 
DEPARTMENT OF 
COMMUNITY DEVELOPMENT 
[Order 84—02— Filed February 13, 1985] 


I, Chuck Clarke, deputy director of the Department of 
Community Development, do promulgate and adopt at 
the Ninth and Columbia Building, MS/GH-51, 
Olympia, Washington, the annexed rules relating to the 
utility shut-off moratorium program, chapter 365-100 
WAC, WAC 365-100—010 general purpose, 365-100— 
020 definitions, 365-100-030 applicant responsibility 
and 365—100—040 agency responsibility. 

This action is taken pursuant to Notice No. WSR 85- 
01-068 filed with the code reviser on December 18, 
1984. These rules shall take effect thirty days after they 
are filed with the code reviser pursuant to RCW 
34.04.040(2). 

This rule is promulgated under the general rule- 
making authority of the Department of Community De- 
velopment as authorized in RCW  43.63A.08A 
(43.63A.080]. 

The undersigned hereby declares that the agency has 
complied with the provisions of the Open Public Meet- 
ings Act (chapter 42.30 RCW), the Administrative Pro- 
cedure Act (chapter 34.04 RCW) and the State Register 
Act (chapter 34.08 RCW) in the adoption of these rules. 

APPROVED AND ADOPTED January 31, 1985. 

By Chuck Clarke 
Deputy Director 


AMENDATORY SECTION (Amending Order 84-02, 
filed 10/19/84) 


WAC 365-100-010 GENERAL PURPOSE. The 
following regulations are adopted pursuant to chapter 
251, Laws of 1984 for the purpose of implementing a 
moratorium on utility shut-off's during the winter. The 
legislature has determined and declared that utilities 
that supply electrical or natural gas for home heating 
cannot discontinue service for low-income households 
between November 15 and March 15 for reasons of 
nonpayment; provided the customer complies with the 
provisions of the act. 

The purpose of this chapter is to outline the conditions 
and procedures under which the department of commu- 
nity development (DCD) and ((tocatagencies)) will im- 
plement this program pursuant to chapter 251, Laws of 
1984 and its grantees. 


AMENDATORY SECTION (Amending Order 84-02, 
filed 10/19/84) 


WAC 365-100-020 DEFINITIONS. The following 
definitions shall apply to terms in chapter 251 Laws of 
1984, and/or this chapter: 

"Agency" means community action agency or other 
energy assistance program or weatherization program 
grantee of the department of community development. 

"Business days" means all days except Saturday, 
Sunday and legal holidays. 
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"n 


Client income statement" means a statement the ap- 
plicant/customer signs that acknowledges their house- 
hold gross income, their self-declared income and the 
applicants seven percent payment. The statement ac- 
knowledges whether the income is verified or unverified, 
whether the applicant/customer has applied for energy 
and weatherization assistance, and whether the utility 
company and the agency were properly notified by the 
applicant/customer. The statement also acknowledges 
that the applicant/customer agrees to enter into a pay- 
ment plan and agrees to pay the past due bill by October 
15 even if they move, to pay for continued utility service 


and agrees to apply any assistance received to the bill. 
"DSHS" means the department of social and health 


services. 

"Date of application" means the day the applicant 
customer notifies the utility of their inability to pay the 
bill. 

"Extenuating circumstances" means anything beyond 
the reasonable control of the customer. 

"Household income" means the total income of all 
household members considered for LIHEAP eligibility 
determination. 

"LIHEAP" means low-income home energy assist- 
ance program. 

"Low-income households" means households whose 
total income is no more than 125 percent of the federal 
poverty level. 

((*Notification—statement/—mrearns-a-statement—that 
verifiescincome-—celigibility,—specifies-the—seven- percent 
payment-amount;-and-acknowledges-that-the-applicant7 

1. li&ed-for-EHHEA-P-assi 


"Overdue notice" means a written notice to disconnect 
service on a given date, unless payment is made. 


(C 
bei ed household Y) 


"Seven percent payment” means a payment of 7 per- 
cent of ((regarded)) monthly income (as defined in the 
LIHEAP procedures) of the household from November 
15 through March 15. 


AMENDATORY SECTION (Amending Order 84-02, 
filed 10/19/84) 


WAC 365-100-030 APPLICANT RESPONSI- 
BILITIES. ((Upon-motification-in-person,-im-writing or 
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The applicant/customer shall notify the utility com- 


pany of the inability to pay the bill within five business 
days. Notification may be made in person, in writing or 
by telephone. The applicant/customer shall contact the 
agency within five business days from the date of notifi- 


cation to the utility to begin completing the client in- 
come statement. 


The applicant/customer shall provide the utility com- 


pany with the completed client income statement of un- 
verified income, within twenty days from the date of 
application. 

The applicant/customer may be subject to disconnec- 
tion if the client income statement of verified income is 
not returned to the utility company within forty-five 
days and no interim payment agreement has been made, 
or the household has been determined not income 
eligible. 

At the time the client income statement is submitted 
to the utility, the applicant/customer shall enter an 


agreement to pay no less than seven percent of their 


household income during the period of the utility 
moratorium. 


Prior to March, the applicant/customer and the utility 
company shall enter into an agreement with the ((utility 
compatry)) specific terms for the repayment of any ac- 
count balance. Such repayment agreement shall require 
full payment of the balance no later than October 15 of 

that year, unless other arrangements are provided by the 

utility company. The applicant/customer shall be pro- 
vided a choice between either a budget billing plan or 
equal payment plan. 


AMENDATORY SECTION (Amending Order 84-02, 
filed 10/19/84) 


WAC 365-100-040 AGENCY RESPONSIBILI- 
TIES. ((Fhe-agency-shatt provide and assist the-apph- 


the-applicant/customerdnterview:)) With the agreement 
of the local utility, the agency may use the unverified 
client income statement to expedite the process for de- 
termining client eligibility for the moratorium program. 

The agency shall provide the client income statement 
and assist the applicant/customer in completing the 
statement when applying for the moratorium program. 
If the applicant/customer contacts the agency to apply 
for the moratorium program before notifying the utility 
company of their inability to pay the bill, the agency 
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shall instruct the applicant/customer to immediately 
contact the utility. 

The agency shall also interview the applicant /cus- 
tomer for energy and weatherization assistance. 

The agency shall provide the client income statement 
of unverified income to the applicant/customer within 
twenty days from the date of application. 

The agency shall verify the applicant's/customer's in- 
come and program eligibility within forty-five days from 
the date of application. 


REPEALER 


The following section of the Washington Administra- 
tive Code is repealed: 


WAC 365-100-050 UTILITY 
RESPONSIBILITIES. 


WSR 85-05-018 
PROPOSED RULES 
DEPARTMENT OF CORRECTIONS 
[Filed February 13, 1985] 


Notice is hereby given in accordance with the provi- 
sions of RCW 34.04.025, that the Department of Cor- 
rections intends to adopt, amend, or repeal rules 
concerning Supervision—Individual work release place- 
ment, repealing WAC 275-92-407. 

The formal decision regarding adoption, amendment, 
or repeal of the rules will take place on April 1, 1985. 

The authority under which these rules are proposed is 
RCW 72.65.100. 

Interested persons may submit data, views, or argu- 
ments to this agency in writing to be received by this 
agency before March 26, 1985. 

Dated: February 7, 1985 
By: Amos E. Reed 
Secretary 


REPEALER 


The following section of the Washington Administrative Code is 
repealed: 


WAC 275-92-407 SUPERVISION—INDIVIDUAL WORK 
RELEASE PLACEMENT. 


WSR 85-05-019 
ADOPTED RULES 
DEPARTMENT OF CORRECTIONS 
[Order 85-03— Filed February 13, 1985] 


I, Amos E. Reed, secretary of the Department of 
Corrections, do promulgate and adopt at Olympia, 
Washington, the annexed rules relating to inmate mar- 
riages adult correctional facilities, adopting chapter 
137-54 WAC. 

This action is taken pursuant to Notice No. WSR 85- 
02-067 filed with the code reviser on January 2, 1985. 
These rules shall take effect thirty days after they are 
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filed with 
34.04.040(2). 

This rule is promulgated under the general rule- 
making authority of the Department of Corrections as 
authorized in RCW 72.01.090 and 72.09.050. 

The undersigned hereby declares that the agency has 
complied with the provisions of the Open Public Meet- 
ings Act (chapter 42.30 RCW), the Administrative Pro- 
cedure Act (chapter 34.04 RCW) and the State Register 
Act (chapter 34.08 RCW) in the adoption of these rules. 

APPROVED AND ADOPTED February 11, 1985. 

By Amos E. Reed 
Secretary 


the code reviser pursuant to RCW 


Chapter 137-54 WAC 
INMATE MARRIAGES ADULT CORRECTIONAL 
FACILITIES 


NEW SECTION 


WAC 137-54-010 DEFINITIONS. As used in this 
chapter, the following words have the following 
meanings: 

(1) "Institution" means an adult correctional facility 
identified in RCW 72.01.050(2) or any similar facility 
hereafter established, or a work/training release facility 
established pursuant to chapter 72.65 RCW; 

(2) "Superintendent" means the superintendent of an 
adult correctional facility identified in RCW 
72.01.050(2) or any similar facility hereafter established 
or the supervisor of a work/training release facility es- 
tablished pursuant to chapter 72.65 RCW; 

(3) "Inmate" means a person under the custody of the 
state department of corrections but does not include a 
parolee or a probationer. 


NEW SECTION 


WAC 137-54-020 ELIGIBILITY AND NOTICE. 
An inmate may marry while confined to or on furlough 
from an institution if such marriage is legally permissi- 
ble under the laws of the state of Washington. An in- 
mate must give written notice of his or her intention to 
marry. Such notice shall be given to the superintendent 
of the institution in which the inmate resides. 


NEW SECTION 


WAC 137-54-030 SUPERINTENDENT'S PRO- 
CEDURES. (1) Superintendents shall develop written 
procedures for inmate marriages. Said procedures shall 
address, but not be limited to: 

(a) The inmate's notice of intent to marry; 

(b) Requested premarriage counseling for the inmate 
and the intended spouse; 

(c) The visitation privileges between the inmate and 
intended spouse; and 

(d) The conduct of the marriage and related matters, 
giving due consideration to the requirements of security, 
safety, health, and orderliness. 

(2) Inmates will be advised of such procedures devel- 
oped by the superintendent. 
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NEW SECTION 


WAC 137-54-040 MARRIAGE CEREMONY. 
All marriage arrangements will be planned in conjunc- 
tion with and supervised by the chaplain assigned to the 
institution in which the inmate resides. When the mar- 
riage ceremony takes place within an institution the su- 
perintendent may permit outside clergy or other lawfully 
authorized persons to perform the marriage ceremony. 


WSR 85-05-020 
ADOPTED RULES 
COUNCIL ON HEARING AIDS 
[Order PL 518—Filed February 13, 1985] 


Be it resolved by the Washington State Council on 
Hearing Aids, acting at Olympia, Washington, that it 
does adopt the annexed rules relating to the fitting and 
dispensing of hearing aids, amending WAC 308-50-270 
and adding new section WAC 308—50—380. 

This action is taken pursuant to Notice No. WSR 84— 
24-070 filed with the code reviser on February 8, 1985 
[December 5, 1984]. These rules shall take effect thirty 
days after they are filed with the code reviser pursuant 
to RCW 34.04.040(2). 

This rule is promulgated pursuant to RCW 18.35.161 
and is intended to administratively implement that 
statute. 

The undersigned hereby declares that the agency has 
complied with the provisions of the Open Public Meet- 
ings Act (chapter 42.30 RCW), the Administrative Pro- 
cedure Act (chapter 34.04 RCW), and the State 
Register Act (chapter 34.08 RCW) in the adoption of 
these rules. 

APPROVED AND ADOPTED February 12, 1985. 

By Thomas S. Rees, Ph.D. 
Chairman 


AMENDATORY SECTION (Amending Order PL 
469, filed 7/3/84) 


WAC 308-50-270 UNFAIR OR DECEPTIVE 
PRACTICES, UNETHICAL CONDUCT AND UN- 
FAIR METHODS OF COMPETITION—ASSOCIA- 
TION WITH THE STATE OF WASHINGTON. A 
licensee shall not represent in any manner that (s)he is 
endorsed by or associated with the state of Washington 
or any of its administrative bodies when such is not the 
case. Nothing in this rule is to preclude the licensee from 
verifying upon request that (s)he is licensed by the state 
to engage in the fitting and dispensing of hearing aids. 


NEW SECTION 


WAC 308-50-380 UNFAIR OR DECEPTIVE 
PRACTICES, UNETHICAL CONDUCT AND UN- 
FAIR METHODS OF COMPETITION—MISREP- 
RESENTING PRODUCTS, SERVICES, 
PERSONNEL OR OTHER MATERIAL FACTS 
DURING TELEPHONE SOLICITATIONS. It shall 
be an unfair or deceptive practice, unethical conduct or 
an unfair method of competition for a licensee to make, 
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or cause to be made, any misrepresentations of products, 
services, personnel or material facts when using tele- 
phone solicitation. This shall include, but not be limited 
to, a licensee or agent of the licensee, indicating to a 
prospective purchaser that an anonymous person has re- 
ferred the purchaser's name to the licensee when such is 
not the case. 


WSR 85-05-021 
NOTICE OF PUBLIC MEETINGS 
DEPARTMENT OF 
COMMUNITY DEVELOPMENT 
[Memorandum— February 13, 1985] 


The Washington State Department of Community 
Development (DCD) will hold a public hearing to pro- 
vide public discussion of a potential change in the way 
the Department of Energy Washington state low-income 
weatherization program is administered in Skagit Coun- 
ty. Specifically, it has been requested that the local 
grantee be changed from Skagit County Community 
Action Agency to the Housing Authority of Skagit 
County. 

The hearing will be held on March 12, 1985, in 
Hearing Room A, ground floor of the Skagit County 
Administration Building, 2nd and Kincade, Mount 
Vernon, Washington. The hearing will begin promptly at 
10:00 a.m. and close at 12:00 noon, unless participation 
requires more time. 

Two typewritten copies of all oral testimony are re- 
quested. There will be a question and answer period. 
Written testimony may be submitted until 5:00 p.m. on 
Monday, March 11, 1985, to the attention of Katherine 
Friedt, Assistant Director, Division for Community Ser- 
vices, Ninth and Columbia Building, Mailstop GH-51, 
Olympia, Washington 98504-4151. 

For additional information, please contact Bruce 
Yasutake at (206) 754-1363 or Barbara Huggins at 
(206) 754-8983. 


WSR 85-05-022 
NOTICE OF PUBLIC MEETINGS 
TRANSPORTATION COMMISSION 
[Memorandum—February 13, 1985] 


The regular meetings of the Washington State Trans- 
portation Commission will be held on the third Thursday 
of each month in Room 1D2, Transportation Building, 
Olympia, Washington, at 9:30 a.m. 


WSR 85-05-023 
NOTICE OF PUBLIC MEETINGS 
WASHINGTON STATE LIBRARY 
[Memorandum—February 13, 1985] 


The Washington State Library Commission will meet 
on March 14, 1985, in the Timberland Regional Library 
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Service Center, Olympia, Washington, and on June 13, 
1985, in the meeting room of the Bellingham Public Li- 
brary, Bellingham, Washington. 


WSR 85-05-024 
ADOPTED RULES 
DEPARTMENT OF 
SOCIAL AND HEALTH SERVICES 
(Public Assistance) 
[Order 2207— Filed February 14, 1985] 


I, David A. Hogan, director of the Division of Ad- 
ministration and Personnel, do promulgate and adopt at 
Olympia, Washington, the annexed rules relating to pa- 
tient transportation, amending WAC 388-86-085, 388- 
87-010 and 388-87-035. 

This action is taken pursuant to Notice No. WSR 85- 
02-040 filed with the code reviser on December 31, 
1984. These rules shall take effect thirty days after they 
are filed with the code reviser pursuant to RCW 
34.04.040(2). 

This rule is promulgated under the general rule— 
making authority of the Department of Social and 
Health Services as authorized in RCW 74.08.090. 

The undersigned hereby declares that the agency has 
complied with the provisions of the Open Public Meet- 
ings Act (chapter 42.30 RCW), the Administrative Pro- 
cedure Act (chapter 34.04 RCW) and the State Register 
Act (chapter 34.08 RCW) in the adoption of these rules. 

APPROVED AND ADOPTED February 13, 1985. 

By David A. Hogan, Director 
Division of Administration and Personnel 


AMENDATORY SECTION (Amending Order 2155, 
filed 10/3/84) 


WAC 388-86-085 PATIENT TRANSPORTA- 
TION. (1) The department will assure the availability of 
necessary transportation for recipients to and from med- 
ical care services covered under the medical assistance 
program in accordance with the following guidelines: 

(a) "Patient transportation" shall be provided only 
when other sources of transportation are not available. 

(b) Transportation shall be provided for the least ex- 
pensive available means suitable to the recipient's medi- 
cal need. 

(c) Transportation shall be provided only to medical 
care within the local community unless necessary medi- 
cal care is not available locally. 

(2) Ambulance transportation may be provided when 
medical necessity is clearly demonstrated and the physi- 
cal condition of the recipient is such that the use of any 
other method of transportation is inadvisable. 

(3) The following policies apply to the provision of air 
ambulance transportation: 

(a) Air ambulance transportation may be provided 
when: 

(i) Necessary medical treatment is not available lo- 
cally; and 
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(ii) The emergent need for medical treatment and the 
physical condition of the recipient is such that the use of 
any other method of transportation is inadvisable. 

(b) Intrastate air ambulance transportation must be 
approved by the local medical consultant. 

(c) Out-of-state air ambulance transportation must 
be approved by the medical director, office of medical 
policy and procedure. 

(4) Cabulance transportation may be provided when 
medical necessity is clearly demonstrated and the physi- 
cal condition of the recipient is such that any less spec- 
ialized means of transportation is inadvisable. Approval 
by the local medical consultant is required. 

(5) Transportation by taxi may be provided only when 
approved by the local medical consultant. "Taxi shared 
ride service" must be utilized when transportation can be 
scheduled at least four hours in advance and the "shared 
ride service" is available in the community. 

(6) Transportation by private automobile other than 
owned by recipient is payable at rates established by the 
department when approved through the community 
service office. 


(7) Nonprofit organizations may provide transporta- 
tion for recipients in accordance with the following 
guidelines: 

a) Group or shared ride service must be utilized 
when transportation can be scheduled in advance and 
when the group or shared ride service is available 
through the nonprofit organization. 

b) Transportation using specialized equipment, such 
as wheelchairs, may be used when the medical necessity 
is clearly demonstrated and the physical condition of the 
recipient is such that any less specialized means of 
transportation is inadvisable. 

c) Transportation must 
department. 

(8) Transportation to medically necessary and covered 
services by private automobile owned by recipient is 
payable at rates established by the department under the 
following conditions: 

(a) Prior approval must be obtained from the local 
community services office unless an emergency situation 
exists; 

(b) Recipient's own automobile must be the least ex- 
pensive available means suitable to the recipient's medi- 
cal need. Other transportation will be presumed 
available if the location of medical services is not more 
than twenty miles from the recipient's home or if public 
transportation is available; 

(c) Transportation shall not be provided outside of the 
local community unless necessary medical care is not 
available locally, and transportation outside of the local 
medical community shall be to a reasonable and least 
costly location where providers are able and willing to 
provide the necessary and covered medical services. 

((€8))) (9) Transportation by intercity bus may be 
provided when approved through the local community 
service office. 

((€9))) (10) The following policies apply to the provi- 
sion of commercial air transportation: 

(a) Commercial air transportation may be provided 
when: 


be approved by the 
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(i) Transportation is medically necessary; and 

(ii) Necessary medical treatment is not available lo- 
cally; and 

(iii) The physical condition of the recipient is such 
that the use of any other method of transportation is 
inadvisable. 

(b) Intrastate commercial air transportation requires 
prior approval by the local medical consultant. 

(c) Out-of-state commercial air transportation re- 
quires prior approval through the local medical consul- 
tant and the medical director, office of medical policy 
and procedure. 

((&93)) (11) All patient transportation services pro- 
vided to recipients of the limited casualty program- 
medically indigent require approval of the local medical 
consultant. 


AMENDATORY SECTION (Amending Order 1996, 
filed 8/5/83) 


WAC 388-87-010 CONDITIONS OF PAY- 
MENT—GENERAL. (1) The department shall be re- 
sponsible for payment of service rendered to a recipient 
only when the services are within the scope of care, 
properly authorized and the recipient certified as 
eligible. 

(2) The fees and rates established by the department 
shall constitute the maximum allowable payment for ap- 
proved medical care and services provided to recipients 
by the providers, except as specified in chapter 388-86 
WAC. 

(3) When a provider of service furnishes services to an 
eligibie recipient and does not bill the department for 
services for which the department is responsible for pay- 
ment, or fails to satisfy department conditions of pay- 
ment such as prior approval and timely billing, the 
recipient is under no obligation to pay the provider. 

(4) Payment for any service furnished to a recipient 
by a provider may not be made to or through a factor 
who advances money to that provider for accounts 
receivable. 

(5) The department will not be responsible for pay- 
ment for medical care and goods and/or services provid- 
ed to a recipient enrolled in a department-contracted, 
prepaid medical plan who fails to use the provider under 
contract unless emergency conditions exist or the de- 
partment has approved payment to another provider for 
provision of a service not covered by the prepaid plan. 

(6) The department will not be responsible for pay- 
ment of that portion of medical care or services reim- 
bursable within a reasonable time by a third-party 
resource available to the recipient such as health insur- 
ance coverage, casualty insurance or when medical needs 
result from accident or injury caused by another party. 
See chapter 388-83 WAC. 

(7) Payment for care under the medical assistance or 
limited casualty-medically needy programs will be re- 
troactive for three months prior to the month of appli- 
cation provided the applicant would have been eligible 
when the care was received. The applicant need not be 
eligible at the time of actual application. Medical ser- 
vices that require approval must be approved by the 
CSO medical consultant for the retroactive period. 
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(8) Payment for care under the limited casualty pro- 
gram-medically indigent may be retroactive for seven 
days prior to the date of application if applicant is 
otherwise eligible. Medical services that require approval 
must be approved by the CSO medical consultant for the 
retroactive period. 

(9) A claim by a provider for payment for services 
rendered to a person who subsequently is determined to 
be ineligible at the time service was rendered may be 
paid under the following conditions only: 

(a) The ineligible person must have been certified as 
both financially and medically eligible, 

(b) Payment has not been made from sources outside 
the department, 

(c) A request for such payment must be submitted 
and approved by the division of medical assistance. 

(10) Payment for medically necessary services shall be 
made on the basis of usual and customary charges or the 
rates established by the department, whichever is lower. 

(11) Payment for well-baby care is not authorized 
except as provided under the EPSDT program. See 
WAC 388-86-027. 


(12) Payment for medically necessary transportation 
services, provided by nonprofit organizations may be 
based on the operating costs incurred in providing the 
service but shall not exceed the rates established by the 
department. 


AMENDATORY SECTION (Amending Order 1725, 
filed 12/3/81) 


WAC 388-87-035 PAYMENT—TRANSPOR- 
TATION FOR MEDICAL REASONS. (1) Payment 
for patient transportation shall be made for eligible in- 
dividuals according to WAC 388—86-085. 

(2) Payment for patient transportation services shall 
be made on the basis of usual and customary charges or 
the rates established by the department, whichever is 


lower. Except that, payment for patient transportation 
provided by nonprofit organizations may be made on the 
basis of the operating costs incurred in providing that 
transportation but shall not exceed the rates established 


by the department. 
(3) Methods of reimbursement and required billing 


procedures for patient transportation services shall be 
published as necessary by the division of medical 
assistance. 

(4) Providers of patient transportation services must 
show medical justification on the billing document for 
the type of transportation utilized as well as the need for 
medical care. 

(5) Ambulances, air ambulances and commercial air 
transportation services shall be licensed, operated and 
equipped in accordance with applicable federal, state 
and local statutes, ordinances and regulations. 

(6) Cabulances shall be operated and equipped in ac- 
cordance with minimum requirements established by the 
division of medical assistance and other applicable stat- 
utes, ordinances and regulations. 

(7) Taxi and bus transportation services shall be op- 
erated and equipped in accordance with state and local 
statutes, ordinances and regulations. 
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(8) Vehicles utilized by nonprofit organizations to 
provide transportation services shall be operated and 
equipped in accordance with minimum requirements es- 
tablished by the division of medical assistance and other 
applicable statutes, ordinances, and regulations. 


WSR 85-05-025 
ADOPTED RULES 
DEPARTMENT OF REVENUE 
[Order PT 85-1—Filed February 15, 1985] 


I, A. N. Shinpoch, director of revenue, do promulgate 
and adopt at Olympia, Washington, the annexed rules 
relating to: 


Amd WAC 458-16-110 Applications—Who must file, filing re- 
quirement, application forms, what cov- 
ered, filing fee, financial statement, 
evidence of timely filing. 

Amd WAC 458-16-111 Filing fees, penalties and refunds. 

Amd WAC 458-16-130 Real property sold or acquired by prop- 
erty owner deemed to be exempt. 

Amd WAC 458-16-150 Cessation of use—Taxes collectible. 

Amd WAC 458-16-210 Nonprofit, nonsectarian organizations. 

Amd WAC 458-16-220 Church camps. 

Amd WAC 458-16-230 Character building organizations. 

Amd WAC 458-16-240 Veterans organizations. 

Amd WAC 458-16-260 Day care centers, libraries, orphanages, 
homes for the aged, homes for sick or 
infirm, hospitals. 

Amd WAC 458-16-270 Schools and colleges. 

Amd  WAC 458-16-280 Art, scientific and historical collec- 
tions—Fire companies—Humane 
societies. 

Amd  WAC 458-16-282 Musical, dance, artistic, dramatic and 


literary associations. 


This action is taken pursuant to Notice No. WSR 85- 
02-060 filed with the code reviser on January 2, 1985. 
These rules shall take effect thirty days after they are 
filed with the code reviser pursuant to RCW 
34.04.040(2). 

This rule is promulgated pursuant to RCW 84.36.865 
and is intended to administratively implement that 
statute. 

This rule is promulgated pursuant to RCW 84.36.865 
which directs that the Department of Revenue has au- 
thority to implement the provisions of chapter 84.36 
RCW. 

The undersigned hereby declares that the agency has 
complied with the provisions of the Open Public Meet- 
ings Act (chapter 42.30 RCW), the Administrative Pro- 
cedure Act (chapter 34.04 RCW) and the State Register 
Act (chapter 34.08 RCW) in the adoption of these rules. 

APPROVED AND ADOPTED February 15, 1985. 

By Trevor W. Thompson 
Assistant Director 


AMENDATORY SECTION (Amending Order PT 81- 
7, filed 2/11/81) 
WAC 458-16-110 APPLICATIONS—WHO 


MUST FILE, FILING REQUIREMENT, APPLICA- 
TION FORMS, WHAT COVERED, FILING FEE, 
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FINANCIAL STATEMENT, EVIDENCE OF TIME- 
LY FILING. All foreign national governments, ceme- 
teries, nongovernmental nonprofit corporations, 
organizations, and associations, and soil and water con- 
servation districts seeking exemption from ad valorem 
property taxation under the provisions of chapter 84.36 
RCW shall make application for exemption with the 
State of Washington Department of Revenue General 
Administration Building, Olympia, WA 98504. 
(1) Initial. applications((; 
)) for exemption shall be filed on or 


before March 31 ((in-the-assessment-ycar-for-which-ex- 
emptron-iscsought-with-the-department-of-revenue-—Ap- 


plticatrons—received—after—March—31—but—prior—to 
December-3+)) or within sixty days of the date of ac- 
quisition or conversion to an exempt use. Renewal appli- 


cations and annual recertifications shall be filed on or 
before March 31. 

Initial and renewal applications and recertifications 
received after the due date are subject to late filing pen- 
alties. The department of revenue shall allow a reason- 
able extension of time for filing upon written request 
filed on or before the required filing date and for good 


cause shown. 
(a) Initial applications: ((An)) The original ((clatm 
)) appli- 
cation an organization files or an application by such or- 
ganization for additional property not currently claimed 
for exemption.—Fee due. 
(b) Renewal application: ((Addittonat-property-chaims 


renewal)) The claim for continued exemption filed every 
fourth year after the latest initial application.—Fee due. 


(c) Recertifications: A certification on department of 
revenue forms, that the use and exempt status of the real 
and personal property ((owned)) claimed by the exempt 
organization has not changed.—No fee due. 

All initial and renewal applications and recertifica- 
tions for exemption shall be filed on forms prescribed by 
the department of revenue and shall be signed by an 
authorized agent. On or before January 1 of each ((as- 
sessment)) year the department shall mail the ((ap- 
proved)) forms to each legal owner that was granted an 
exemption for the previous ((assessment)) year. Appli- 
cations shall be available from ((any)) the department of 
revenue ((office)) or from ((atry)) the county assessor's 
office. No property shall be granted an exempt status 
without the owner first filing for exemption, for the spe- 
cific property for which exemption is sought((;—and)). 
The filing shall be due regardless of whether ((or-mot)) 
the legal owner has received forms for exemption from 
the department. 

To retain exempt status, applicants except nonprofit 
cemeteries must file a renewal application on or before 
March 31 of ((the)) every fourth year following the date 
of the initial application ((amd-on-or-before-Nfarch31-of 

)). When an applicant previ- 
ously granted exemption acquires or otherwise converts 
real property to exempt status, such applicant shall file 
((a-renewat)) an initial application within sixty days fol- 
lowing the conversion of such real property to exempt 
status without penalty. Failure to file ((a-renewat)) an 
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initial application within sixty days of conversion of such 
real property to exempt status shall result in a late filing 
penalty. See WAC 458-16-111 for computation of 
penalty. 

In the years renewal applications are not due, an ap- 
plicant previously granted exemption shall annually file a 
recertification: PROVIDED, That when the annual filing 
has not been made by March 31, the ten dollars per 
month filing penalty will apply to the date the applica- 
tion is completed. ((When-the)) Failure to file an annual 
claim (( 
tron-witHapse)) will result in a taxable determination for 
current year taxes. 

(2) The property covered by each application for 
property tax exemption((;or-renewatthereof;)) shall in- 
clude all the real and personal property which is contig- 
uous, and which is used as a homogeneous unit. 

(a) The term "homogeneous unit" means property 
under the control of a single applicant, the operation and 
use of which is integrated with and directly related to 
the activity of the entity seeking exemption. 

(b) The term "contiguous" means all property which 
is geographically one unit without separation except for 
separations caused by public streets and roads. 

Examples: 

A church owns a single piece of property upon which 
is constructed a church, parsonage, and elementary 
school. All three buildings are owned by the church and 
constitute a homogeneous unit in that they are integrat- 
ed with and directly related to the activities of the 
church. This requires only one application because the 
property is geographically contiguous and is a homoge- 
neous unit. 

O corporation, the supervising entity of a nonprofit 
recognized religious denomination, holds title to five 
separate units in a county. The operation of each church 
unit is integrated with the activity of and supervised by 
O. To properly apply for an exemption for these five 
church units O would be required to file a separate ap- 
plication for each church unit as they are geographically 
separate. 

No application shall be acted upon until complete. To 
be complete (( I I i 


ified)) an ap- 
plicant must have on file with the department of revenue 
copies of their articles of incorporation and all amend- 
ments and a copy of their current bylaws. All initial ap- 
plications must be accompanied by an accurate map 
identifying by dimension the use or proposed use of all 
areas including building sites, parking, landscaping, and 
vacant areas from which an accurate determination for 
exemption or a segregation for partial exemption can be 
made. Legal descriptions and county parcel numbers 
must also be provided. The department of revenue will 
not act on any application until all fees and penalties 


have been submitted. 

Organizations claiming exemption under RCW 84.36- 
.030 through ((84:36:060)) 84.36.480 are required to 
provide financial information to the department of reve- 
nue upon request. 
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Property leased may be claimed by the lessor or les- 
see, provided the lessee has permission of the lessor to 
claim exemption. Property claimed by the lessee must be 
specifically identified by owner and location of the prop- 
erty. Claims for leased property must be accompanied 
by a complete copy of the lease agreement. 

The department of revenue shall have access to all 
books and records necessary to determine if the require- 
ments for exemption have been complied with. The de- 
partment of revenue shall have the authority to request 
additional information relevant to the claim for exemp- 
tion as the department deems necessary. 


AMENDATORY SECTION (Amending Order PT 81- 
7, filed 2/11/81) 


WAC 458-16-111 FILING FEES, PENALTIES 
AND REFUNDS. Filing fee: 

The filing fee of $35.00 shall be collected before the 
department of revenue considers either an initial or re- 
newal application (as defined in WAC 458-16-110) for 
property tax exemption. 

Late penalties: 

A late filing penalty of $10.00 per month or portion of 
a month shall be collected before the department of rev- 
enue will consider any claim for property tax exemption 
when the completed claim is not filed by the due date. 
( : : ; f 
plication identify fpi or e mnn E Oed m aii 
fees and. peratties-that may be-duc- The due date T 
A $ BE He oe year unless HI T n 


acquisition—date.)) Late filing penalties are computed 
from the date the filing should have been made to the 
date the claim was received. The department will allow a 
two-week period in writing when notifying applicants of 
late filing penalties needed. Applicants not completing 
the application in the period allowed, must be assessed 
late filing penalties to the date all fees are received. Ap- 
plications for current and previous years' taxes may be 
accepted if the applicant provides proof the property was 
used for exempt purposes and the initial filing fees and 
late filing penalties are submitted for the period the ap- 
plication for exemption should have been filed to the 


date the application is completed. 
Refunds: 


Fees and penalties will be refunded if: 

(1) A duplicate claim for the same property is filed by 
the same legal owner for the same ((assessment)) year. 

(2) A claim is improperly received by the department 
of revenue and it has no authority to consider it. (Ex- 
ample: Claim filed by government entity.) 

(3) A request for withdrawal of the application for 
exemption is received in writing prior to the department 
issuing a determination. The request shall include a 
signed statement clearly withdrawing the claim for ex- 
emption. The person requesting the withdrawal must be 
the same person who signed the application or another 
person authorized by the legal owner. 

The department of revenue has no authority to refund 
fees or penalties after a determination is issued. 
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AMENDATORY SECTION (Amending Order PT 83- 
5, filed 9/14/83) 


WAC 458-16-130 REAL PROPERTY SOLD OR 
ACQUIRED BY PROPERTY OWNER DEEMED TO 
BE EXEMPT. As required by RCW 84.36.855, real 
property which is transferred or converted by an exempt 
body to taxable ownership or use or which is no longer 
exempt for any reason shall be subject to a prorata por- 
tion of taxes allocable to that property for the remaining 
portion of that year, after the date of the execution of 
the instrument of sale, contract or exchange, or the con- 
version to a taxable use or the date the property is no 
longer exempt as provided in RCW 84.40.350 through 
84.40.390. Real property exempted pursuant to RCW 
84.36.030, 84.36.037, 84.36.040, 84.36.050 and 84.36- 
.060 is also subject to the provisions of RCW 84.36.810. 

When any property owner determined to be, or could 
be, exempt under chapter 84.36 RCW acquires owner- 
ship of real property which was in other ownership as of 
January | or converts real property from a taxable to an 
exempt use must apply for and provide proof that under 
the specific RCW section and appropriate WAC, the 
property is entitled to exemption or continued exemption 
from time of transfer or conversion. (( izati 


T6—HH-and-RC€W-84-36:825-)) 

When organizations acquire or convert real property 
to an exempt use, the property will upon approval of the 
application for exemption, be entitled to a cancellation 
or refund of the taxes or the prorata portion of taxes 
payable for the remaining portion of the year from the 
date of acquisition or conversion plus exemption for the 
following year. If the taxes have been paid or if the tim- 
ing of granting the exemption requires it, the department 
of revenue will reconvene the June session of the county 
board of equalization, under the provisions of RCW 84- 
.56.400, in order to cancel the taxes and/or to institute a 


refund as provided in chapter 84.69 RCW. 


AMENDATORY SECTION (Amending Order PT 83- 
5. filed 9/14/83) et 


WAC 458-16-150 CESSATION OF USE— 
TAXES COLLECTIBLE. Upon cessation of any use 
exempted under RCW 84.36.030, 84.36.037, 84.36.040, 
84.36.050 and 84.36.060, the taxes that would have been 
paid had the property not been exempt during the three 
years preceding, or for the life of the exemption, if such 
be less than three years, shall be collectible. 

If the property has been exempt for more than ten 
years the rollback will not be implemented. 

The property owner, county assessor, or any other 
public official having information or knowledge of any 
change in use, including lease or rental of all or a part of 
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such properties, which may constitute cessation of use, 
shall notify the department of any such changes in use 
which may be brought to their attention. The depart- 
ment shall notify the current property owner, and the 
legal owner previously granted exemption, of the report- 
ed change in use and shall examine the property to de- 
termine if the reported change has taken place. The 
property owner shall have 30 days from the time of no- 
tification by the department to submit any information 
which may be relevant to the question of changing use. 

The department shall determine, upon the information 
supplied by the assessor or the public official, the prop- 
erty owner, or from the inspection of the property, 
whether such a cessation of use as warrants the rollback 
has occurred. 

The county treasurer, upon notification from the de- 
partment of revenue, shall compute the taxes payable, 
together with interest, at the same rate and computed in 
the same manner as that upon delinquent property taxes. 
The tax shall be distributed by the county treasurer in 
the same manner as ((the-current-ycars)) taxes ((are)) 
were distributed for those years that taxes would have 
been paid if the property had not been exempt. The in- 


terest shall be placed in the county current expense fund. 
If such a cessation of use involves a portion of the total 
property, the taxes collectible shall attach to only that 
portion affected. The rollback will be implemented only 
upon transfer of the property or when 51% or more of 
the property has ceased to qualify for exemption. The 
percentage of nonqualifying use will be determined sep- 
arately for the land and improvements. 

If the cessation of use resulted solely from one of the 
six conditions identified as (3)(a) through (f) in RCW 
84.36.810, the provisions of this section shall not apply. 

Lease or rental of all or part of such properties may 
constitute a cessation of use and knowledgeable authori- 
ties should report same to the department of revenue. 

"Relocation of the activity" means the use of another 
location or site for the same activity that was carried on 
at the original site to the extent that it is a new location 
or site, or it is an existing site whose facilities have ex- 
panded to accommodate the relocated activity. 

Property exempted for an intended use, but never put 
to such use will be subject to a rollback for the life of 
the exemption when sold or put to a disqualifying use, or 
when it is determined the intended use will not be 
achieved. 


AMENDATORY SECTION (Amending Order PT 83- 
5, filed 9/14/83) 


WAC 458-16-210 NONPROFIT, NONSECTAR- 
IAN ORGANIZATIONS. (1) The real and personal 
property owned by nonsectarian organizations is exempt 
from taxation, provided that: ((££)) (a) The organiza- 
tion is nonprofit and is organized and conducted primar- 
ily for nonsectarian purposes, ((€2})) (b) the property is 


((sotety)), except as provided in RCW 84.36.805 and 


subsections (2) and (4) of this section, used((or-to the 
extent-used;)) for character—building, benevolent, pro- 


tective or rehabilitative social services directed at per- 
sons of all ages, and (((33)) (c) if these organizations 
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were not conducting these activities the government 
would provide this service. 

These are the primary uses and the word "fraternal" 
is not among them, therefore, organizations whose main 
function is fraternal would not qualify under this section. 

This exemption extends to property of nonprofit, non- 
sectarian organizations which are used for benevolent, 
protective or rehabilitative social services and those 
which are actually related to those purposes. If any por- 
tion of the property of the organization is used for com- 
mercial rather than nonsectarian purposes, that portion 
must be segregated and taxed. Thrift store operations, 
restricted to the sale of "donated merchandise" will not 
jeopardize the exemption if the claimant can verify the 
proceeds are directed to an exempt purpose. 

Organizations claiming exemption on property used to 
provide short-term emergency shelter to homeless per- 
sons will upon request provide complete financial infor- 
mation regarding the claimed property, and will also 
provide the policy used in screening clients, the maxi- 
mum term of stay, the fee schedule and the number of 
persons housed. 


(2) The loan or rental of the property does not subject 


the property to tax if (a) the rents and donations re- 


ceived for the use of the portion of the property are rea- 
sonable and do not exceed the maintenance and 
operation expenses attributable to the portion of the 
property loaned or rented, and (b) the property would be 
exempt from tax if owned by the organization to which 
it is loaned or rented. (RCW 84.36.805) Maintenance 
and operating expenses means those items of rental ex- 
pense as allowed and defined generally accepted ac- 
counting principles. 

(3) Programs provided under a personal service con- 
tract will not jeopardize the exemption if the following 
conditions are met: 

(a) The contract is written to clearly reflect all re- 
ceipts and expenses are to be administered by the ex- 
empt organization. 

(b) The financial records of the exempt organization 
will identify all receipts and expenses of the programs. 

(c) The program is compatible and consistent with the 
purposes of the exempt organization. 

d) A summary of all receipts and expenses of the 
program will be provided to the department upon 
request. 

Programs provided under a personal service contract, 
whereby the contractor will reimburse the organization 
for expenses pertaining to the program will be viewed as 
a rental agreement between the exempt organization and 
an individual or for profit user and will subject that por- 
tion of property to tax. 

(4) The use of the property for fund-raising activities 
sponsored by the exempt organization does not subject 
the property to tax if the fund-raising activities are con- 
sistent with the purposes for which exemption is granted. 
The term "fund raising" means any revenue-raising ac- 
tivity limited to less than five days in length including 
but not limited to art auctions, use of the property by 
professional organizations for conferences, seminars, or 
other activities which enhance the reputation of the 
organization. 
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AMENDATORY SECTION (Amending Order PT 77- 
2, filed 5/23/77) 


WAC 458-16-220 CHURCH CAMPS. The prop- 
erty owned by a nonprofit church or an organization or 
association comprised solely of churches or their quali- 
fied representatives which is, except as provided in RCW 
84.36.805 and subsections (1) and (3) of this section, 
used exclusively or jointly used for organized and super- 
vised recreational or educational activities and church 
purposes as related to such camp facilities are exempt 
from ad valorem taxation up to a maximum of 200 acres 
as selected by the church, including buildings and other 
improvements thereon. 


((Fhetentatortease-of such property shat not muttify 


P: Hi r - Ec > 
eration-and-maintenance-of-the-property:)) (1) The loan 
or rental of the property does not subject the property to 
tax if (a) the rents and donations received for the use of 
the portion of the property are reasonable and do not 
exceed the maintenance and operation expenses attribut- 
able to the portion of the property loaned or rented; and 
(b) the property would be exempt from tax if owned by 
the organization to which it is loaned or rented. (RCW 
84.36.805) Maintenance and operating expenses means 
those items of rental expense as allowed and defined in 
generally accepted accounting principles. 

(2) Programs provided under a personal service con- 
tract will not jeopardize the exemption if the following 
conditions are met: 

(a) The contract is written to clearly reflect all re- 
ceipts and expenses are to be administered by the ex- 
empt organization. 

(b) The financial records of the exempt organization 
will identify all receipts and expenses of the programs. 

(c) The program is compatible and consistent with the 
purposes of the exempt organization. 

(d) A summary of all receipts and expenses of the 
program will be provided to the department upon 
request. 

Programs provided under a personal service contract, 
whereby the contractor will reimburse the organization 
for expenses pertaining to the program will be viewed as 
a rental agreement between the exempt organization and 
an individual or for profit user and will subject that por- 
tion of property to tax. 

(3) The use of the property for fund-raising activities 
sponsored by the exempt organization does not subject 
the property to tax if the fund-raising activities are con- 
sistent with the purposes for which exemption is granted. 
The term "fund raising" means any revenue-—raising ac- 
tivity limited to less than five days in length including 
but not limited to art auctions, use of the property by 
professional organizations for conferences, seminars, Or 
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other activities which enhance the reputation of the 


organization. 
It shall be the burden of the organization owning the 


property to insure that the lessee abides by the terms of 
the statute under which the exemption is obtained and 
provide evidence of compliance upon request. 


AMENDATORY SECTION (Amending Order PT 77- 
2, filed 5/23/77) 


WAC 458-16-230 CHARACTER BUILDING 
ORGANIZATIONS. (1) Property, including buildings 
and improvements required for the maintenance and 
safeguarding of such property, which is owned by or- 
ganizations and associations engaged in character build- 
ing of boys and girls under eighteen years of age, is 
exempt from taxation to the extent that it is, except as 
provided in RCW 84.36.805 and subsections (2) and (4) 
of this section, solely used, or to the extent used, for 
such purposes and uses: PROVIDED, That ((€4)) (a) 
the group is nonprofit, and ((€2))) (b) the purposes of 
the group are for the general good and its properties are 
devoted to the general public benefit. Only that property 
solely used is exempt, and property used for other pur- 
poses, whether commercial or otherwise, must be segre- 
gated and taxed. 

If the existing charters of such organizations or asso- 
ciations provide for services to boys and girls up to the 
age of twenty-one years, then such organizations or as- 
sociations shall be deemed qualified under this rule. 


(UIT Ten Or propery OFIOENDE papt inter firs 


eration-and-maintenance-of-the-property:)) (2) The loan 
or rental of the property does not subject the property to 
tax if (a) the rents and donations received for the use of 
the portion of the property are reasonable and do not 
exceed the maintenance and operation expenses attribut- 
able to the portion of the property loaned or rented; and 
(b) the property would be exempt from tax if owned by 
the organization to which it is loaned or rented. (RCW 
84.36.805) Maintenance and operating expenses means 
those items of rental expense as allowed and defined in 
generally accepted accounting principles. 

(3) Programs provided under a personal service con- 
tract will not jeopardize the exemption if the following 
conditions are met: 

(a) The contract is written to clearly reflect all re- 
ceipts and expenses are to be administered by the ex- 
empt organization. 

(b) The financial records of the exempt organization 
will identify all receipts and expenses of the programs. 

(c) The program is compatible and consistent with the 
purposes of the exempt organization. 

(d) A summary of all receipts and expenses of the 
program will be provided to the department upon 
request. 
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Programs provided under a personal service contract, 
whereby the contractor will reimburse the organization 
for expenses pertaining to the program will be viewed as 
a rental agreement between the exempt organization and 
an individual or for profit user and will subject that por- 
tion of property to tax. 

(4) The use of the property for fund-raising activities 
sponsored by the exempt organization does not subject 
the property to tax if the fund-raising activities are con- 
sistent with the purposes for which exemption is granted. 
The term "fund raising" means any revenue raising ac- 
tivity limited to less than five days in length including 
but not limited to art auctions, use of the property by 
professional organizations for conferences, seminars, or 
other activities which enhance the reputation of the 
organization. 


AMENDATORY SECTION (Amending Order PT 77- 
2, filed 5/23/77) 


WAC 458-16-240 VETERANS ORGANIZA- 
TIONS. (1) Property of veterans organizations, which 
are recognized by the department of defense and nation- 
ally chartered, are exempted from taxation. To qualify, 
these organizations shall have as their general purpose 
and objectives; (({4))) (a) the preservation of war mem- 


ories and associations, and (((2))) (b) consecration of 


their efforts toward mutual helpfulness and patriotic or 


community services. (CFhe-exemption-is-mot-lost-if-the 


1947))) To be exempt the property must be, except as 
provided in RCW 84.36.805 and subsections (2) and (4) 
of this section, used for the purposes and objectives of 
the organization. 

(2) The loan or rental of the property does not subject 


the property to tax if (a) the rents and donations re- 


ceived for the use of the portion of the property are rea- 
sonable and do not exceed the maintenance and 
operation expenses attributable to the portion of the 
property loaned or rented; and (b) the property would be 
exempt from tax if owned by the organization to which 
it is loaned or rented. (RCW 84.36.805) Maintenance 
and operating expenses means those items of rental ex- 
pense as allowed and defined in generally accepted ac- 
counting principles. 


3) Programs provided under a personal service con- 


tract will not jeopardize the exemption if the following 
conditions are met: 

(a) The contract is written to clearly reflect all re- 
ceipts and expenses are to be administered by the ex- 
empt organization. 

(b) The financial records of the exempt organization 
will identify all receipts and expenses of the programs. 
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(c) The program is compatible and consistent_with the 
purposes of the exempt organization. 

(d) A summary of all receipts and expenses of the 
program will be provided to the department upon 
request. 

Programs provided under a personal service contract, 
whereby the contractor will reimburse the organization 
for expenses pertaining to the program will be viewed as 
a rental agreement between the exempt organization and 
an individual or for profit user and will subject that por- 
tion of property to tax. 

(4) The use of the property for fund-raising activities 
sponsored by the exempt organization does not subject 
the property to tax if the fund-raising activities are con- 
sistent with the purposes for which exemption is granted. 
The term "fund raising" means any revenue-raising ac- 
tivity limited to less than five days in length including 
but not limited to art auctions, use of the property by 
professional organizations for conferences, seminars, or 
other activities which enhance the reputation of the 
organization. 


AMENDATORY SECTION (Amending Order PT 83- 
5, filed 9/14/83) 


WAC 458-16-260 DAY CARE CENTERS, LI- 
BRARIES, ORPHANAGES, HOMES FOR THE 
AGED, HOMES FOR SICK OR INFIRM, HOSPI- 
TALS. Buildings, grounds, and other real and personal 
property to the extent used, except as provided for in 
RCW 84.36.805 and subsections (8) and (10) of this 
section, by the following institutions are exempt from 
taxation: 

(1) Day care centers, as defined by RCW 74.15.020; 

(2) Preschools; 

(3) Free public libraries; 

(4) Orphanages and orphan asylums; 

(5) Homes for the aged; 

(6) Homes for the sick or infirm; 

(7) Hospitals for the sick including any portion of the 
hospital building or other buildings used as a nurse's 
home or residence for hospital employees, or operated as 
a portion of the hospital unit. 


the-state-)) 

Any portion of property owned by an organization 
which is used in a manner not furthering the purposes of 
the institution, (for example, hospital property used by a 
physician for private practice) must be segregated and 
taxed. (AGO 7-3-1935) 

Property owned by an organization exempt under this 
rule which is irrevocably dedicated to the purposes of the 
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organization is included in this exemption: PROVIDED, 
That the organization can evidence irrevocable intent to 
put the property to a qualifying use. The forms of proof 
set forth in WAC 458-16-200 may be utilized for this 
purpose. To be exempted, the property must be in use or 
under construction which is designed for use. 

The superintendent or manager of the organization 
claiming exemption under this statute shall allow the 
department of revenue access to the books and records of 
the organization and shall make, under oath, a report to 
the department showing that the income and receipts 
thereof, including donations to it, have been applied to 
the actual expenses of operating and maintaining it, or 
for its capital expenses and to no other purposes, also 
including a statement of the receipts and the disburse- 
ments of said organization. 

(( 
tion;—or—association—exempted imder—the—provistons—of 

a es )) 
An exemption may be granted to the real or personal 
property leased or rented by any organization, corpora- 
tion, or association exempted under the provisions of 
RCW 84.36.040 and used exclusively by it: PROVID- 
ED, That the benefit of the exemption inures to the user. 
Such property must be specifically identified as leased in 
filing for exemption. 

For the purposes of this rule a "hospital" is an organ- 
ization primarily engaged in providing medical, surgical, 
nursing and/or related health care services in the pre- 
vention, diagnosis or treatment of human disease, pain, 
injury, disability, deformity or physical condition, or 
mental illness or retardation, and the equipment and fa- 
cilities used by such organization to deliver such services 
on an inpatient basis. This definition shall include any 
portion of a hospital building, or other buildings used in 
connection therewith, and the equipment therein, oper- 
ated as a portion of the hospital unit, or used as a resi- 
dence for persons engaged or employed in the operation 
of a hospital. 

(8) The loan or rental of this property does not sub- 
ject the property to tax if (a) the rents and donations 
received for the use of the portion of the property are 
reasonable and do not exceed the maintenance and op- 
eration expenses attributable to the portion of the prop- 
erty loaned or rented; and (b) the property would be 
exempt from tax if owned by the organization to which 
it is loaned or rented. (RCW $84.36.805) Maintenance 
and operating expenses means those items of rental ex- 
pense as allowed and defined in generally accepted ac- 
counting principles. 

(9) Programs provided under a personal service con- 
tract will not jeopardize the exemption if the following 
conditions are met: 

(a) The contract is written to clearly reflect all re- 
ceipts and expenses are to be administered by the ex- 
empt organization. 

(b) The financial records of the exempt organization 
will identify all receipts and expenses of the programs. 

(c) The program is compatible and consistent with the 
purposes of the exempt organization. 


, 
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(d) A summary of all receipts and expenses of the 
program will be provided to the department upon 
request. 

Programs provided under a personal service contract, 
whereby the contractor will reimburse the organization 
for expenses pertaining to the program will be viewed as 
a rental agreement between the exempt organization and 
an individual or for profit user and will subject that por- 
tion of property to tax. 

(10) The use of the property for fund-raising activi- 
ties sponsored by the exempt organization does not sub- 
ject the property to tax if the fund-raising activities are 
consistent with the purposes for which exemption is 
granted. The term "fund raising" means any revenue— 
raising activity limited to less than five days in length 
including but not limited to art auctions, use of the 
property by professional organizations for conferences, 
seminars, or other activities which enhance the reputa- 
tion of the organization. 


AMENDATOR Y SECTION (Amending Order PT 83- 
5, filed 9/14/83) 


WAC 458-16-270 SCHOOLS AND COLLEGES. 
The property owned or used by any nonprofit school or 
college within this state shall be exempt to the extent 
that: 

(1) The property is used ((sotety)) for educational 
purposes, or (( ; 


auditorium;)) cultural or art educational programs as 
defined in RCW 82.04.4328. The term "educational 
purposes" includes systematic instruction in any and all 
branches of learning from which a substantial public 
benefit is derived. In addition, the term "educational 
purposes" includes all purposes which seek to promote 
education. 

(2) The real property so exempt shall not exceed four 
hundred acres in extent and except as provided in RCW 
84.36.805 and subsections (6) and (8) of this section 
shall be used exclusively for college or campus purposes. 
College or campus purposes shall be construed to mean 
that the need for such property would be nonexistent, 
but for the presence of such school or college and 
((which-are)) the property is principally designed to fur- 
ther the educational functions of such college or schools. 
As used in this subsection, the term "educational func- 


tions" means any function, action, or activity sponsored 
by the nonprofit school, which promotes education or 
advances educational purposes. 


(3) Institutions claiming exemption for property 
which is not a portion of the main campus must provide 
in detail when requested by the department of revenue: 

(a) The courses taught on site; 

(b) A calendar of uses; and 

(c) The number of students participating on site. 


((Property-unmaintained-and-onty-scldom-used-must 
be-segregated-and-taxed; 


€G3)) (4) The institution must be open to all persons 
on equal terms. However, there is no limitation on the 
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types of courses which the institution may offer. (( 


, 


(5) For purposes of this exemption, "schools and col- 
leges" will mean (a) those nonprofit educational institu- 
tions which are either accredited by the state or whose 
students and credentials are accepted without examina- 
tion by schools and colleges established under Title 28A 
or 28B RCW and which offer to students an educational 
program of a general academic nature, or (b) those non- 


profit institutions ((which-are privately endowed-under-a 


general-academic-program;-and-mot-endowed-under-a 
iced-of meluded-in-thi ion A€ 
458—-20—H4) 


Reat)) meeting the following criteria: 

(i) It must have a definable curriculum for a specific 
group with definable and measurable outcomes; 

(ii) It must have a qualified and/or certified faculty; 

(iii) It must have facilities and equipment that are 
designed for the primary purpose of the educational 
program; 

(iv) It must have an attendance specification; 

(v) It must have a schedule or course of study sup- 
porting the instructional curriculum; 

(vi) It must have accreditation or recognition by a 
professional association. 

(6) The loan or rental of the property does not subject 
the property to tax if (a) the rents and donations re- 
ceived for the portion of the property are reasonable and 
do not exceed the maintenance and operation expenses 
attributable to the term and portion of the property 
loaned or rented; and (b) the property would be exempt 
from tax if owned by the organization to which it is 
loaned or rented. (RCW 84.36.805): PROVIDED, 
HOWEVER, That the loan or rental of school or college 
property to other nonprofit organizations, for periods of 
less than fifteen days shall not be subject to the restric- 
tions of this subsection so long as all income received 
therefrom is devoted exclusively to the support and 
maintenance of the school or college. Maintenance and 
operating expenses means those items of rental expense 

as allowed and defined in generally accepted accounting 


principles. Property of ((1rstrtutions-exempted-under-this 
rule-which-is)) nonprofit schools owned, controlled, rent- 


ed or leased for the purpose of deriving revenue from it, 
shall not be exempt and must be segregated and taxed 
whether or not such revenue is devoted to educational 
purposes. ((&GO5—-t0—-1944. Wilson's Modern Business 
a :)) For 
purposes of this subsection the term "revenue" means 
income received by the school or college for the loan, 
lease, or rental of its property when such income exceeds 
the amount of the maintenance and operation expenses 
attributable to the term and portion of the property 
loaned or rented. 
(7) Programs provided under a personal service con- 
tract will not jeopardize the exemption if the following 


conditions are met: 
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(a) The contract is written to clearly reflect all re- 
ceipts and expenses are to be administered by the ex- 
empt organization. 

(b) The financial records of the exempt organization 
will identify all receipts and expenses of the programs. 

(c) The program is compatible and consistent with the 
purposes of the exempt organization. 

(d) A summary of all receipts and expenses of the 
program will be provided to the department upon 
request. 

Programs provided under a personal service contract, 
whereby the contractor will reimburse the organization 
for expenses pertaining to the program will be viewed as 
a rental agreement between the exempt organization and 
an individual or for profit user and will subject that por- 
tion of property to tax. 

(8) The use of the property for fund-raising activities 
sponsored by the exempt organization does not subject 
the property to tax if the fund-raising activities are con- 
sistent with the purposes for which exemption is granted. 
The term "fund raising" means any revenue raising ac- 
tivity limited to less than five days in length including 
but not limited to art auctions, use of school property by 
professional organizations for conferences, seminars, or 
other activities which enhance the reputation of the 
school or college, or the use of school property for any 


educational purpose. 
(9) Institutions claiming exemption within this rule 


shall allow the department of revenue access to all books 
and records of the institution and shall annually make, 
under oath, a report to the department showing that the 
income and receipts thereof, including donations to it, 
have been applied to the actual expenses of operating 
and maintaining it or for capital expenses for endow- 
ments, the income of which shall be used for the opera- 
tion, maintenance or capital expenditures and to no 
other purpose, also including a statement of the receipts 
and disbursements of said organization. In addition, in- 
stitutions claiming exemption under this rule shall sub- 
mit a list of all property claimed to be exempt, the 
purpose for which it is used, the revenue derived from it 
during the preceding year, the use to which the revenue 
was applied, the number of students in attendance at the 
institution, the total revenues of the institution and the 
source from which they were derived, and the purposes 
to which such revenues were applied, giving the items of 
such revenues and expenditures in detail. 


AMENDATORY SECTION (Amending Order PT 81- 
13, filed 10/8/81) 


WAC 458-16-280 ART, SCIENTIFIC AND 
HISTORICAL COLLECTIONS—FIRE COMPA- 
NIES—HUMANE SOCIETIES. (1) All art, scientific, 
or historical collections, together with all real and per- 
sonal property used exclusively, except as provided in 
RCW 84.36.805 and subsections (4) and (6) of this sec- 


tion, for the safekeeping, maintaining or exhibiting of 
such, which are maintained or exhibited for the general 
public and not for profit, shall be exempt from taxation 
under the following conditions: 
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(a) Such organization must be organized and operated 
exclusively for artistic, scientific, historical, literary or 
educational purposes, and 

(b) Receive a substantial part of its income (exclusive 
of income received in the exercise or performance by 
such organization of its purpose or function) from the 
United States, any state or political subdivision thereof, 
or from direct or indirect contributions from the general 
public. 

(2) Fire engines and other implements used to put out 
fires, and the buildings or fire stations to the extent that 
they are exclusively used for the safekeeping of such 
equipment, and to hold fire company meetings, shall be 
exempt, provided that such properties are owned by ei- 
ther a city, town or nonprofit fire company. 

(3) Property within the state which is owned and ac- 
tually used by humane societies shall be exempt. (((BTA 
+4243))) 

(4) The loan or rental of the property does not subject 


the property to tax if (a) the rents and donations re- 


ceived for the use of the portion of the property are rea- 
sonable and do not exceed the maintenance and 
operation expenses attributable to the portion of the 
property loaned or rented; and (b) the property would be 
exempt from tax if owned by the organization to which 
it is loaned or rented. (RCW 84.36.805) Maintenance 
and operating expenses means those items of rental ex- 
pense as allowed and defined in generally accepted ac- 
counting principles. 

(5) Programs provided under a personal service con- 
tract will not jeopardize the exemption if the following 
conditions are met: 

(a) The contract is written to clearly reflect all re- 
ceipts and expenses are to be administered by the ex- 
empt organization. 

(b) The financial records of the exempt organization 
will identify all receipts and expenses of the programs. 

(c) The program is compatible and consistent with the 
purposes of the exempt organization. 

(d) A summary of all receipts and expenses of the 
program will be provided to the department upon 
request. 

Programs provided under a personal service contract, 
whereby the contractor will reimburse the organization 
for expenses pertaining to the program will be viewed as 
a rental agreement between the exempt organization and 
an individual or for profit user and will subject that por- 
tion of property to tax. 

(6) The use of the property for fund-raising activities 
sponsored by the exempt organization does not subject 
the property to tax if the fund-raising activities are con- 
sistent with the purposes for which exemption is granted. 
The term "fund raising" means any revenue-raising ac- 
tivity limited to less than five days in length including 
but not limited to art auctions, use of the property by 
professional organizations for conferences, seminars, or 
other activities which enhance the reputation of the 
organization. 
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AMENDATOR Y SECTION (Amending Order PT 81— 
14, filed 10/8/81) 


WAC 458-16-282 MUSICAL, DANCE, ARTIS- 
TIC, DRAMATIC AND LITERARY ASSOCIA- 
TIONS. The real and personal property owned by or 
leased to nonprofit organizations whose purpose is to 
produce and/or perform musical, dance, artistic, dra- 
matic or literary works, for the benefit of the general 


public and not for profit((;-shatl-becexerpt-from-taxa- 
tion)). To be exempt the property must be used exclu- 
sively, except as provided for in RCW 84.36.805 and 
subsections (5) and (7) of this section, in accordance 


with the following rules: 

(1) Must be organized and operated exclusively for 
the purpose of the exemption. 

(2) Must receive a substantial portion of its support, 
exclusive of moneys received from admissions to its per- 
formances, from governmental entities or from direct or 
indirect contributions of money, real or personal proper- 
ty and/or services from the general public. Organiza- 
tions relying on services donated by the general public to 
meet the substantial portion of its support, must main- 
tain records identifying the individuals and the number 
of hours donated. Donated time will be valued under the 
federal minimum wage standards. 

(3) Applications for leased property must include a 
copy of the lease agreement. 

(4) The property meets all the conditions of RCW 
84.36.800 through 84.36.865. 


(5) The loan or rental of the property does not subject 
the property to tax if (a) the rents and donations re- 
ceived for the use of the portion of the property are rea- 
sonable and do not exceed the maintenance and 
operation expenses attributable to the portion of the 
property loaned or rented; and (b) the property would be 
exempt from tax if owned by the organization to which 
it is loaned or rented. (RCW 84.36.805) Maintenance 
and operating expenses means those items of rental ex- 
pense as allowed and defined in generally accepted ac- 
counting principles. 

(6) Programs provided under a personal service con- 
tract will not jeopardize the exemption if the following 
conditions are met: 

(a) The contract is written to clearly reflect all re- 
ceipts and expenses are to be administered by the ex- 
empt organization. 

(b) The financial records of the exempt organization 
will identify all receipts and expenses of the programs. 

(c) The program is compatible and consistent with the 
purposes of the exempt organization. 

(d) A summary of all receipts and expenses of the 
program will be provided to the department upon 
request. 

Programs provided under a personal service contract, 
whereby the contractor will reimburse the organization 
for expenses pertaining to the program will be viewed as 
a rental agreement between the exempt organization and 
an individual or for profit user and will subject that por- 
tion of property to tax. 

(7) The use of the property for fund-raising activities 
sponsored by the exempt organization does not subject 
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the property to tax if the fund-raising activities are con- 
sistent with the purposes for which exemption is granted. 
The term "fund raising" means any revenue-raising ac- 
tivity limited to less than five days in length including 
but not limited to art auctions, use of the property by 
professional organizations for conferences, seminars, or 
other activities which enhance the reputation of the 
organization. 


WSR 85-05-026 
ADOPTED RULES 
DEPARTMENT OF 
LABOR AND INDUSTRIES 
[Order 85-1— Filed February 15, 1985] 


I, [R. A. Davis], director of the Department of Labor 
and Industries, do promulgate and adopt at Room 334, 
General Administration Building, Olympia, Washington 
98504, the annexed rules relating to the amending of 
several sections of chapter 296-150A WAC, rules and 
regulations for factory-built housing and commercial 
structures and governor's advisory board administrative 
rules. The amended sections are: WAC 296-150A—005 
clarifies the provision for applicable in-plant inspections 
of closed construction not inspectable after delivery to 
the site; 296-150A-016 adds definitions for (27) closed 
construction, (28) listed factory-built structure and 
component manufacturer, (29) local enforcement agency 
compliance control, (30) shell house, (31) service core, 
and (32) technical service; 296-150A—040 is amended to 
allow the department to notify the applicant within a 
reasonable time of plan deficiencies; 296-150A-100 is 
amended to read that a complaint must be made by an 
occupant within one year after occupancy; 296-150A-— 
105, "application" fee is amended to read "minimum in- 
spection" fee; 296-150A-125, the term "violations" is 
amended to read "noncompliance"; and 296—150A—300 
is amended to adopt the 1982 edition of the Uniform 
Building Code, the 1984 edition of the National Electri- 
cal Code, the 1982 edition of the Uniform Mechanical 
Code, and the 1982 edition of the Uniform Plumbing 
Code. 

This action is taken pursuant to Notice No. WSR 84— 
22-033 filed with the code reviser on November 5, 1984. 
These rules shall take effect thirty days after they are 
filed with the code reviser pursuant to RCW 
34.04.040(2). 

This rule is promulgated pursuant to RCW 43.22.470, 
43.22.480 and 43.22.490 and is intended to administra- 
tively implement that statute. 

The undersigned hereby declares that the agency has 
complied with the provisions of the Open Public Meet- 
ings Act (chapter 42.30 RCW), the Administrative Pro- 
cedure Act (chapter 34.04 RCW) and the State Register 
Act (chapter 34.08 RCW) in the adoption of these rules. 

APPROVED AND ADOPTED January 21, 1985. 

By R. A. Davis 
Director 
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AMENDATORY SECTION (Amending Order 82-19, 
filed 5/20/82) 


WAC 296-150A-005 APPLICATION AND 
SCOPE. (1) This chapter implements the provisions of 
RCW 43.22.450 through 43.22.490, which cover the 
construction and approval of factory-built structures. 


The provisions apply to the in-plant inspection of closed 


construction not inspectable after delivery to the site. 
(2) This chapter applies to: 


(a) Factory-built structures; 

(b) Components; and 

(c) Equipment and installations intended to be used in 
factory—built structures and components. 


AMENDATORY SECTION (Amending Order 82-19, 
filed 5/20/82) 


WAC 296-150A-016 DEFINITIONS. For the 
purposes of this chapter: 

(1) "Alteration" means the replacement, addition, 
modification, or removal of any equipment or installa- 
tions that affect the construction, structural members, 
fire safety, or occupancy classification, or the plumbing, 
heating, or electrical systems, of a structure or 
component. 

The following are not alterations unless they are made 
to repair damage caused by fires, floods, or wrecks in 
transit or during installation: 

(a) Repairs with approved parts; 

(b) Modification of a listed fuel-burning appliance in 
accordance with the terms of its listing; 

(c) Replacement of equipment with similar equip- 
ment; and 

(d) Adjustment and maintenance of equipment. 

(2) "Approved" means approved by the department. 

(3) "Audit" means an inspection to examine for com- 
pliance a manufacturer's production and compliance 
control procedures. 

(4) "Building site" means a tract, parcel, or subdivi- 
sion of land on which a structure is or will be installed. 

(5) "Compliance control" means the plan and method 
for ensuring that the in-plant manufacture, fabrication, 
assembly, or erection of structures, components, and in- 
stallations, and the storing, handling, and use of materi- 
als, complies with this chapter. 

(6) "Component" means a discrete element that is not 


inspectable at the time of installation either in the fac- 
tory or in a site-built unit, but is: 


(a) Designed to be installed in a structure; 

(b) Manufactured as a unit; and 

(c) Designed for a particular function or group of 

functions. 
A component may be a floor, wall panel, roof panel, 
plumbing wall, electrical service wall, heating assembly, 
or similar assemblies. "Component" includes service 
cores, but does not include roof trusses. 

(7) "Consumer" means a person, firm, corporation, 
agency, or governmental body, other than a manufac- 
turer or dealer, that buys or leases a structure for his, 
her, or its own use. 

(8) "Custom structure" 
structure. 


means a one-of-a-kind 
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(9) "Dealer" means a person, company, or corporation 
authorized to engage in the business of leasing, selling, 
offering for sale or lease, buying, or trading structures. 

(10) "Department" means the Washington state de- 
partment of labor and industries. 

(11) "Design option" means a design that a manufac- 
turer may use as an option to its design plan. 

(12) "Design plan" means a plan for construction of a 
structure or component. 

(13) "Equipment" means all materials, appliances, 
devices, fixtures, fittings, or accessories used in the man- 
ufacture, assembly, installation, or alteration of struc- 
tures and components. 

(14) "Factory-built structure" means a structure that 
is designed for occupation or use, or is occupied or used 
by persons; and that complies with the Uniform Building 
Code. "Factory-built structure" includes factory—built 
housing and commercial structures. 

(15) "Independent inspection agency" means an or- 
ganization that is in the business of inspecting struc- 
tures, components, or equipment. 

(16) "Insignia" means a label, stamp, or tag issued by 
the department to indicate that the structure or compo- 
nent bearing the insignia complies with this chapter. 

(17) "Install" means to erect, construct, assemble, or 
set in place a structure, component, or piece of equip- 
ment at a building site or in another structure or 
building. 

(18) "Labeled" means bearing the department's insig- 
nia or a label of approval from a testing or listing 
agency. 

(19) "Lease" means an oral or written contract for 
the use, possession, or occupancy of property. It includes 
rent. 

(20) "Listed" means that a piece of equipment, a 
component, or an installation appears in a list published 
by an approved testing or listing agency. 

(21) "Listing agency" means an organization that is 
in the business of approving equipment or installations. 

(22) "Local enforcement agency" means a city or 
county agency that enforces its laws or ordinances gov- 
erning the construction and installation of structures 
((and)), components, and buildings that are inspectable 
at the site. 

(23) "Manufacturing" means making, fabricating, 
forming, or assembling a structure, component, equip- 
ment, or installation. 

(24) "Structure" means a factory-built structure of 
closed construction rendering it not inspectable at the 
site that is entirely or substantially prefabricated or as- 
sembled at a factory or a place other than the building 
site on which the structure will be installed. 

(25) "System" means a part of a structure or compo- 
nent that is designed to serve a particular function, such 
as a structural, plumbing, electrical, heating, or me- 
chanical system. 

(26) "Testing agency" means an organization that is 
in the business of testing equipment, installations, or 
systems. 

(27) "Closed construction" means a factory assembled 
Structure or component that may enclose a factory-in- 
stalled mechanical, electrical, or plumbing equipment 
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and is not open for visible inspection of the equipment, 
systems, or structure at the site. 

28) "Listed factory—built structure and component 
manufacturer" means a manufacturer who has paid its 
filing fee and has submitted applications, plans and fees 
to the FBH-CS Section and by such proposes to manu- 
facture pursuant to these rules and regulations. 

(29) "Local enforcement agency compliance control" 
means an inspection program implemented and main- 
tained by a local enforcement agency under department 
certification and audit procedures. 

(30) "Shell house" means factory-built housing and/ 
or a commercial structure having incomplete construc- 
tion to such an extent that it is inspectable at the site. 

(31) "Service core" means a factory-assembled three— 
dimensional section of a building that may include in- 
stalled elements containing mechanical, electrical, 
plumbing, heating and cooling elements, and related 
systems. These units may contain the kitchen, one or 
more bathrooms, and a utility room complex. Service 
cores are sometimes referred to as wet boxes, mechanical 
cores, or utility cores. 

(32) "Technical service" means research, evaluation, 
consultation, plan examination, interpretation, and clari- 
fication by the department of technical data relating to 
the application of these rules and regulations, but not 
including inspections. 


AMENDATORY SECTION (Amending Order 82-19, 
filed 5/20/82) 


WAC 296-150A-040 DEPARTMENT CHECK 
OF THE DESIGN PLAN. The department shall check 
a design plan for compliance with this chapter. If the 
design plan does not comply with this chapter, the de- 
partment shall notify the applicant in writing, within a 
reasonable time, of the deficiencies in the plan. The ap- 
plicant may resubmit a corrected design plan pursuant 
to WAC 296-150A-045. 

If the department does not find any areas in which the 
design plan does not comply with this chapter, the de- 
partment will send the applicant a letter stating the ap- 
plicant's manufacturer number and the plan number for 
the design plan. The applicant may begin construction of 
the structure or component upon receipt of the letter 
from the department. 

The applicant must keep a copy of the design plan at 
each location at which it is building the structure or 
component described by the design plan. 


AMENDATORY SECTION (Amending Order 82-19, 
filed 5/20/82) 


WAC 296-150A-100 COMPLAINT INVESTI- 
GATIONS. A person may complain in writing within 
one year after occupancy to the department about a 
structure or component. The complaint should describe 
the items that the person feels do not comply with this 
chapter. The department will send a copy of the com- 
plaint to the manufacturer and the dealer. The manu- 
facturer and dealer have 30 days to respond. The 
department shall base its actions on the response. 
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If the department decides an investigation is necessary 
and discovers that the unit inspected violates this chap- 
ter, the manufacturer or dealer shall pay the cost of the 
inspection. If the department does not discover any vio- 
lations, the complainant must pay the fees. 


AMENDATORY SECTION (Amending Order 82-19, 
filed 5/20/82) 


WAC 296-150A-105 FEE REQUIRED IF A 
STRUCTURE OR COMPONENT IS NOT READY 
FOR INSPECTION. If a manufacturer or person ap- 
plies to the department for an inspection of a structure 
or component, and the structure or component is not 
ready to be inspected at the time or place specified in the 
application, the manufacturer or person must pay the 


department the ((apphication)) minimum inspection fee 


and any travel and per diem expenses. 


AMENDATORY SECTION (Amending Order 82-19, 
filed 5/20/82) 


WAC 296-150A-125 NOTICE OF ((X1OEA- 
TIONS)) NONCOMPLIANCE. If an inspection or in- 
vestigation reveals that a structure or component 
((viotates)) does not comply with this chapter, the de- 
partment shall give or mail a notice of ((violations)) 
noncompliances to the owner, dealer, manufacturer, or 
other person responsible for the ((viotation)) noncompli- 
ance. The notice of ((viotation)) noncompliance shall 
describe how the structure or component ((viotates)) 
does not comply with this chapter. 

A person who receives a notice of ((vrolations)) 
noncompliances must, within ten days after receipt, no- 
tify the department in writing of the action he or she has 
taken or will take to correct the ((viotattom)) noncompli- 
ance. If the person has not corrected the ((vrolatiom)) 
noncompliance within ten days after receipt of the no- 
tice, or within any other period of time allowed by the 
department, the department may confiscate the insignia 
assigned to the structure or component. 

No person who has received a notice of ((vrotatrons)) 
noncompliances may move, cause to be moved, or allow 
another person to move the structure or component to 
which the notice refers until the ((violatioms)) 
noncompliances have been corrected, the corrections 
have been inspected and approved by the department, 
and the person has paid the appropriate inspection and 
insignia fees. 


AMENDATORY SECTION (Amending Order 82-19, 
filed 5/20/82) 


WAC 296-150A-300 CONSTRUCTION 
STANDARDS FOR FACTORY-BUILT STRUC- 
TURES. Factory—built structures must comply with the 
following codes, except where a state law supersedes a 
code provision. 

(1)(a) The design and fabrication of factory—built 
structures must comply with the Uniform Building 
Code, Appendix (except for chapter 35), and Standards 
(((4979)) 1982 editions). The "building official" men- 
tioned in the Uniform Building Code means the assistant 
director of the department's building and construction 
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safety inspection services division or his or her author- 
ized representative. 

(b) Live loading designs must comply with the Uni- 
form Building Code. Live loading for roofs must comply 
with Section 2305(d), Snow Loads, and may not be less 
than 25 pounds per square foot. 

(2) Electrical equipment, installations, and systems in 
or on factory-built housing and commercial structures 
must comply with the National Electrical Code 
(((498+)) 1984 edition) published by the National Fire 
Protection Association, as amended by chapter 19.28 
RCW and the rules adopted under that chapter. 

(3) Mechanical equipment, installations, and systems 
in or on factory—built housing and commercial structures 
must comply with the Uniform Mechanical Code 
(((4979)) 1982 edition) published by the International 
Association of Plumbing and Mechanical Officials, in- 
cluding Appendix B of chapter 22 and the standards. 

(4)(a) Plumbing equipment, installations, and systems 
in or on factory-built housing and commercial structures 
must comply with the Uniform Plumbing Code 
(((4+979)) 1982 edition) published by the International 
Association of Plumbing and Mechanical Officials. The 
code, however, shall not apply to gas piping, water heat- 
ers, or vents for water heaters. 

(b) A manufacturer may not use plastic drain, waste, 
or vent pipe for laundries, laundromats, cleaners, service 
stations, repair garages, restaurants, snack bars, hospi- 
tals, nursing homes, medical clinics, manufacturing 
plants, factories, assembly buildings, theatres, or schools, 
or other buildings used for education, unless the pipes 
will carry only domestic sewage. 

(5) All factory—built structures that are not residential 
dwellings must comply with the rules adopted pursuant 
to RCW 19.27.030(5), which requires manufacturers to 
make buildings and facilities accessible to and usable by 
the physically handicapped and elderly persons. 

(6) All factory-built structures must comply with the 
Washington State Energy Code set by chapter 51-12 
WAC as of March 1, 1982. 


WSR 85-05-027 
ADOPTED RULES 
DEPARTMENT OF 
LABOR AND INDUSTRIES 
[Order 85—2— Filed February 15, 1985] 


I, R. A. Davis, director of the Department of Labor 
and Industries, do promulgate and adopt at Room 334, 
General Administration Building, Olympia, Washington 
98504, the annexed rules relating to the amending of one 
item in WAC 296-150B-990, fees. The fees for inspec- 
tions of HUD-labeled mobile homes are changed from 
$32.00 minimum plus $16.00 for every half-hour over 
one hour to $23.00 per floor for routine inspections and 
$50.00 minimum plus $25.00 per half-hour over one 
hour for nonroutine inspections. 

This action is taken pursuant to Notice No. WSR 84— 
24—055 filed with the code reviser on December 5, 1984. 
These rules shall take effect thirty days after they are 
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filed with 
34.04.040(2). 

This rule is promulgated pursuant to RCW 43.22.350 
and is intended to administratively implement that 
statute. 

The undersigned hereby declares that the agency has 
complied with the provisions of the Open Public Meet- 
ings Act (chapter 42.30 RCW), the Administrative Pro- 
cedure Act (chapter 34.04 RCW) and the State Register 
Act (chapter 34.08 RCW) in the adoption of these rules. 

APPROVED AND ADOPTED February 11, 1985. 

By R. A. Davis 
Director 


the code reviser pursuant to RCW 


AMENDATORY SECTION (Amending Order 82-37, 


filed 12/6/82) 
WAC 296-150B-990 FEES. 


(1) Initial manufac- 
turer filing fee: 

(2) Fees for applica- 
tion for design 
plan approval. The 
fees listed in this 
subsection cover 
the application fil- 
ing fee and one 
hour of examina- 
tion time. The ap- 
plicant will be 
required to pay for 
examination time 
beyond the base 
hours pursuant to 
the fees set in sub- 
section (6). 

(a) Fee for application 
for commercial 
coach, recreational 
vehicle, or compo- 
nent design plan 
approval: 

(b) Fees for resubmit- 
tals of a design 
plan for a com- 
mercial coach, rec- 
reational vehicle, 
or component: 

(3) Design plan re- 
newal fees. 

(a) Renewal of an un- 
expired and unre- 
voked commercial 
coach or recrea- 
tional vehicle de- 
sign plan or 
related group of 
plans: 

(b) Renewal of an ex- 
pired or revoked 
design plan: 


$ 25.00 


$ 70.00 


$ 50.00 


$ 30.00 


100% of fee for 
new design plan. 
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(4) Fee for transfer of 
design plan ap- 
proval to a differ- 
ent manufacturer: 

(5) Fee for filing a 
commercial coach, 
recreational vehi- 
cle, or component 
quality control 
manual: $ 10.00 

(6)(a) Fee for inspec- 
tions, examinations 
of design plans, 
and other technical 
services performed 
by the department; 
other than inspec- 
tions, examina- 
tions, and services 
for a HUD-Jabel- 
ed mobile home 
before it is sold or 
leased to a con- 
sumer: $50.00 minimum 

plus $25.00 for 
every half-hour 
or fraction of 
a half-hour 
over one hour. 


$100.00 


(b) Fee for inspec- 
tions, examina- 
tions, and other 
technical services 
performed by the 
department for a 
HUD-labeled mo- 
bile home before it 
is sold or leased to 
a consumer: 


over—ore-trour-)) 
$23.00 per floor 


for routine 
inspections; $50.00 
minimum plus $25.00 


for every half-hour 
or fraction of a 


half-hour over one 
hour for nonroutine 


inspections and 


reinspections. 
(7) Insignia fees. 


(a) For each recrea- 


tional vehicle: $ 20.00 


(b) For each single 

width commercial 

coach, or for the 

first section of a 

multiple section 

commercial 
coach: 

For each addition- 

al section of a 

multiple section 

commercial 
coach: 

(d) For each service 
core: 

(e) For each compo- 
nent other than a 
service core: 

(f) For each reissu- 
ance of a mobile 
home, commercial 
coach, or recrea- 
tional vehicle in- 
signia: 

(g) For each alteration 
insignia: 

(8) Fee for each noti- 
fication to a local 
enforcement agen- 


— 
e 
— 


cy: 

(9) Travel fees and 
expenses. If a 
manufacturer or 
other person re- 
quests an inspec- 
ton or other 
technical service 
outside the state, 
the manufacturer 
must prepay the 
travel expenses of 
the department's 
employees on an 
estimated basis to 
be corrected after 
the inspections are 
completed. The 
department will 
not charge for 
travel expenses in- 
curred for inspec- 
tions or other 
services performed 
in Washington. 
The expenses shall 
be calculated pur- 
suant to the fol- 
lowing list: 

(a) Surface travel, per 
mile: 

(b) Air travel: 
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$ 15.00 


$ 10.00 


$ 50.00 


$ 10.00 


$ 10.00 


$ 25.00 


$ 15.00 


$ .185 
Cost of air fare based 
on published rates. 
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(c) Hourly charge for 

travel time: $25.00 per 
half-hour or 
fraction of a 

half-hour. 
(d) Expenses: Ex- 
penses include, but 
are not limited to, 
car rental, parking 
lot charges, and 
personal expenses. 
Personal expenses, 
including food, 
lodging, and per 
diem, shall be cal- 
culated pursuant 
to the allowances 
and costs set by 
the Washington 
State Office of Fi- 
nancial 

Management. 

(10) Fee for change in 
manufacturer's or 
dealer's name, ad- 
dress, or owner- 


ship: $ 15.00 


WSR 85-05-028 
ADOPTED RULES 
DEPARTMENT OF 
LABOR AND INDUSTRIES 
[Order 85—5— Filed February 15, 1985] 


I, R. A. Davis, director of the Department of Labor 
and Industries, do promulgate and adopt at Room 334, 
General Administration Building, Olympia, Washington 
98504, the annexed rules relating to the amending of 
WAC 296-150B-300, 296-150B-305 and 296-150B- 
310 to adopt the 1982 ANSI standards. 

This action is taken pursuant to Notice No. WSR 84- 
24-057 filed with the code reviser on December 5, 1984. 
These rules shall take effect thirty days after they are 
filed with the code reviser pursuant to RCW 
34.04.040(2). 

This rule is promulgated pursuant to RCW 43.22.340 
and is intended to administratively implement that 
statute. 

The undersigned hereby declares that the agency has 
complied with the provisions of the Open Public Meet- 
ings Act (chapter 42.30 RCW), the Administrative Pro- 
cedure Act (chapter 34.04 RCW) and the State Register 
Act (chapter 34.08 RCW) in the adoption of these rules. 

APPROVED AND ADOPTED February 11, 1985. 

By R. A. Davis 
Director 
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AMENDATORY SECTION (Amending Order 82-4, 
filed 2/2/82) 


WAC 296-150B-300 CONSTRUCTION RE- 
QUIREMENTS FOR MOBILE HOMES. Alterations 
and repairs to mobile homes made after sale to a dealer 
shall comply with this section. 

(1) Subject to the exceptions in subsections 2 and 3, 
mobile homes must comply with the ((1977)) 1982 edi- 
tion of the Standard for Mobile Homes, as adopted by 
the National Fire Protection Association (NFPA) and 
approved by the American National Standards Institute 
(ANSI) in ANSI/NFPA 501B ((1977)) 1982. I 

(2) Mobile homes need not comply with Chapter 1, 1— 
2 Definitions Common to Chapters 1-5 (see WAC 296- 
150-015). 

(3) Mobile homes must comply with the following 
provisions of ANSI/NFPA 501B ((1977)) 1982, as 
amended. Chapter 4, Section 4-6.3.5 Installation of Sol- 
id Fuel-Burning Fireplaces and Fireplace Stoves. Sub- 
section (A)1. is amended to read: "A listed factory—built 
chimney designed to be attached directly to the fireplace 
or fireplace stove shall be used. The listed factory-built 
chimney shall be equipped with and contain as part of 
its listing a termination device and a spark arrester." 
Subsection (A)3. is amended to read: "The combustion 
air inlet shall conduct the air directly into the fire 
chamber and shall be designed to prevent material from 
the hearth dropping into the area beneath the mobile 
home." 


AMENDATORY SECTION (Amending Order 82-4, 
filed 2/2/82) 


WAC 296-150B-305 STANDARDS FOR REC- 
REATIONAL VEHICLES. (1) Subject to the excep- 
tions in subsection (2), recreational vehicles must 
comply with the ((1977)) 1982 edition of the Standard 
for Recreational Vehicles, as adopted by the National 
Fire Protection Association (NFPA) and approved by 
the American National Standards Institute (ANSI) 
ANSI/NFPA SOIC (((4977)) 1982 edition). 

(2) Recreational vehicles need not comply with the 
following provision of ANSI/NFPA SOIC ((1977)) 
1982. 

(a) Delete Section 4-7.6.4 and exceptions No. 1 and 
No. 2 of Chapter 4, Electrical Systems. See WAC 296- 
150B-310. 

(b) Delete the note in Section 3—-6.2.2 in Chapter 3, 
Heating/Air Conditioning, and add the following 
exception: 

A fuel-burning refrigerator may be installed to meet 
the above requirements using panels provided by the 
recreational vehicle manufacturer if the refrigerator 
manufacturer furnishes the necessary vents and grills as 
specified by the listing requirements and the refrigerator 
is equipped with the necessary means to ensure the in- 
tegrity of the separation of the combustion system when 
the refrigerator is removed for field service and 
reinstalled. 

(c) Delete Section 4-4.1 from Chapter 4, Electrical 
Systems. See WAC 296-150B-315. 
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AMENDATORY SECTION (Amending Order 82-4, 
filed 2/2/82) 


WAC 296-150B-310 CONSTRUCTION RE- 
QUIREMENTS FOR RECREATIONAL VEHI- 
CLES—POWER-SUPPLY ASSEMBLY. In 
accordance with Sections 4—7.6.4 and 4—7.4.4 of Chapter 
4 of ANSI/NFPA SOIC ((1977)) 1982, any recreation- 
al vehicle with a rating that exceeds 30 amperes, 120 
volts, shall use an approved, listed, and appropriately 
rated 120/240 volt power-supply assembly. However, if 
a recreational vehicle has a dual power supply source 
that consists of a generator and a power-supply cord, 
the recreational vehicle must comply with Section 4—7.8 
of Chapter 4 of ANSI/NFPA 501C ((4977)) 1982. 


WSR 85-05-029 
EMERGENCY RULES 
DEPARTMENT OF PERSONNEL 
(Personnel Board) 

[Order 216—Filed February 15, 1985] 


Be it resolved by the State Personnel Board, acting at 
the Department of Personnel, 600 South Franklin, 
Olympia, WA 98504, that it does adopt the annexed 
rules relating to special pay ranges, amending WAC 
356-1 5-130. 

We, the State Personnel Board, find that an emergen- 
cy exists and that this order is necessary for the preser- 
vation of the public health, safety, or general welfare 
and that observance of the requirements of notice and 
opportunity to present views on the proposed action 
would be contrary to public interest. A statement of the 
facts constituting the emergency is this rule was brought 
before the above board and adopted effective February 
15, 1985. 

These rules are therefore adopted as emergency rules 
to take effect upon filing with the code reviser. 

This rule is promulgated pursuant to RCW 41.06.150 
and is intended to administratively implement that 
statute. 

The undersigned hereby declares that the agency has 
complied with the provisions of the Open Public Meet- 
ings Act (chapter 42.30 RCW), the Administrative Pro- 
cedure Act (chapter 34.04 RCW), and the State 
Register Act (chapter 34.08 RCW) in the adoption of 
these rules. 

APPROVED AND ADOPTED February 14, 1985. 

By Leonard Nord 
Secretary 


AMENDATORY SECTION (Amending Order 181, 
filed 3/25/83) 


WAC 356-15-130 SPECIAL PAY RANGES. 
These ranges are used to equal or approximate prevail- 
ing rate practices found in private industry or other gov- 
ernmental units. An affected class is identified either by 
a letter designation following the basic salary range 
number or by a letter designation preceding a number. 
In the latter case, a special salary schedule will be used 
for such classes. 
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(1) "E" Range: This range is used for classes having a 
prevailing pay range which is shorter than Washington's 
standard ranges. An " E" range is a standard range with 
the first four steps removed. Thus, the first step of such a 
range is the same as step E of the standard range having 
the same range number. Periodic increases through the 
steps of this range are made at the same time intervals 
as through standard ranges, i.e., a two-step increase af- 
ter six months at step E and two annually thereafter up 
to the maximum step of the range. 

(2) "L' Range: This special range is used only for the 
class of Liquor Store Clerk (0628). The "L" range was 
designed to more closely parallel the prevailing pay 
structure for retail clerks in private industry. Periodic 
increases through the steps of the " L" range are made at 
the same time intervals as through a standard range. 
Normal progression is steps A, D, G and K, which rep- 
resents ten percent per periodic increase. 

(3) "T" Range: Used only for the classes of Institu- 
tion Teachers. These ranges are constructed by identify- 
ing Step K of the correspondingly numbered regular 
State ranges as "Step 10" of the T—range; the lower nine 
steps of the T—range are each two regular—range steps 
(approximately 595) apart. Advancement through these 
ranges is at the rate of one step per year. 

(4) "V" Range: Used only for the classes of Teachers 
of the Deaf or Blind and Principals, School for the Deaf 
or Blind. " V" ranges are the same as the current ranges 
of Vancouver, Washington School District #37 for cer- 
tificated employees of similar background and experi- 
ence. Advancement through the range is at the rate of 
one step per year. 


(5) "T Range: This range is always 10 ranges higher 
than the range approved for Lottery District Sales Rep- 
resentative and it may be applied only to that class. Use 
of this range is limited to sales incentive programs 
which: (1) may not exceed 10 weeks for any program; 
(2) may not exceed 4 programs in any consecutive 12 
months; (3) require achievement of specific goals which 
are set for each program by the Lottery, such goals to be 
in excess of normal performance standards for the class. 

The Lottery is authorized to compensate individual 
employees on the "I" range for not more than three 
months as a result of any one sales incentive program, 
with the number of months stipulated in the incentive 
program announcement. Within these limits, movement 
of any employee to and from the " I" range will be at the 
discretion of the Lottery, and shall be from and to the 
same step, subject to change by the employee's periodic 


increase date. 


WSR 85-05-030 
ADOPTED RULES 
DEPARTMENT OF PERSONNEL 
(Personnel Board) 

[Order 217— Filed February 15, 1985] 


Be it resolved by the State Personnel Board, acting at 
the Department of Personnel, 600 South Franklin, 
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Olympia, WA 98504, that it does adopt the annexed 
rules relating to: 


Amd  WAC 356-05-050 Basic salary range. 

Amd WAC 356-15-070 Split shift—Provisions and compensat- 
ion. 

Amd WAC 356-26-030 Register designation. 


This action is taken pursuant to Notice No. WSR 85- 
02-034 filed with the code reviser on December 31, 
1984. These rules shall take effect thirty days after they 
are filed with the code reviser pursuant to RCW 
34.04.040(2). 

This rule is promulgated pursuant to RCW 41.06.150 
and is intended to administratively implement that 
statute. 

The undersigned hereby declares that the agency has 
complied with the provisions of the Open Public Meet- 
ings Act (chapter 42.30 RCW), the Administrative Pro- 
cedure Act (chapter 34.04 RCW), and the State 
Register Act (chapter 34.08 RCW) in the adoption of 
these rules. 

APPROVED AND ADOPTED February 14, 1985. 

By Leonard Nord 
Secretary 


AMENDATORY SECTION (Amending Order 209, 
filed 8/10/84) 


WAC 356-05-050 BASIC SALARY ((RANGE)). 
The dollar amount of the step of the salary range to 
which the employee is entitled, before any deduction, 
and exclusive of additional compensation of any kind. 


AMENDATORY SECTION (Amending Order 98, 
filed 1/13/77, effective 2/13/77) 


WAC 356-15-070 SPLIT SHIFT PROVISIONS 
AND COMPENSATION. When an employee's as- 
signed workshift is split (teg tam totam 4 pam: 
to-8-pam:)) with ((the)) a minimum of four intervening 
hours not worked((})), she/he shall receive the premium 
rate set in the shift differential schedule for all hours 
worked. The provisions of WAC 356-15-060 (2) 
through (4) shall apply to employees working split shifts. 


AMENDATORY SECTION (Amending Order 207, 
filed 6/22/84) 


WAC 356-26-030 REGISTER DESIGNATION. 
(1) Agency reduction in force. 

(a) Composition. 

(i) The agency reduction in force register will consist 
of classes and the names of all employees who hold or 
have held permanent status in those classes and: (A) 
Have been notified they are scheduled for reduction in 
force; or (B) held permanent status prior to separation 
due to a reduction in force; or (C) who have accepted a 
voluntary demotion in a class in lieu of a reduction in 
force; or (D) were in a trial service period with another 
- department and separated due to reduction in force; or 
(E) employees requesting to be placed on this register 
for classes held immediately prior to the position being 
reallocated downward; or (F) who were separated due to 
disability within the last year as provided in WAC 356- 
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35-010 and who have submitted to the director of per- 
sonnel a current ((physician's)) statement from a physi- 
cian or licensed mental health professional that they are 
physically and/or mentally able to perform the duties of 
the class for which the register is established. 

(ii) The employee's name shall appear for all classifi- 
cations for which he/she is not disabled in which he/she 
held permanent status since the employee's last separa- 
tion other than a reduction in force, or in which he/she 
served more than six months on a position which would 
have meant permanent status had it been under the ju- 
risdiction of the state personnel board at the time. 

(b) Method of ranking. 

(i) This register will be ranked according to seniority. 

(c) Life of register. 

(i) An eligible's name will normally remain on this 
register for three years. 

(d) Special provisions. 

(i) Employees appointed from this register will assume 
the same status they held prior to the reduction in force. 
Persons on this register will indicate the geographic ar- 
eas in which they are available. Appointment of persons 
from this register to seasonal positions will be as provid- 
ed in WAC 356-30-130. 

(ii) Employee's names shall not appear for classes at 
or below the range level of a class in which the employ- 
ees are serving on a permanent fulltime basis, except 
when the employees have accepted options beyond a 
reasonable commuting distance in lieu of separation due 
to reduction in force. In the excepted cases, the employ- 
ees' names may appear for classes at the same or lower 
range levels when the availability would return the em- 
ployees back to their previous work locations. 

(2) Service-wide reduction in force. 

(a) Composition. 

(i) This register will consist of the same names as the 
agency reduction in force register, except for those re- 
questing to be on the agency reduction in force register 
following a reallocation downward. 

(b) Method of ranking. 

(i) This register will be ranked according to seniority. 

(c) Life of register. 

(i) An eligible's name will normally remain on this 
register for two years. 

(d) Special provisions. 

(i) Employees appointed from this register will assume 
the same status they held prior to the reduction in force. 
Persons on this register will indicate the geographic ar- 
eas and departments for which they are available. Ap- 
pointment of persons from this register to seasonal 
positions will be as provided in WAC 356—-30—130. 

(3) Dual-agency reversion. 

(a) Composition. 

(i) This register will contain the names of employees 
who while serving a trial service period in another agen- 
cy or in a position under the jurisdiction of the higher 
education personnel board were either voluntarily or in- 
voluntarily reverted to their former class and status. 

(b) Method of ranking. 

(i) This register will be ranked according to total un- 
broken classified service. 

(c) Life of register. 
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(i) An eligible's name will normally remain on this 
register for two years. 

(d) Special provisions. 

(i) This register refers to the agency from which pro- 
moted and the agency from which reverted. Employees 
appointed from this register will assume the status they 
held prior to promotion. Persons on this register will in- 
dicate the geographic area in which they are available. 

(4) Agency promotional. 

(a) Composition. 

(ü) This register will be established by appropriate 
classes for each agency and shall include the names of 
those current permanent employees of each agency who 
have served six months of a probationary period, or past 
permanent employees who have been separated due to 
reduction in force within the last year and who have re- 
ceived a passing final grade in the total promotional ex- 
amination and are eligible to be certified. The names of 
past permanent employees who were separated due to 
disability within the last year as provided in WAC 356- 
35-010 shall also be included on this register provided 
that they submit to the director of personnel a ((physr- 


cian's)) statement from a physician or licensed mental 
health professional that they are physically and/or men- 
tally able to perform the duties of the class for which the 


register is established and they have received a passing 
final grade as required for other promotional applicants. 

(b) Method of ranking. 

(i) This register shall be ranked according to final 
score from the highest to the lowest. 

(c) Life of register. 

(i) An eligible's name will normally remain on this 
register for an indefinite period unless replaced by a 
register established by the use of a substantially new 
examination. 

(d) Special provisions. 

(i) An employee may convert any current open com- 
petitive rating to this register after six months. 

(5) Service—wide reversion. 

(a) Composition. 

(i) This register will contain the names of employees 
who while serving a trial service period in another agen- 
cy or in a position under the jurisdiction of the higher 
education personnel board were either voluntarily or in- 
voluntarily reverted to their former class and status. 

(b) Method of ranking. 

(i) This register will be ranked according to total un- 
broken classified service. 

(c) Life of register. 

(i) An eligible's name will normally remain on this 
register for two years. 

(d) Special provisions. 

(i) This register refers to all agencies, except the two 
which are involved with the dual-agency transaction. 
Persons on this register will indicate the geographic ar- 
eas and agencies for which they are available. 

(6) Transfer. 

(a) Composition. 

(i) This register shall contain the names of all perma- 
nent employees who have submitted a request to be con- 
sidered for transfer. 

(b) Method of ranking. 
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(i) This register will be unranked. 

(c) Life of register. 

(i) An eligible's name shall normally remain on this 
register for one year. 

(d) Special provisions. 

(i) To use this register, the employee must transfer 
either within the same class or the same pay range hav- 
ing the same salary range number. 

(7) Voluntary demotion. 

(a) Composition. 

(i) This register shall contain the names of all perma- 
nent employees who have submitted a request for and 
are eligible under the rules to be considered for a volun- 
tary demotion. 

(b) Method of ranking. 

(i) This register shall be unranked. However, employ- 
ees subject to reduction in force shall have priority. 

(c) Life of register. 

(i) An eligible's name shall normally remain on this 
register for one year. 

(d) Special provisions. 

(i) Employees appointed from this register to a class 
not previously held will serve a trial service period. All 
examination ratings for the class from which demoted 
shall be nullified; however, the employee may be elevat- 
ed to the class from which demoted with permanent 
status without benefit of certification provided perma- 
nent status was achieved at the higher level. 

(8) Service-wide promotional. 

(a) Composition. 

(i) This register shall contain the names of those per- 
manent employees who have served six months of a pro- 
bationary period or past permanent employees who have 
been separated due to reduction in force within the last 
year who have obtained a passing final grade in the total 
promotional examination. The names of past permanent 
employees who were separated due to disability within 
the last year as provided in WAC 356-35-010 shall also 
be included on this register provided that they submit to 
the director of personnel a ((physician's)) statement 
from a physician or licensed mental health professional 


that they are physically and/or mentally able to perform 
the duties of the class for which the register is estab- 


lished and they have received a passing final score as re- 
quired for other promotional applicants. 

(b) Method of ranking. 

(i) This register shall be ranked according to final 
score, from the highest to the lowest. 

(c) Life of register. 

(i) An eligible's name will normally remain on this 
register for an indefinite period unless replaced by a 
register established by the use of a substantially new 
examination. 

(d) Special provisions. 

(i) An employee may convert any current open com- 
petitive rating to this register after six months. Persons 
on this register will indicate the geographic areas and 
agencies for which they are available. 

(9) Reemployment. 

(a) Composition. 

(i) This register shall contain the names of all past 
permanent employees who have submitted a request and 
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an application for reemployment within two years from 
the date of separation, provided that the names of em- 
ployees separated for cause while performing similar du- 
ties shall not be placed on this register except with the 
approval of the agency from which they were separated 
for cause. This register shall also contain the names of 
those employees who have been in reversion or reduction 
in force status and have been offered and declined em- 
ployment. The director of personnel may extend the time 
during which an employee may apply for ceemployment 
if the director of personnel has determined that a need 
for eligibles exists in a certain class and/or geographical 
area. 

(b) Method of ranking. 

(i) This register shall be unranked. 

(c) Life of register. 

(i) An eligible's name will normally remain on this 
register for two years. 

(d) Special provisions. 

(i) Persons reemployed from this register will serve a 
probationary period. The former employee may limit or 
enlarge upon his/her area of availability either by de- 
partment or geographic area. 

(10) Inter-system employment. 

(a) Composition. This register shall contain the names 
of permanent classified employees under the jurisdiction 
of the higher education personnel board who have sub- 
mitted an application and who have passed the required 
examination. 

(b) Method of ranking. This register shall be ranked 
according to final passing score from the highest to the 
lowest. 

(c) Life of register. An eligible's name will normally 
remain on this register for one year. 

(d) Special provisions. Employees appointed from this 
register will serve a six month trial service period. 

(11) Open competitive. 

(a) Composition. 

(i) This register will contain the names of all persons 
who have passed the entrance examination. 

(b) Method of ranking. 

(i) This register shall be ranked by the final score. 

(c) Life of register. 

(i) An eligible's name will normally remain on this 
register for one year unless changed by the director of 
personnel. 

(d) Special provisions. 

(i) Persons on this register will indicate the geograph- 
ic areas for which they are available. 


WSR 85-05-031 
PROPOSED RULES 
DEPARTMENT OF 
SOCIAL AND HEALTH SERVICES 
(Institutions) 

[Filed February 15, 1985] 


Notice is hereby given in accordance with the provi- 
sions of RCW 34.04.025, that the Department of Social 
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and Health Services intends to adopt, amend, or repeal 
rules concerning: 


Rep ch. 275-32 WAC Special supervision—County juvenile 
probation programs. 

Rep ch. 275-34 WAC Diversion. 

New ch. 275-35 WAC Consolidated juvenile services programs. 

New ch. 275-37 WAC Division of juvenile rehabilitation— 
Rules, practices and procedures. 

Amd WAC 275-110-040 Institutions and eligible impacted polit- 


ical subdivisions; 


that the agency will at 10:00 a.m., Wednesday, March 
27, 1985, in the Auditorium, Office Building #2, 
Olympia, Washington, conduct a public hearing on the 
proposed rules. 

The formal decision regarding adoption, amendment, 
or repeal of the rules will take place on April 3, 1985. 

The authority under which these rules are proposed is 
RCW 13.06.030, 13.40.210 and 72.72.040. 

The specific statute these rules are intended to imple- 
ment is chapter 13.06 RCW and RCW 13.40.210 and 
72.72.040. 

Interested persons may submit data, views, or argu- 
ments to this agency in writing to be received by this 
agency before March 27, 1985. 

Correspondence concerning this notice and proposed 
rules attached should be addressed to: 

David A. Hogan, Director 
Division of Administration and Personnel 
Department of Social and Health Services 


Mailstop OB 14 
Olympia, WA 98504 
Interpreters for people with hearing impairments and 
brailled or taped information for people with visual im- 
pairments can be provided. Please contact Administra- 
tive Regulations Section, at State Office Building #2, 
12th and Franklin, Olympia, WA, phone (206) 753— 
7015 by March 13, 1985. The meeting site is in a loca- 
tion which is barrier free. 
Dated: February 14, 1985 
By: Edwin Porter 
for David A. Hogan, Director 
Division of Administration and Personnel 


STATEMENT OF PURPOSE 


This statement is filed pursuant to RCW 34.04.045. 

Re: Repealing chapters 275-32 and 275-34 WAC, 
new chapters 275-35 and 275-37 WAC and amending 
WAC 275-110-040. 

The Purpose of the Rule and Rule Changes: To repeal 
rules no longer applicable, adopt rules as required by 
RCW and amend rule to update information and correct 
errors. 

Statutory Authority: RCW 13.06.030 for chapter 
275-35 WAC, RCW 13.40.210(2) for chapter 275-37 
WAC and RCW 72.72.040 for WAC 275-110-040. 

Summary of the Rule and Rule Changes: Programs 
previously covered by chapters 275-32 and 275-34 
WAC will now be covered by chapter 275-35 WAC, 
consolidated juvenile services. Chapter 275-35 WAC es- 
tablishes rules for consolidated juvenile services and 
chapter 275-37 WAC establishes a rated bed capacity 
for DJR. The amendment of WAC 275-110-040 deletes 
a closed facility and makes other corrections. 
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Person Responsible for the Drafting, Implementation 
and Enforcement of the Rule or Rule Change: Jerome 
M. Wasson, Director, Division of Juvenile Rehabilita- 
tion, mailstop OB 32, phone 753-7402. 

These rules are not necessary as a result of federal 
law, federal court decision or state court decision. 


REPEALER 


The following sections of the Washington Administrative Code are 


repealed: 
WAC 275-32-005 
WAC 275-32-010 
WAC 275-32-015 


AUTHORITY. 
DEFINITIONS. 
COUNTY'S RESOLUTION OF INTEN- 


TION TO PARTICIPATE. 


WAC 275-32-025 

WAC 275-32-035 
APPROVAL. 

WAC 275-32-045 
GRAM PLAN. 

WAC 275-32-060 


APPLICATION FOR PARTICIPATION. 
ANNOUNCEMENT OF PROGRAM 


MODIFICATION OF APPROVED PRO- 
ELIGIBLE PROBATIONERS FOR SPE- 


CIAL SUPERVISION. 


WAC 275-32-065 
WAC 275-32-075 
WAC 275-32-080 
SION PROGRAM. 
WAC 275-32-085 


ASSIGNMENT OF FUNDS. 
RESTRICTIONS ON SPENDING. 
WORKLOADS FOR SPECIAL SUPERVI- 


FISCAL ACCOUNTABILITY AND DE- 


PARTMENTAL AUDIT. 


WAC 275-32-095 
MONITORING. 
WAC 275-32-105 
WAC 275-32-115 
WAC 275-32-135 
STANDARDS. 
WAC 275-32-145 
WAC 275-32-155 
WAC 275-32-165 
ER AGENCIES. 
WAC 275-32-175 


REPEALER 


PROGRAM REVIEW AND 


EXCEPTIONS TO RULES. 
TREATMENT PLAN. 
STANDARD COST AND WORKLOAD 


EARNING OF CREDITS. 
COUNTY PLANNING PROCESS. 
COUNTY'S COOPERATION WITH OTH- 


ALTERNATE PLANS. 


The following sections of the Washington Administrative Code are 


repealed: 
WAC 275-34-010 
WAC 275-34-020 


ATION OF PLANS. 


WAC 275-34-030 
TIME LIMITS. 
WAC 275-34-040 
WAC 275-34-050 
ELEMENTS. 
WAC 275-34-060 
IN PLANS. 
WAC 275-34-070 
WAC 275-34-080 
WAC 275-34-090 
EXCEPTIONS. 
WAC 275-34-100 
WAC 275-34-110 
MONITORING. 
WAC 275-34-120 
WAC 275-34-140 


DEFINITIONS. 
PLANNING—COMMITTEES—CRE- 


PLANNING—SUBMISSION OF PLANS— 


STATE FUNDING. 
PROGRAM PLAN—REQUIRED 


DIVERSION UNIT—SPECIFICATIONS 
APPROVAL OF PLAN BY SECRETARY. 
MODIFICATION OF APPROVED PLAN. 
SEPARATE ADMINISTRATION— 


EXCEPTIONS TO RULES. 
PROGRAM REVIEW AND 


REFUSAL OF SERVICES. 
SUBSTANTIAL VIOLATION. 


Chapter 275-35 WAC 


CONSOLIDATED JUVENILE SERVICES PROGRAMS 


NEW SECTION 


WAC 275-35-010 AUTHORITY. Rules and regulations relating 
to consolidated juvenile service programs are hereby adopted pursuant 
to chapter 13.06 RCW. 
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NEW SECTION 


WAC 275-35-020 DEFINITIONS. (1) "Application" is the doc- 
ument requesting state funds for specific projects under the consolidat- 
ed juvenile services program. 

(2) "Consolidated juvenile services program" or "program" is that 
portion of the county's juvenile justice system providing services to a 
juvenile who has been adjudicated an offender or referred to a diver- 
sion unit. 

(3) "Consolidated juvenile services review committee" or "review 
committee" means a group of individuals whose function is to provide 
input and review and make comments regarding the application. Said 
review committee shall be selected by the program administrator in 
consultation with the executive body and include, but not necessarily 
be limited to, representatives from the following: The executive's office, 
juvenile court judges and staff, law enforcement, prosecuting and de- 
fense attorneys, law and justice planning personnel, state-funded di- 
version units, educators, ethnic minorities, children services 
professionals, citizens, and private sector youth-serving groups. 

(4) "Department" means the department of social and health 
services. 

(5) "Director" means the director of the division of juvenile rehabil- 
itation or his or her designee. 

(6) "Division" means the division of juvenile rehabilitation. 

(7) "Juvenile justice system" or "system" means the organizational 
Structure and process existing in the county for handling juvenile 
offenders. 

(8) "Participating county" means a county or counties making ap- 
plication under this chapter. 

(9) "Planning body" means that individual or group of individuals 
responsible for the development of the application. 

(10) "Program administrator" or "administrator" means the person 
designated to administer the consolidated juvenile services (CJS) pro- 
gram. This will be the juvenile court administrator except in those 
counties choosing not to participate in CJS or in those instances where 
the juvenile court administrator chooses not to administer the program. 

(11) "Project" is a single unit of work to be performed as part of a 
consolidated juvenile services program. 

(12) "Project supervisor" or "supervisor" means a person designated 
to supervise a project or projects in the consolidated juvenile services 
program. 

(13) "Regional administrator" means the regional administrator of 
one of the division's six administrative regions. 

(14) "Regional plan" means the document approved by the division 
setting forth regional program emphasis and priorities for the ensuing 
funding period. 

(15) "Secretary" means the secretary of the department of social 
and health services. 


NEW SECTION 


WAC 275-35-030 ESTABLISHMENT OF A CONSOLIDAT- 
ED JUVENILE SERVICES PROGRAM. (1) Request to participate. 

(a) A request by a county or group of counties to participate under 
these provisions shall include a resolution or letter of intent submitted 
to the division by the executive body expressing intent to participate. 

(b) After official acceptance by the regional administrator, the 
county's application will be considered in determining the division's 
community program expenditure for the ensuing funding period. 

(c) Other public and private sector agencies within the county shall 
be considered in the development of the application and may be in- 
cluded as subcontractors in the county's request for funding by the 
division. 

(d) Other public and private sector agencies may apply directly to 
the division for program funds. In such instances said agencies shall be 
responsible to meet all obligations and requirements specified for par- 
ticipating counties under this chapter. 

(2) Program planning process and approval. 

(a) Based upon divisional goals, the regional administrator develops 
regional priorities to assist planning bodies in formulating local priori- 
ties and program strategies. 

(b) Each participating county shall develop through its existing 
planning process a program application for the delivery of services to 
juvenile offenders and shall agree through submission of the applica- 
tion to comply with the provisions of this chapter. 

(c) The application will be submitted to the review committee who 
will review and make comments, which shall include but not be limited 
to the following areas: 
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(i) The provision of services to identified offender groups and access 
to services by all offenders; 

(ii) Efforts to identify and utilize existing community services; 

(iii) The avoidance of service duplication; 

(iv) The maintenance of existing county and private agency com- 
mitment of funds to juvenile offender programs; 

(v) Appropriate linkage to and support from other elements of the 
county's existing juvenile justice system; and 

(vi) The extent to which regional priorities have been considered. 

(d) Prior to the submission of the application to the regional admin- 
istrator, the comments of the review committee will be considered by 
the planning body who will, if needed, either modify the plan or attach 
to the plan the reasons for not making suggested modifications. 

(e) Written guidelines and instructions for preparing the application 
will be provided by the division. The application shall be developed in 
consultation with the regional administrator to ensure the coordination 
of state, county, and private sector resources within regional bounda- 
ries and shall be submitted to the regional administrator for review and 
subsequent approval. 

(f) The division may provide planning bodies and review committees 
with technical services in the development of the application. 

(3) Definitions of juvenile offender groups. Applications submitted 
must address service components for at least the following groups of 
juvenile offenders: 

(a) Divertees. Juveniles participating in diversion under chapter 13- 
.40 RCW. 


(b) Court-adjudicated offenders not committed to the department. - 


Juveniles who have been adjudicated by the court, but not committed 
to the department, and fall into one of the following categories: 

(i) Minor/first offenders. Juvenile offenders defined as minor/first 
under chapter 13.40 RCW. 

(ii) Middle offenders. Juvenile offenders who: 

(A) Are not minor/first offenders as defined by chapter 13.40 RCW, 
or 

(B) Have less than one hundred ten points on the standard sentenc- 
ing scale, or 

(C) Have not been committed to the department through the decla- 
ration of "manifest injustice." 

(iii) High risk offenders. Juvenile offenders who: 

(A) Have one hundred ten points or more on the standard sentenc- 
ing scale, or 

(B) Have committed a current offense that is a felony and are al- 
ready on community supervision as a middle or serious offender, or 

(C) Have committed a current offense which is a felony against 
people, or 

(D) Have committed a current offense which is a felony and have 
evidenced increasingly serious criminal behavior within the previous 
twelve months, or 

(E) Are defined as a serious offender by chapter 13.40 RCW and 
are allowed to remain in the community through the declaration of 
"manifest injustice." 

(c) Court-adjudicated offenders committed to the department. Ju- 
veniles who have been adjudicated by the court and committed to the 
department, and fall into one of the following categories: 

(i) Juveniles residing in the community as parolees or under the 
community residential placement program. 

(ii) Juveniles residing in a county detention facility under a commu- 
nity commitment program. 

(iii) Juveniles residing in a division institution or group home. 

(d) Interstate compact agreement offenders. Juveniles supervised on 
parole through the interstate compact agreement. 


NEW SECTION 


WAC 275-35-040 GENERAL PROVISIONS. (1) Access to 
services and use of existing community resources. 

(a) Program administrators shall ensure all juvenile offenders have 
access to appropriate services, activities, and opportunities. 

(b) Planning bodies shall avoid duplicating existing community ser- 
vices. If proposed services are similar to those already existing in the 
community, clear evidence must be presented in the application to 
demonstrate why such existing services are inappropriate or unavail- 
able to meet identified needs or why such services cannot be provided 
through cooperative program planning or shared funding 
arrangements. 

(2) All juveniles served by projects covered under this chapter shall 
be afforded due process in all contacts, especially those which may re- 
sult in a more restrictive intervention. 
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(3) All projects included in the application shall comply with the 
provisions of this chapter, applicable divisional policies and standards, 
juvenile court rules, as well as other applicable standards. 


NEW SECTION 


WAC 275-35-050 ORGANIZATION. (1) The organizational 
structure of the program is the prerogative of the county or private 
sector agency participating under this chapter and shall not be dictated 
by these standards. 

(2) The organizational structure shall be set forth in the application 
and shall reflect the program's relationship to other juvenile justice 
components operating within the county and region. 


NEW SECTION 


WAC 275-35-060 ADMINISTRATION. (1) The distribution of 
funds for consolidated juvenile service programs shall be contingent 
upon: 

(a) The designation of a program administrator, and 

(b) The designation of a single project supervisor for each subcon- 
tract awarded outside the prime contract. 

Said administrators and supervisors are responsible for the imple- 
mentation of the program and the accomplishment of stated activities, 
results, and impacts. 

(2) Administrators or supervisors will meet at least quarterly with 
the regional administrator or designees to review progress toward the 
achievement of results and other matters related to the overall imple- 
mentation and funding of projects within the consolidated juvenile ser- 
vices program. 

(3) Administrators or supervisors shall submit activity, narrative, 
and other reports and data as requested relating to programs and/or 
projects covered under this chapter to the regional administrator and 
shall participate with the regional administrator in the development of 
program and/or project status reports as may be required by the 
division. 

(4) Case records and management information. 

(a) Administrators and supervisors shall ensure a case record is kept 
for each juvenile offender in projects covered under this chapter, except 
diversion units will keep only such information as is necessary to mon- 
itor and evaluate the referral and disposition activities. 

(b) Records other than diversion shall minimally contain: 

(i) A treatment plan based upon identified needs setting forth spe- 
cific objectives and methods in concise behavioral terms; and 

(ii) A termination/closing report summarizing case activity. 

(c) Case records shall be current and treatment plans updated at 
least quarterly. 

(d) The provisions of chapter 13.50 RCW pertaining to the mainte- 
nance and confidentiality of social and legal information apply to all 
programs and projects covered under this chapter. 

(e) Administrators and/or supervisors will provide necessary statis- 
tical data to maintain case files in the division's management informa- 
tion system. 

(5) Policies and procedures. 

(a) Each administrator shall maintain written policies and proce- 
dures which shall include, but not be limited to, the following: 

(i) Reporting of serious criminal incidents involving juveniles partic- 
ipating in the program to the regional administrator. 

(ii) Reporting of misconduct or malfeasance by staff of the program 
to the regional administrator. 

(b) These policies and procedures will be reviewed at least annually 
by the regional administrator or designee. 

(6) Change in application. 

(a) Modification of a project requires the advance written approval 
of the regional administrator and may, at the regional administrator's 
discretion, require review and comment by the review committee. 

(b) Changes in the budget during a funding period are accomplished 
by transfer, modification, or amendment. 

(i) Transfers. The reallocation of funds between line items of the 
contract which will not exceed four thousand dollars or five percent, 
whichever is less, of the total budget within a fiscal year and which will 
not change the overall scope of the program may be accomplished by 
written notification to the regional administrator. 

(ii) Modifications. Reallocation of funds between line items of the 
contract exceeding four thousand dollars or five percent, whichever is 
less, of the total budget within a fiscal year requires advance written 
approval of the regional administrator. The regional administrator may 
require review and comment by the review committee. 
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(iii) Amendments. Amendments require the involvement of the de- 
partment's contracts office, shall be processed through the division's 
regional office, and may, at the regional administrator's discretion, re- 
quire review and comment by the review committee. Amendments are 
necessary when: 

(A) Contract amounts are increased or decreased; 

(B) Major change in the application is proposed; 

(C) Increased agency staffing is requested; 

(D) A change exceeds ten percent of the total contract budget; 

(E) A change moves moneys into a previously vacant line item. 

(7) Training. Each participating county or agency providing services 
under this chapter shall provide relevant staff training. 

(8) Assumption of division services. 

(a) The assumption of division services shall be negotiated between 
the regional administrator and the administrator and will be reviewed 
by the review committee and the division's central office prior to a final 
decision. 

(b) Where such services are assumed, the regional administrator will 
provide appropriate orientation and training. 

(9) Review board authority in projects covered by this chapter shall 
rest with the administrator. 


NEW SECTION 


WAC 275-35-070 MONITORING OF PERFORMANCE 
AND EVALUATION OF PROGRAM IMPACT. (1) It shall be the 
responsibility of the administrator to submit activity reports, quarterly 
reports, corrective action plans and reports, and other such reports as 
specified in the division's monitoring system for the program to the re- 
gional administrator. 

(2) It shall be the responsibility of the regional administrator to 
submit to the division's central office progress reports as specified in 
the division's monitoring system for the program. 

(3) The regional administrator may, at any time, request a formal 
program/project or fiscal audit through the department and may also 
request other available technical services to assist in monitoring and 
evaluating the program/ projects. 


NEW SECTION 


WAC 275-35-080 DISTRIBUTION OF FUNDS AND FIS- 
CAL MANAGEMENT. (1) Funding constraints. 

(a) Funds for programs covered by this chapter shall be utilized for 
the achievement of activities, results, and impacts stated for each 
project. 

(b) Failure on the part of any project to perform in accordance with 
the provisions of this chapter or to achieve established activities, re- 
sults, and impacts may result in the termination or reduction of funds. 

(c) The administrator shall be responsible for the management of all 
fiscal matters related to the program, shall comply with state and local 
policies and procedures and the terms and conditions of the contract, 
and shall provide information to the regional administrator at regular 
and requested intervals. 

(2) Limitations of funding. 

(a) Funds received by participating counties shall not be used to re- 
place local funds for existing services. 

(b) Mileage reimbursement and per diem may not exceed the cur- 
rent allowable state or county rate, whichever is less. 

(c) Equipment purchases must be approved in advance by the re- 
gional administrator and should be processed through the regional 
office whenever possible and feasible. 

(d) Funds for evaluation are allowable, but the design, scope, and 
the expected final product must be clearly specified in the application 
(as an attachment). 

(e) Funds for administrative salaries, benefits, and program support 
may not exceed ten percent of the total contract award. 

(f) Further limitations on the distribution of funds for certain ex- 
penditure categories may be set forth in the division's application and 
budget instructions for the program. 


NEW SECTION 


WAC 275-35-090 SERVICES. (1) Diversion. 

(a) Diversion staff shall be limited in their actions as set forth in 
chapter 13.40 RCW and the applicable divisional policies and 
standards. 

(b) Diversion staff shall ensure divertees receive penalties on a pri- 
ority continuum, whereby the heaviest penalty is assessed for the most 
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serious of the divertable offenses and the least penalty is assessed for 
the least serious offense. 

(c) Diversion staff shall develop: A statement of work; program phi- 
losophy; written policies and procedures; and shall maintain a line of 
communication with appropriate community entities, such as law en- 
forcement and community service resources. 

(d) Diversion staff shall contact divertees at least monthly or shall 
establish and maintain some other mechanism to ensure compliance 
with the diversion agreement; said divertee shall be terminated upon 
completion of the agreement. 

(2) Community supervision. The administrator shall prepare mini- 
mum standards regarding frequency of contact and length of stay on a 
priority continuum, whereby the more serious offenders are provided 
more intense services for longer periods of supervision than are the less 
serious offenders. Said standards shall be set forth in the application. 

(3) Parole services. 

(a) Parole supervision must be provided for all youth committed to 
the department as juvenile offenders, unless legal age limits have been 
reached or other post-institutional plan has been arranged through the 
regional administrator. 

(b) Staff shall plan for and coordinate the youth's release from the 
institution; facilitate family, foster, or group home placement; facilitate 
youth's school re-entry; placement in vocational training, skills train- 
ing, or employment; and develop other support programs that can rea- 
sonably be expected to be effective in achieving successful 
reintegration. 

(c) Staff shall develop and monitor requirements for all interstate 
parolees. 

(4) Community residential services. 

(a) Community residential placement program. 

(i) The community residential placement program provides place- 
ments for committed youth serving sentences at the minimum security 
level; 

(ii) It shall provide twenty-four-hour supervision and such support 
services as arranging school and work programs, counseling, and other 
similar social services; 

(iii) It shall provide a transitional program for youth between resi- 
dential placement and the intended community placement in order to 
maximize successful reintegration; and 

(iv) It shall ensure availability of medical and dental care, psychiat- 
ric and psychological consultations and testing, and such other services 
as may be needed to enhance reintegration. 

(b) Community commitment program. 

(i) The community commitment program provides placement and 
programming for committed youth serving sentences in county deten- 
tion facilities. 

(ii) It shall provide a transitional program for youth between secure 
detention and community supervision. 

(5) Other services may be supported by the division as funds are 
available. 


NEW SECTION 


WAC 275-35-100 EXCEPTIONS TO RULES. A waiver of the 
specific requirements of this chapter may be requested by written ap- 
plication to the director in situations where the imposition of such pro- 
visions can be shown to be detrimental or impractical to overall 
program operations. The director will give each waiver request individ- 
ual consideration and promptly advise the applicant in writing of the 
director's decision regarding the waiver and explain the basis for such 
decision. 


Chapter 275-37 WAC 
DIVISION OF JUVENILE REHABILITATION—RULES, PRAC- 
TICES, AND PROCEDURES 


NEW SECTION 


WAC 275-37-010 DEFINITIONS. (1) "Department" means the 
department of social and health services. 

(2) "Director" means the director of the division of juvenile rehabil- 
itation or his or her designee. 

(3) "Division" means the division of juvenile rehabilitation. 

(4) "Regional administrator" means the regional administrator of 
one of the division's six administrative regions. 

(5) "Secretary" means the secretary of the department of social and 
health services. 
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(6) "Superintendent" means the superintendent of one of the divis- 
ion's three institutions or two forest camps. 


NEW SECTION 


WAC 275-37-020 RATED BED CAPACITY. The rated bed ca- 
pacity of the division is that number of confinement beds on file with 
the office of financial management by the first day of each biennium 
for operation during each ensuing fiscal year. 


AMENDATORY SECTION (Amending Order 1682, filed 7/20/81) 


WAC 275-110-040 INSTITUTIONS AND ELIGIBLE IM- 
PACTED POLITICAL SUBDIVISIONS. Reimbursement shall be 
limited to the following city, town, and county governments impacted 
by the offenses from inmates assigned to institutions listed in this 


section. 


Institution 


(1) Washington state penitentiary 
(2) Washington state reformatory 
(3) McNeil Island 

corrections center 
(4) Washington corrections 

center 
(5) Purdy treatment center 

for women 
(6) Firland correctional center 
(?) Larch corrections center 
(8) Clearwater correctional center 
(9) Olympic corrections center 
(10) Indian Ridge treatment center 
(11) Pine Lodge 

Correctional center 
(12) Cedar Creek 
correctional center 

(13) Special offender center 
(14) Echo Glen children's center 
(15) Green Hill school 
(16) Maple Lane school 
(17) Mission Creek youth camp 
(18) Naselle youth camp 
(19) Woodinville group home 
(20) Canyon View group home 
(21) Sunrise group home 
(22) Twin Rivers group home 
(23) Oakridge group home 
(24) Park Creek group home 
(25) Ridgeview group home 
(26) ((Proncer-group-home 
€27))) Western state hospital 
((€28})) (27) Eastern state hospital 


((€293)) (28) Child study and 


treatment center 


Cities/County 


Walla Walla/Walla Walla 
Monroe/Snohomish 


Steilacoom/Pierce 
Shelton/Mason 


Gig Harbor/Pierce 
Seattle/King 
Yacolt/Clark 
Forks/Clallam 
Forks/Clallam 
Arlington/Snohomish 
Medical Lake/ 
Spokane/Spokane 


Littlerock/Thurston 
Monroe/Snohomish 
Snoqualmie/King 
Chehalis/Lewis 
Rochester/Thurston 
Belfair/Mason 
Naselle/Pacific 
Woodinville/ ((Smohomish)) King 
East Wenatchee/ Douglas 
Ephrata/Grant 
Richland/Benton 
Tacoma/Pierce 
Kittitas/Kittitas 
Yakima/Yakima 
Steilacoom/Pierce 
Medical Lake/ 
Spokane/Spokane 


Steilacoom/Pierce 


((60))) (29) For any institution ((whtetrts)) not listed ((above)) in 
this section, reimbursement shall be limited to the political subdivisions 
(Gnwhich)) where the institution is located. Such institutions include 
adult work release facilities and juvenile group homes housing inmates 
as defined in WAC 275-110—020(7). 


WSR 85-05-032 
ADOPTED RULES 
DEPARTMENT OF 
SOCIAL AND HEALTH SERVICES 
(Health) 
[Order 2208—Filed February 15, 1985] 


I, David A. Hogan, director of the Division of Ad- 


ministration and Personnel, do promulgate and adopt at . 


Olympia, Washington, the annexed rules relating to cer- 
tificate of need, amending chapter 248-19 WAC. 

This action is taken pursuant to Notice No. WSR 85- 
01-048 filed with the code reviser on December 14, 
1984. These rules shall take effect thirty days after they 
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are filed with the code reviser pursuant to RCW 
34.04.040(2). 

This rule is promulgated pursuant to RCW 70.38.135 
which directs that the Department of Social and Health 
Services has authority to implement the provisions of 
chapter 70.38 RCW. 

The undersigned hereby declares that the agency has 
complied with the provisions of the Open Public Meet- 
ings Act (chapter 42.30 RCW), the Administrative Pro- 
cedure Act (chapter 34.04 RCW) and the State Register 
Act (chapter 34.08 RCW) in the adoption of these rules. 

APPROVED AND ADOPTED February 6, 1985. 

By David A. Hogan, Director 
Division of Administration and Personnel 


AMENDATORY SECTION (Amending Order 210, 
filed 4/9/81, effective 5/20/81) 


WAC 248-19-360 BASES FOR FINDINGS AND 
ACTION ON APPLICATIONS. (1) The findings of 
the department's review of certificate of need applica- 
tions and the action of the secretary's ((action)) designee 
on such applications shall, with the exceptions provided 
for in WAC 248-19-410 and 248-19-415 be based on 
determinations as to: 

(a) Whether the proposed project is needed; 

(b) Whether the proposed project will foster contain- 
ment of the costs of health care; 

(c) Whether the proposed project is financially feasi- 
ble; and 

((£)) (d) Whether the proposed project will meet the 
criteria for structure and process of care identified in 
WAC 248-19-390((7znd 


ment-of-the-costs-of-health-care)). 

(2) The ((secretary's)) decision on a certificate of 
need application shall be consistent with the state health 
plan in effect((;—except-in—emergency- circumstances 
which-pose-a threat to the public tiealth)) at the time the 


secretary's designee made the original or reconsidered or 
remanded decision. A finding of inconsistency shall not 


be based solely on the fact ((that)) a proposed project is 
not specifically referenced in the state health plan. 

(3) Criteria contained in this section and in WAC 
248-19—370, 248-19-380, 248—19—390, and 248—19—400 
shall be used by the department in making the required 
determinations. 

(a) In the use of criteria for making the required de- 
terminations, the department shall consider: 

(i) The ((refatronship)) consistency of the proposed 
project ((to)) with the applicable regional health ((sys- 
tems)) plan ((€HSP))) (RHP) and annual implementa- 
tion plan (AIP), and the state health plan (SHP); 

(ii) The standards in the state health plan ((which 
have-been)) identified to be used for certificate of need 
review purposes and ((are)) applicable to the type of 
project under review; 

(iii) In the event ((that)) standards in the state health 
plan or regional health plan do not address((;)) in suffi- 
cient detail for a required determination((;)) the services 
or facilities for health services ((which-are)) proposed, 
the department may consider standards ((which-arce)) 
not in conflict with the state health plan or regional 
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health plan in accordance with subsection (3)(b) of this 
section; 

(iv) The findings and recommendations of the regional 
health ((systems-agency)) council and the hospital com- 
mission (in relation to the immediate and long-range fi- 
nancial feasibility of a hospital project as well as the 
probable impact of such project on the cost of and 
charges for providing health services by the hospital, in- 


cluding recommendations to approve, conditionally ap- 


prove, partially approve, or deny an application); and 
(v) The relationship of the proposed project to the 


long-range plan (if any) of the person proposing the 
project. 

(b) The department may consider any of the following 
in its use of criteria for making the required 
determinations: 

(i) Nationally recognized standards from professional 
organizations; 

(ii) Standards developed by professional organizations 
in Washington state; 

(iii) Federal Medicare and Medicaid certification 
requirements; 

(iv) State licensing regulations; 

(v) The hospital commission's policies, guidelines and 
regulations; 

(vi) Applicable standards ((which-have-been)) devel- 
oped by other individuals, groups, or organizations with 
recognized expertise related to a proposed undertaking; 
and 

(vii) The written findings and recommendations of in- 
dividuals, groups, or organizations with recognized ex- 
pertise related to a proposed undertaking, with whom 
the department consults during the review of an 
application. 

(c) At the request of an applicant, the department 
shall identify the criteria and standards it will use prior 
to the submission and screening of a certificate of need 
application: PROVIDED((;)) HOWEVER, That when a 
person requests identification of criteria and standards 
prior to the submission of an application, the person 
shall submit such descriptive information on a project as 
is determined by the department to be reasonably neces- 
sary in order to identify the applicable criteria and 
standards. The department shall respond to such request 
within fifteen working days of its receipt. In the absence 
of an applicant's request under this subsection, the de- 
partment shall identify the criteria and standards it will 
use during the screening of a certificate of need applica- 
tion. The department shall inform the applicant about 
any consultation services it will use in the review of a 
certificate of need application prior to the use of such 
consultation services. 

(d) Representatives of the department or consultants 
whose services are engaged by the department may 
make an on-site visit to a health care facility, or other 
place for which a certificate of need application is under 
review, or for which a proposal to withdraw a certificate 
of need is under review when the department deems such 
an on-site visit is necessary and appropriate to the de- 
partment's review of a proposed project. 
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AMENDATORY SECTION (Amending Order 210, 
filed 4/9/81, effective 5/20/81) 


WAC 248-19-370 DETERMINATION OF 
NEED. The determination of need for any project shall 
be based on the following criteria, except these criteria 


will not justify exceeding the limitation on increases of 
nursing home beds provided in WAC 248-19—373. 


(1) The population served or to be served has need for 
the project and other services and facilities of the type 
proposed are not or will not be sufficiently available or 
accessible to meet that need. The assessment of the con- 
formance of a project with this criterion shall include, 
but need not be limited to, consideration of the 
following: 

(a) In the case of a reduction, relocation, or elimina- 
tion of a service, the need ((that)) the population pres- 
ently served has for the service, the extent to which the 
need will be met adequately by the proposed relocation 
or by alternative arrangements, and the effect of the re- 
duction, elimination, or relocation of the service on the 
ability of low-income persons, racial and ethnic minori- 
ties, women, handicapped persons, and other 
underserved groups and the elderly to obtain needed 
health care; 

(b) In the case of health services or facilities proposed 
to be provided, the efficiency and appropriateness of the 
use of existing services and facilities similar to those 
proposed; 

(c) In the case of an application by an osteopathic or 
allopathic facility for a certificate of need to construct, 
expand, or modernize a health care facility, acquire ma- 
jor medical equipment, or add services, the need for that 
construction, expansion, modernization, acquisition of 
equipment, or addition of services on the basis of the 
need for and the availability in the community of ser- 
vices and facilities for osteopathic and allopathic physi- 
cians and their patients, and the impact on existing and 
proposed institutional training programs for doctors of 
osteopathy and medicine at the student, internship, and 
residency training levels; and 

(d) In the case of a project ((which-does)) not ((in= 
volve)) involving health services, the contribution of the 
project toward overall management and support of such 
services. 

(2) All residents of the service area, including low- 
income persons, racial and ethnic minorities, women, 
handicapped persons, and other underserved groups and 
the elderly are likely to have adequate access to the pro- 
posed health ((service(s))) service or services. The as- 
sessment of the conformance of a project with this 
criterion shall include, but not be limited to, considera- 
tion as to whether the proposed services makes a contri- 
bution toward meeting the health-related needs of 
members of medically underserved groups which have 
traditionally experienced difficulties in obtaining equal 
access to health services, particularly those needs identi- 
fied in the applicable regional health ((systems)) plan, 
annual implementation plan, and state health plan as 
deserving of priority. Such consideration shall include an 
assessment of the following: 
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(a) The extent to which medically underserved popu- 
lations currently use the applicant's services in compari- 
son to the percentage of the population in the applicant's 
service area which is medically underserved, and the ex- 
tent to which medically underserved populations are ex- 
pected to use the proposed services if approved; 

(b) The past performance of the applicant in meeting 
obligations, if any, under any applicable federal regula- 
tions requiring provision of uncompensated care, com- 
munity service, or access by minorities and handicapped 
persons to programs receiving federal financial assistance 
(including the existence of any unresolved civil rights 
access complaints against the applicant); 

(c) The extent to which Medicare, Medicaid, and 
medically indigent patients are served by the applicant; 
and 

(d) The extent to which the applicant offers a range of 
means by which a person will have access to its services 
(e.g., outpatient services, admission by house staff, ad- 
mission by personal physician). 

(3) The resources for the proposed project are not 
needed for higher priority alternative uses identified in 
applicable health plans. 

(4) The applicant has substantiated any of the follow- 
ing special needs and circumstances ((which)) the pro- 
posed project is to serve. 

(a) The special needs and circumstances of entities 
such as medical and other health professions schools, 
multidisciplinary clinics and specialty centers ((which 
provide)) providing a substantial portion of their services 
or resources, or both, to individuals not residing in the 
health service areas in which the entities are located or 
in adjacent health service areas. 

(b) The special needs and circumstances of biomedical 
and behavioral research projects ((whieh-are)) designed 
to meet a national need and for which local conditions 
offer special advantages. 

(c) The special needs and circumstances of osteopath- 
ic hospitals and nonallopathic services. 

(5) The project will not have an adverse effect on 
health professional schools and training programs. The 
assessment of the conformance of a project with this cri- 
terion shall include consideration of: 

(a) The effect of the means proposed for the delivery 
of health services on the clinical needs of health profes- 
sional training programs in the area in which the ser- 
vices are to be provided; and 

(b) If proposed health services are to be available in a 
limited number of facilities, the extent to which the 
health professions schools serving the area will have ac- 
cess to the services for training purposes. 


(6) (( 
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effectiveness-and-access: 

€))) The project is needed to meet the special needs 
and circumstances of enrolled members or reasonably 
anticipated new members of a health maintenance or- 
ganization or proposed health maintenance organization 
and the services proposed are not available from 
nonhealth maintenance organization providers or other 
health maintenance organizations in a reasonable and 
cost-effective manner ((which-is)) consistent with the 
basic method of operation of the health maintenance or- 
ganization or proposed health maintenance organization. 
In assessing the availability of ((these)) health services 
from these providers, the department shall consider only 
whether the services from these providers: 

(a) Would be available under a contract of at least 
five years' duration; 

(b) Would be available and conveniently accessible 
through physicians and other health professionals asso- 
ciated with the health maintenance organization or pro- 
posed health maintenance organization (for example — 
whether physicians associated with the health mainte- 
nance organization have or will have full staff privileges 
at a nonhealth maintenance organization hospital); 

(c) Would cost no more than if the services were pro- 
vided by the health maintenance organization or pro- 
posed health maintenance organization; and 

(d) Would be available in a manner ((which-is)) ad- 
ministratively feasible to the health maintenance organi- 
zation or proposed health maintenance organization. 


NEW SECTION 


WAC 248-19-373 DETERMINATION OF 
NURSING HOME BED NEEDS. (1) The following 
rules are adopted for use in making decisions on certifi- 
cate of need applications involving nursing home beds 
submitted for review under the provisions of RCW 
70.38.105. 

(a) With the assistance of a work group, the state 
health coordinating council developed a method for de- 
termining future nursing home bed needs with the in- 
tention of incorporating that method as an amendment 
to the 1982 state health plan. The secretary of the de- 
partment reviewed the method and submitted it to the 
governor for adoption as an amendment to the state 
health plan. The governor adopted the method as part of 
an amendment of the state health plan on March 27, 
1984. See RCW 70.38.045 and RCW 70.38.065. 

(b) The nursing home bed need projections in subsec- 
tion (3)(a) of this section shall be used to interpret the 
certificate of need review criteria in RCW 
70.38.115(2)(b) and WAC 248-19-370. 

(2) The secretary finds: 

(a) That in developing the amendment to the 1982 
state health plan the state health coordinating council 
sought and received the assistance of a work group con- 
sisting of representatives from a wide variety of groups 
interested in nursing home bed needs in this state. 

(b) That the work group consisted of representatives 
from the following: State health coordinating council; 
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Puget Sound health systems agency; Washington associ- 
ation of homes for the aging; Washington state health 
facilities association; united nursing home association; 
area agency on aging; nursing home ombudsman; state 
nursing home advisory council; senior citizens lobby; 
state council on aging; the department's bureau of aging 
and adult services, bureau of nursing home affairs, and 
regional offices; and the house committee on social and 
health services. 

(c) That the following assumptions which were incor- 
porated in the amendment regarding the bed need pro- 
jection method are the appropriate policy considerations 
for projecting nursing home bed needs. 

(i) Nursing home bed need projections should reflect 
variations in nursing home use by different age groups of 
the population. 

(ii) Nursing home beds should ordinarily be located 
reasonably close to the people they serve. 

(iii) Equity and the availability in use of nursing home 
beds within the state should be increased by reducing the 
wide variation in nursing home use rates within age 
groups among areas of the state. 

(iv) Areas of the state that are underbedded, ade- 
quately bedded, and overbedded should be identified and 
treated differently in the bed need projection process. 

(v) The overall supply of beds in the state should rep- 
resent a reasonable and appropriate state nursing home 
bed to elderly population ratio. 

(vi) Most current nursing home use in the state re- 
flects an appropriate need for formal services which 
should be met by nursing home beds or other services in 
long-term care continuum. 

(vii) To be responsive to unique local circumstances, 
the nursing home bed need projection process should in- 
clude local discretion in defining nursing home planning 
areas and bed allocations. 

(d) That the amendment to the 1982 state health plan 
established a 1990 target state nursing home bed to eld- 
erly population ratio (see subsection (2)(c)(v) of this 
section) of 53.7 beds per one thousand persons aged six- 
ty-five or older. Taken into account in establishing this 
ratio were the following: 

(i) The national bed ratio and the bed ratios of other 
states judged to have reasonable and progressive long— 
term care policies, and 

(ii) State policy goals for the allocation of scarce re- 
sources between nursing home beds and other institu- 
tional and community-based services in the long-term 
care continuum, and 

(iii) The effects on nursing home bed needs of new 
health system developments, such as hospital diagnostic 
related group (DRG) reimbursement, and 

(iv) Progress being made in developing other long- 
term care services for the population at risk of nursing 
home placement. 

(e) That nursing home bed need projections derived 
from the state health plan bed need methodology should 
not be exceeded in decisions on applications for certifi- 
cates of need. 

(3) The following are the 1987 projections of total 
nursing home beds needed in each county as derived 
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from the state health plan nursing home bed need pro- 
jection methodology. These projections will remain in 
effect until updated. The next update is scheduled for 
the last half of 1986. The projections do not reflect nec- 
essary reductions for current licensed nursing home beds 
(excluding nursing home beds used for IMR), beds in 
hospitals used for long-term care, and the number of 
nursing home beds approved by certificate of need, but 
not yet licensed. The projections less these reductions 
equal additional beds needed. 


(a) Clallam 470 
Island 215 
Jefferson 129 
King 8,867 
Kitsap 1,151 
Pierce 3,105 
San Juan 73 
Skagit 505 
Snohomish 2,270 
Whatcom 1,081 
Clark 1,178 
Cowlitz 585 
Grays Harbor 667 
Klickitat 100 
Lewis 493 
Mason 195 
Pacific 196 
Thurston 719 
Wahkiakum 53 
Benton 396 
Chelan 439 
Douglas 107 
Franklin 138 
Grant 231 
Kittitas 227 
Okanogan 275 
Yakima 1,436 
Adams 112 
Asotin 233 
Columbia 71 
Ferry 27 
Garfield 40 
Lincoln 101 
Pend Oreille 56 
Spokane 2,667 
Stevens 176 
Walla Walla 497 
Whitman 236 


(b) These bed need projections include the allocation 
plans of the applicable regional health council, as pro- 
vided for in the nursing home bed need projection meth- 
od. Where there is no regional health council allocation 
plan, the nonallocated projection is shown.' 

(c) Certificates of need issued by the department shall 
approve no more than the number of additional beds in- 
dicated as needed for a given county by the projection 
method as listed in subsection (3)(a) of this section. 


NOTE: 
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'Step 5 of the state health plan nursing home bed need projection 
methodology concerns the determination of the appropriate number of 
nursing home beds in each county. The method states the regional 
health councils are responsible for the development of an allocation 
plan. The regional health councils may group counties into multiple 
county planning areas and allocate beds or reallocate beds among 
counties based on the planning areas. The allocation plan shall be de- 
veloped separate from the review of individual certificate of need ap- 


plications. 
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ADOPTED RULES 
BOARD OF HEALTH 
[Order 280— Filed February 15, 1985] 


Be it resolved by the Washington State Board of 
Health, acting at Olympia, Washington, that it does 
adopt the annexed rules relating to WAC 248-18- 
99902, Appendix B— Dates of documents adopted by 
reference in chapter 248-18 WAC. 

This action is taken pursuant to Notice No. WSR 85- 
02-068 filed with the code reviser on January 2, 1985. 
These rules shall take effect thirty days after they are 
filed with the code reviser pursuant to RCW 
34.04.040(2). 

This rule is promulgated pursuant to RCW 70.41.030 
and is intended to administratively implement that 
statute. 

This rule is promulgated under the general rule- 
making authority of the Washington State Board of 
Health as authorized in RCW 43.20.050. 

The undersigned hereby declares that the agency has 
complied with the provisions of the Open Public Meet- 
ings Act (chapter 42.30 RCW), the Administrative Pro- 
cedure Act (chapter 34.04 RCW), and the State 
Register Act (chapter 34.08 RCW) in the adoption of 
these rules. 

APPROVED AND ADOPTED February 13, 1985. 

By John A. Beare, MD, MPH 
Secretary 


AMENDATORY SECTION (Amending Order 248, 
filed 11/18/82) 


WAC 248-18-99902 APPENDIX B—DATES OF 
DOCUMENTS ADOPTED BY REFERENCE IN 
CHAPTER 248-18 WAC. (1) NATIONAL FIRE 
PROTECTION ASSOCIATION (NFPA), ((56&,;1978 
edition)) 99, Chapter 3, 1984. 

(2) Use of the guide, published by the American So- 
ciety of Heating, Refrigeration, and Air Conditioning 
Engineers (ASHRAE), recommended for design of 
heating and ventilating systems. ASHRAE Handbook 
series — four volumes: ((+978)) 1982 Applications; 
((4979)) 1983 Equipment; ((1989)) 1984 Systems; 1981 
Fundamentals. 

(3) UNIFORM PLUMBING CODE, International 
Association of Plumbing and Mechanical Officials 
(IAPMO), ((1979)) 1982 edition. 
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(4) NATIONAL FIRE PROTECTION ASSOCIA- 
TION (NFPA), 56F, ((1977-edition)) 1983. 

(5) NATIONAL FIRE PROTECTION ASSOCIA- 
TION (NFPA), ((Standard-Number)) 90A ((7-1978-edi- 
tron))-1981. 

(6) Food Service Equipment Standards of the Na- 
tional Sanitation Foundation, ((1976)) 1984, NSF Bldg., 
P.O. Box 1468, Ann Arbor, Michigan 48106. 

(7) Recommend use of the following standards: 

(a) "Classification of Etiologic Agents on the Basis of 
Hazard" 

United States Department of Health((;7Education)) 
and ((Weifare)) Human Services Publication 

Public Health Service 

Centers for Disease Control 

Office of Biosafety 

Atlanta, Georgia 30333 

(b) "Selecting a Biological Safety Cabinet" 

United States Department of Health((;-Educatron)) 
and ((Welfare)) Human Services 

Public Health Service 

National Institutes of Health 

National Cancer Institute 

Office of Research Safety 

Bethesda, Maryland 20014 

(c) For the design, construction, and performance of 
"Class II Biohazard Cabinetry NSF No. 49" 

National Science Foundation 

NSF Building 

Ann Arbor, Michigan 48105 

(8) UNIFORM MECHANICAL CODE (UMC), 
International Association of Plumbing and Mechanical 
Officials (IAPMO), ((1979)) 1982 edition. 

(9) UNDERWRITERS LABORATORIES (UL), 
181-15 Standard for Safety Air Ducts, 1974 edition. 

(10) SHEET METAL AND AIR CONDITIONING 
CONTRACTORS' NATIONAL ASSOCIATION, 
INC., (SMACNA), Duct Liner Application Standard, 
Second edition, 1975. 

(11) Compressed ((Air)) Gas Association, Inc., Pam- 
phlet Number ((2-2-t)) P-2.1-1983, "((Standards)) 
Recommendations for Medical-Surgical Vacuum Sys- 
tems," ((4976)) 1983 edition. 

(12) Illuminating Engineers Lighting Handbook 
(IES), 1981 Application Volume. 

(13) NATIONAL FIRE PROTECTION ASSOCIA- 
TION ((€NFPA=76), 198+ edition)) (NFPA) 70-1984. 

(14) METHOD OF TESTING AIR-CLEANING 
DEVICES USED IN GENERAL VENTILATION 
FOR REMOVING PARTICULATE MATTER," 
American Society of Heating, Refrigeration, and Air 
Conditioning Engineers (ASHRAE), Standard 52-76, 
1976 edition. 


(15) NATIONAL FIRE PROTECTION ASSOCIA- 


TION (NFPA) 30-1981. 


(16) NATIONAL FIRE PROTECTION ASSOCIA- 


TION (NFPA) 99, CHAPTER 7, 1984. 


(17) NATIONAL FIRE PROTECTION ASSOCIA- 
TION (NFPA) 43C-1980. 
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WSR 85-05-034 
ADOPTED RULES 
BOARD OF HEALTH 
[Order 281—Filed February 15, 1985] 


Be it resolved by the Washington State Board of 
Health, acting at Olympia, Washington, that it does 
adopt the annexed rules relating to: 


Amd WAC 248-18-260 Processing and sterilizing services. 

Amd WAC 248-18-680 Central sterilizing and processing service 
facilities. 

Amd  WAC 248-18-700 Receiving, storage and distribution. 


This action is taken pursuant to Notice No. WSR 85- 
02-069 filed with the code reviser on January 2, 1985. 
These rules shall take effect thirty days after they are 
filed with the code reviser pursuant to RCW 
34.04.040(2). 

This rule is promulgated pursuant to RCW 70.41.030 
which directs that the Washington State Board of 
Health has authority to implement the provisions of 
chapter 70.41] RCW. 

This rule is promulgated under the general rule- 
making authority of the Washington State Board of 
Health as authorized in RCW 43.20.050. 

The undersigned hereby declares that the agency has 
complied with the provisions of the Open Public Meet- 
ings Act (chapter 42.30 RCW), the Administrative Pro- 
cedure Act (chapter 34.04 RCW), and the State 
Register Act (chapter 34.08 RCW) in the adoption of 
these rules. 

APPROVED AND ADOPTED February 13, 1985. 

By John A. Beare, MD, MPH 
Secretary 


AMENDATORY SECTION (Amending Order 119, 
filed 5/23/75) 


WAC 248-18-260 PROCESSING AND STERI- 
LIZING ((AND-SUPPEY)) SERVICES. (1) (CFhe)) 
Hospitals shall make adequate provisions MU 
hrospitat)) for proper cleaning, disinfection, and steriliza- 
tion of supplies, equipment, utensils, and solutions. 

(2) Processing and sterilizing services and areas shall 
have adequate space and equipment for sorting, process- 
ing, and storage. 

(a) Separation between soiled and clean items shall be 
maintained during sorting, processing, transporting, and 
storage. 

(b) Positive air pressure shall be maintained in clean 
areas in relation to adjacent areas. 

(c) Negative air flow shall be maintained in soiled 


areas. 

(d) Equipment including sterilizers ((and-autoctaves)) 
of the proper type (( ity)) for ade- 
quate sterilization shall be provided and maintained in a 
satisfactory and safe condition. 


(e) If ethylene oxide sterilizers are used, mechanical 
aerators shall be provided and maintained in a safe and 
satisfactory condition. 

(3) ((Standard-procedures-for-the-sterttizatton-of the 
various-types-of- supplies, equipment;-utensils;-and-sotu- 
Mi mt established a a our : Pin se 
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)) Pro- 


personnet responsibtefor-steritizatron-procedures)) Pro- 
cessing and sterilizing services shall be adequately 
staffed with trained personnel: 

(a) Orientation and inservice, including infection con- 
trol and safe practices, shall be provided. 

b) Written policies and procedures shall specif 
scheduled activities and routines of personnel. 

(4) ((Fhehospitatshattadopt)) There shall be written 
policies and procedures, approved by the infection con- 
trol committee or an equivalent interdisciplinary group, 
for the activities performed in all processing and steri- 
lizing areas in the hospital addressing: 

a) Collecting, receiving, decontaminating, 
sterilizing, and distributing of items; 

(b) Aerating of items exposed to ethylene oxide; 

(c) A recognized method of checking sterilizer per- 
formance by mechanical monitoring of time, tempera- 
ture, and pressure as well as biological and chemical 
testing; 

(d) Establishment of shelf life determined by packag- 
ing material and storage environment; 

(e) Recall, disposal, and reprocessing of outdated, im- 
properly sterilized, and limited-use items; 

(f) Maintaining clean areas free of external shipping 


containers. 


(5) ((Ctean—and~steritized-supphies—and—equipment 


supphes-and-equipment)) There shall be written policies 
and procedures addressing emergency collection and dis- 
position of supplies when special warnings have been is- 
sued by a manufacturer or safety agency. 

(6) Processed and sterilized items shall be maintained 
as specified in WAC 248-18-190(3)(a), (b), (c), (d), 
and (e). . 


AMENDATORY SECTION (Amending Order 269, 
filed 9/20/83) 


WAC 248-18-680 CENTRAL STERILIZING 
AND ((SEPPEX)) PROCESSING SERVICE FACIL- 
ITIES. Optional. SHALL MEET REQUIREMENTS, 
IF INCLUDED. (REQUIREMENTS IN CAPITAL 
LETTERS. SEE WAC 248-18-515.) 

(1) ((CENTRAE-STERHEIZING—ANDP-SUPPEY 
SERVAICE-FACH-FHEES;)) GENERAL. 

(a) A SEGREGATED UNIT DESIGNED AND 
LOCATED: 

(i) TO PREVENT THROUGH TRAFFIC, 

(ii) TO AVOID CONTAMINATION OF CLEAN 
AND STERILE SUPPLIES AND EQUIPMENT, 

(iii) TO PREVENT OBJECTIONABLE HEAT 
AND NOISE ((FO)) IN PATIENT CARE AREAS, 
((AND-FO-ELIMINATE-FHROUGH-FRAFFIEC)) 


(((6} LOECAFED)) (iv) TO FACILITATE DELIV- 
ERY AND RETURN OF SUPPLIES AND EQUIP- 


MENT TO AND FROM OTHER SERVICES ((AND 
DEPARTMENTS), " 


(v) Near or adjacent to central stores and distribution 


services. 


(eH + facil Jeti i i 
suppliescand-cequipment-from-laundry-and-general-stores 
; dizi e 


ackagin 
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¢d})) (b) AREAS WITHIN ((CENFRAE-STERE 

) THE UNIT 

ADEQUATE TO PROVIDE FOR PROPER HAN- 
DLING OF SUPPLIES AND EQUIPMENT ((EN 


SUPPEX-SYSTEM))." 

(c) WORK FLOW: 

((€e})) (i) EQUIPPED AND ARRANGED TO 
PROVIDE WORK FLOW MAINTAINING PROPER 
SEPARATION OF CLEAN OR STERILE ITEMS 
FROM SOILED ((0)OR CONTAMINATED((})) 
ITEMS. 

" «4 _ 

Mb Division is diss areas ed bc ee 


, $ $ 


€g)-Separateroom-for-glove processing recommended: 
¢h))) (ii) DESIGNED FOR CONTINUOUS OR 


SEQUENTIAL WORK FLOW FROM RECEIVING 
TO ISSUING. 


(d) SEPARATE ((UNSTERTE-ECEQUIPMENT 
STORAGE)) RECEIVING AND DECONTAMINA- 
TION ROOM. 


(()-SEPARATE;PROPEREY EQUIPPED, SOE- 
UFION PREPARATION ROOM IF -PARENFERAE 


SOLUTIONS ARE-FO-BE MANUFACTURED 
))) (e) SEPARATE ((FACH-FFFESCFOR-RE- 
CEIVING—CEEANING,;, AND- PACKAGING FOR 


, 5 


BEDSIDE-UTENSH-S-H--FHE-UTENSH-S ARE-TƏ 
BE-CLEANED-AND/OR PACKAGED-IN—-EEN= 
FRAL-SFERHAZING-AND-SUPPEY SERVIEE)) 
CLEAN EQUIPMENT STORAGE ROOM.” 

((&3)) (f) ADEQUATE SPACE FOR CIRCULA- 
TION AND PARKING OF CARTS.” 

(2) SOILED RECEIVING AND DECONTAMIN- 
ATION ROOM OR ROOMS. 

(a) FACILITIES FOR RECEIVING, DISASSEM- 
BLING, AND CLEANING OF SUPPLIES AND 
EQUIPMENT PHYSICALLY SEPARATED FROM 
ALL OTHER AREAS OF CENTRAL PROCESSING 
SERVICE. AC MR 

((&3)) (b) LOCATED TO FACILITATE RETURN 
OF SOILED ((0)OR CONTAMINATED(Q)) ITEMS 
WITHOUT TRANSPORTING THE ITEMS 
THROUGH OTHER AREAS OF ((FHE)) CEN- 
TRAL ((SFERHAZING AND-SUPPEY)) PROCESS- 
ING SERVICE. 


(c) SPACE FOR PARKING OF SOILED COL- 
LECTION CARTS, IF USED. 


(d) PROVISIONS FOR CLEANING AND DISIN- 
FECTING CARTS AND LARGE EQUIPMENT 
UNLESS CART WASH FACILITIES PROVIDED 
ELSEWHERE. Refer to WAC 248-18—710(6). 

(e) WORK FLOW FROM DECONTAMINATION 
ROOM DIRECTLY INTO CLEAN PREPARATION 
ROOM AND/OR CLEAN CART 
STORAGE/PARKING AREA OR AREAS. 


((£)) (f) EQUIPMENT: 
(i) AT LEAST ONE DOUBLE-COMPARTMENT 


SINK ((00MOUNTED IN COUNTER OR INTE- 
GRAL WITH COUNTER(Q)). 


[62] 


Washington State Register, Issue 85-05 


(ii) ADDITIONAL SINKS ((0)OR MECHANI- 
CAL WASHERS((})) AS REQUIRED BY TYPES 
AND VOLUME OF ITEMS TO BE PROCESSED.” 


(iii) Washer-sterilizer or sterilizer, pass-through type. 
iv) WORK COUNTER ((€))OR EQUIVA- 


LENT(()) SPACE FOR COLLECTION EQUIP- 
MENT ADJACENT TO EACH SINK OR 
MECHANICAL WASHER FOR COLLECTION OF 
SOILED ((€))OR CONTAMINATED((Q)) ITEMS. 

(v) WORK COUNTER (({))OR EQUIVA- 
LENT(()) SPACE FOR COLLECTION EQUIP- 
MENT ADJACENT TO EACH SINK OR 
MECHANICAL WASHER FOR COLLECTION OF 
ITEMS WHICH HAVE BEEN WASHED. 

(vi) STORAGE FOR CLEANING AGENTS AND 
OTHER CLEANING SUPPLIES AND 
EQUIPMENT. 


((Suction-and-compressed-air-outlets:)) 

(vii) FLUSH OR RECESSED FLOOR DRAIN. 

(viii) Pressure systems such as air, water, steam, 
vacuum. 

(ix) Deionized or distilled water system. 

(3) CLEAN WORKROOM, PREPARATION, 
AND REPACKAGING AREAS. 

(a) SPACE AND FACILITIES ARRANGED FOR 
ASSEMBLING AND PACKAGING SUPPLIES 
AND EQUIPMENT FOR STERILIZATION. 


((EQUIPMENT:)) 
(b WORK ((COUNTERS-OR—TABEES-(OR 


XOEUME-OF-FFEMS)) SURFACES OF SUFFI- 


CIENT SIZE AND QUANTITY TO FACILITATE 
ASSEMBLY OF . MATERIALS AND 
EQUIPMENT.” 

(c) STORAGE FOR CLEAN ITEMS AND MATE- 
RIALS USED IN PACKAGING. 

(d) SPACE FOR PARKING OF CARTS AND 
OTHER MOVABLE EQUIPMENT. 


(e) HANDWASHING LAVATORY LOCATED 
TO PREVENT SPLASH OR SPRAY ON CLEAN 


ITEMS. 


(f WHEN PREPARATION OF LINEN IS A 
FUNCTION IN CENTRAL PROCESSING, A SEP- 


ARATE ROOM IS REQUIRED TO AVOID ACCU- 
MULATION AND SPREAD OF LINT. 
(4) ((FACFEFFIESCFOR-STORAGE-OF-EINEN 


(5))) FACILITIES FOR STERILIZING. 
(a) ((&PART—FROM—OTHER- —FACH-FFIES 


SERVICE: 

{b})) LOCATED BETWEEN FACILITIES FOR 
ASSEMBLING AND PACKAGING AND FACILI- 
TIES FOR STORAGE OF CLEAN AND STERILE 
SUPPLIES. 
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((&2)) (b) EQUIPMENT: 
(i) AT LEAST ONE PRESSURE STERILIZER 


((CKCUTOCEXVE))) OF ADEQUATE SIZE. 

(ii) ADDITIONAL PRESSURE STERILIZERS 
(( )) AS REQUIRED BY VOLUME 
OF ITEMS TO BE PROCESSED. 

(ii) PRESSURE STERILIZERS  ((CKETO- 
€EXVES)) TO HAVE RECORDING THERMOM- 
ETERS AND AUTOMATIC CONTROLS. 
((Automatic controis recommended: 

Ə H d £ H-loxds—i i 


R : £ dizi : ted)) 
(iv) Ethylene oxide sterilizer with automatic controls. 

MECHANICAL AERATOR REQUIRED WHEN 

ETHYLENE OXIDE STERILIZER INSTALLED.” 

(v) Dry heat sterilizer. 

(5) STORAGE OF CLEAN AND STERILE 
ITEMS FOR ISSUE/DISTRIBUTION FROM CEN- 
TRAL PROCESSING SERVICE.', 

(a) SEPARATE ROOM OR AREA LOCATED TO 
FACILITATE ISSUE WITHOUT TRANSPORT OF 
CLEAN AND STERILE ITEMS THROUGH OTH- 
ER AREAS OF CENTRAL PROCESSING AND 
STERILIZING SERVICE. 

(b) IF STORAGE AREA IS PART OF THE 


PREPARATION AREA, ENCLOSED SHELVING 
IN CABINETS, CARTS, OR EQUIVALENT SHALL 
BE PROVIDED. ` Open shelving permitted if separate 
room provided. 

CLEAN EQUIPMENT 


(6) ((FACIEFFIES-FOR)) 
STORAGE ROOM, AREA, OR AREAS” ((ANP-IS- 
SUE-OF-CEEXN-AXND-STERHE-E-SUPPETES)). Also 
refer to WAC 248-18-700. 

(a) ((&PAR-CF—FROM—OTHER—FACH-FFIES 


SERVICE: 
$5) LOCATED TO FACILITATE ISSUE 
(QGVEFFHOUT—TRANSPORT—OF—CEEAN—AND 


SMALL 


((FHROUGH—OTHER—AREAS—OF—CENTRAE 
STERTIEEZING—AND-SUPPEY-SERVICE)). SEPA- 
RATED FROM OTHER AREAS OF CENTRAL 


PROCESSING SERVICE. May be centralized in one 


room or area or decentralized on each nursing unit or 
within each department. 


(b AREA SUFFICIENT TO PROVIDE FOR 
PROPER HANDLING OF EQUIPMENT IN AC- 
CORDANCE WITH PLANNED SYSTEM. 

(c) (EQUIPMENT: ' 

APDEQUATE-CABINETS-—FO-PROVIDE-FOR 
STORXGE-OF-SUPPLIES-ANP—EQUIPMENT-IN 
ACCORPANCE-—WEFFH-PEANNEPD-STORES-AND 
rate—room)) PROVISION FOR CLEANING THE 


) OF LARGE AND 


PATIENT CARE EQUIPMENT 
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EQUIPMENT IN THE DECONTAMINATION 


ROOM, CART-WASH ROOM OR AREA OR OTH- 
ER SUITABLE FACILITIES IN THE HOSPITAL 
WITH SINK OR EQUIVALENT. 

(7) ((HNSTERIEE—EQUIPMENT—STORAGE 
ROOM)) DISTRIBUTION/ISSUE AREA OR AR- 
EAS. Also refer to WAC 248-18—700.((3)) 

(a) LOCATED TO FACILITATE ((RETURN 
AND)) ISSUE OF (( ) 
CLEAN AND STERILE ITEMS WITHOUT 
BACKTRACKING THROUGH OTHER AREAS OF 
CENTRAL PROCESSING SERVICE. 


(b) (( isi 

i ing)) SPACE FOR MOVEMENT 
AND PARKING OF CARTS? 
(c) ((KREA—SUFFICFENT—FO-PROVIDE-—FOR 


CORPANCFE-WFFH-PEANNEP-SYSTEM- 
€d})) SPACE FOR EQUIPMENT; e.g., communica- 
tion system, files, labeling((: 


GRAE-WTFH COUNTER) 
SFORAGE—-FOR—-CLEANING—-SUPPETES AND 


)). 
(8) PERSONNEL FACILITIES. 
(a) TOILET, SHOWER ROOM OR AREA, 
CHANGE AND LOCKER AREA AS CLOSE AS 
POSSIBLE TO ENTRANCE OF CENTRAL 


PROCESSING/STERILIZING UNIT WITH STOR- 
AGE FOR CLEAN WORK ATTIRE. May be com- 
bined with other facilities if close by and adequate for ` 
both. 

(b LOCKER ROOM with storage" or equivalent 
for clean attire LOCATED TO ALLOW SEPARATE 
ACCESS TO AND FROM CLEAN AND SOILED 
ROOMS. 

(9) OFFICE ROOM OR SPACE WITH COMMU- 
NICATION DEVICE. 

(a) LOCATED TO PERMIT ACCESS FROM 
PUBLIC AREAS WITHOUT ENTERING PRO- 
CESSING AREAS. 

(b) Located to allow observation of activities within 
central ((sterilizimg-and-supply)) processing service. 

((€b})) (c) May be desk and file space in suitable lo- 


cation within ((mairrroom)) workroom. ((Separate room 


(93)) (10) HOUSEKEEPING FACILITIES. 
((Suitabte)) Combination with other housekeeping fa- 
cilities permitted only if suitable and convenient to cen- 


tral sterilizing and ((supply)) processing service 
facilities. 


NOTES: 


5See GENERAL REQUIREMENTS FOR SERVICE FACILI- 
TIES, WAC 248-18-710(5), HOUSEKEEPING FACILITIES. 

May be movable equipment. 

See GENERAL REQUIREMENTS FOR SERVICE FACILI- 
TIES, WAC 248-18-710(3), STORAGE FACILITIES. 

((DSecCPHARMA€X—NA€—248—1H—670(4)) ^In accordance 


with program. 
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AMENDATORY SECTION (Amending Order 119, 
filed 5/23/75) 


WAC 248-18-700 RECEIVING, STORAGE 
AND ((SFORES)) DISTRIBUTION. (REQUIRE- 
MENTS IN CAPITAL LETTERS — SEE WAC 248- 
18-515.) 

(1) (RECEFVENG-AREA: 


) CENTRAL STORAGE FACILI- 
TIES, IN ADDITION TO THE SUPPLY FACILI- 
TIES IN INDIVIDUAL DEPARTMENTS, SHALL 
BE PROVIDED. 


(2) AT LEAST TWENTY SQUARE FEET FLOOR 
AREA STORAGE PER BED OR EQUIVALENT. 
(3) OFFICE. 


((@)) (4) GENERAL STORAGE ((ROONF)) 
SHALL: 

(a) BE DESIGNED AND LOCATED FOR ((A)) 
MINIMUM ((@F)) DISTURBANCE TO THE OP- 
ERATION OF THE HOSPITAL. 

(b) BE LOCATED TO PREVENT CONTAMINA- 
TION OR DAMAGE DURING MOVEMENT OF 
GOODS TO AND FROM STORAGE. 


(c) ((AF-EEASF-20-SQUARE FEEF-FEOOR 
AREA-PER BED. 


fd})) BE DESIGNED AND CONSTRUCTED TO 
PREVENT ENTRANCE AND HARBORAGE OF 
RODENTS AND INSECTS, AND SPOILAGE, 
CONTAMINATION, AND CORROSION OF 
GOODS STORED THEREIN. 

(d) PROVIDE FOR PROTECTION AGAINST IN- 
CLEMENT WEATHER DURING TRANSFER OF 
SUPPLIES WHEN GENERAL STORAGE FACILI- 
TIES ARE LOCATED IN SEPARATE BUILDING. 


(e) ((Wherrresponsibility-for-different-types-of-storage 
is-divided;-general-storage-room-should-be-similarty-di- 


ded d " 

(Bh ALE-SHEEVING- AFT-EEAST—12-8N CHES 
ABOVE-THE-FEOOR- 

€g)-Shelving-away-from-wail)) If pharmaceuticals are 
stored, PROVIDE SECURED SPACES WITH AP- 
PROPRIATE ENVIRONMENTAL CONDITIONS 
AS APPROVED BY DIRECTOR OF HOSPITAL 
PHARMACY? AND IN ACCORDANCE WITH 
FEDERAL AND STATE LAWS AND RULES ON 
DRUG STORAGE. 


(5) RECEIVING AREA OR AREAS. 


(a) UNLOADING FACILITIES LOCATED TO 
PROVIDE PROTECTION FOR SUPPLIES AND TO 


PREVENT AUTOMOTIVE EXHAUST FROM EN- 
TERING AIR INTAKES OF HOSPITAL.” Offstreet, 
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raised platform at truck bed height with roof cover al- 
lowing fourteen feet vertical clearance. 

(b) ADMINISTRATIVE WORK SPACE FOR RE- 
CEIVING NEAR TO RECEIVING AND BREAK- 


OUT AREAS. May be combined with distribution and 
issue area. 

(c) Floor scales. 

(6) BULK STORAGE ROOM OR ROOMS WITH 
STORAGE OFF FLOOR. 

(7) BREAK-OUT AREA. 


(a) INDOOR SPACE WITHIN THE HOSPITAL 
TO ALLOW FOR REMOVAL AND DISPOSAL OF 


OUTSIDE SHIPPING CONTAINERS PRIOR TO 
STORAGE OR TRANSPORT WITHIN CLEAN 
AREAS. 


(b) PHYSICALLY SEPARATED FROM CLEAN 
STORAGE ROOMS. 


(c) SHALL NOT RESTRICT REQUIRED 
MEANS OF EGRESS. 
(8) CLEAN STORAGE ROOMS. 


(a) DESIGNED AND EQUIPPED FOR STORAGE 
OF ITEMS REMOVED FROM ORIGINAL SHIP- 


PING CONTAINERS INCLUDING PROCESSED 
AND STERILIZED ITEMS THAT ARE 
PACKAGED. 


(b) May be centralized in one storage room or decen- 
tralized according to areas or rooms for grouping of dif- 
ferent types of items according to use. 


(c) SPACE FOR SHELVING AND/OR CART 


STORAGE. 


(d) LOCATION AND DESIGN OF STORAGE 


UNITS’ TO ALLOW FOR CLEANING OF WALLS, 
SHELVES, AND FLOORS. 


(e) ALL FIXED SHELVING AT LEAST SIX 
INCHES ABOVE FLOOR. 

(9) DISTRIBUTION OR ISSUE AREA OR AR- 
EAS (also see WAC 248-18—680). 

(a) LOCATED CONVENIENT TO THE EXIT 
FROM CLEAN STORAGE ROOMS. May be com- 
bined with office for receiving area or with issue area 
from central processing service. 


(b EQUIPMENT FOR ADMINISTRATIVE 


FUNCTIONS", e.g., desk, communication system, files. 
((G)-A&ECOHOL-STORAGE-^ 


(3»"FEOCATEP-TO-MININHZE-HAZARP-TO-THE 
HOSPITAE: 


REQUIREP-BY-PROGRAM)) (10) FLAMMABLE 
AND COMBUSTIBLE LIQUID STORAGE FACILI- 
TIES SHALL MEET REQUIREMENTS OF FLAM- 
MABLE AND COMBUSTIBLE LIQUIDS CODE 
NFPA 30. SEE WAC 248-18-99902(15) (e.g., alcohol, 
acetone, paint thinners, oils, and chemicals used in 
laboratory). 

(a) SEPARATE STORAGE ROOM OR ROOMS 


SIZED IN ACCORDANCE WITH QUANTITY TO 


BE STORED. 


(b) LOCATED TO MINIMIZE HAZARD TO THE 
HOSPITAL. 


(c) APPROVED CONTAINERS, VENTILATED 
STORAGE CABINETS, AND APPROVED FLAM- 
MABLE STORAGE REFRIGERATORS. 
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(d) CHEMICALS USED IN LABORATORY 
STORED IN ACCORDANCE WITH NFPA 99, 


CHAPTER 7. SEE WAC 248-18-99902(16). 


(((4—OXYGEN—AND-NTFROUS-OXIDE-STOR- 
AGE)) (11) GASEOUS OXIDIZING MATERIALS 
INCLUDING BUT NOT LIMITED TO OXYGEN, 


NITROUS OXIDE, NITROGEN TRIOXIDE, FLUO- 
RINE, CHLORINE, AND CHLORINE 
TRIFLUORIDE SEGREGATED IN ACCORDANCE 


WITH REQUIREMENTS OF STORAGE OF GAS- 
EOUS OXIDIZING MATERIALS NFPA 43C. SEE 


WAC 248-18-99902(17).((7)) 


(a) (( 

)) SEGRE- 
GATED EITHER BY SPACE OR IN A SEPARATE 
ROOM OR IN A SEPARATE BUILDING. 

(b) SPACE SIZED TO ACCOMMODATE QUAN- 
TITY ((REQUH-EP—BY—PROGRAM)) TO BE 
STORED.” 

(c) ((Sec—NFPA—565;—Standard—for-Nonflammable 


Medical-Gas-System-and- NFPA—56;-Code-for-Usc-of 
Flammable-Arnesthetics)) NONFLAMMABLE MEDI- 
CAL GAS SYSTEMS INCLUDING OXYGEN, NI- 
TROUS OXIDE, AND MEDICAL COMPRESSED 
AIR SHALL MEET THE STANDARD NFPA 56F. 


SEE WAC 248-18-99902(4). 
((@)) (12) FLAMMABLE ANESTHETIC STOR- 


AGE, when flammable anesthetics to be used in hospital. 
SEE WAC 248-18-99902(1).((7)) 
(a) LOCATED TO MINIMIZE HAZARD AND 


DISTURBANCE TO THE HOSPITAL. 

(b) SIZED TO ACCOMMODATE QUANTITY 
REQUIRED BY PROGRAM. 

(c) ((See-NFPA-456,€Code-for-Use-of Flammable-An- 
estheties)) FOR USE OF FLAMMABLE ANES- 
THETICS, NFPA 99, CHAPTER 3, APPLIES. SEE 
WAC 248-18-99902(1). 

(((@@)) (13) BULK FOOD STORAGE ((AREA)) 
ROOM. 

(a) May be ((mn-same-room-with-other-general-stores 
or)) combined with day storage in room adjacent to 
kitchen. 

(b ((CONVENIENTEY)) ACCESSIBLE FROM 
AN OUTSIDE DELIVERY ENTRANCE.” 

(c) Location convenient to the kitchen. 

(d) PROPER CONSTRUCTION, VENTILATION, 
AND TEMPERATURE TO MINIMIZE SPOILAGE. 

(e) PEST-PROOF CONSTRUCTION. 

(f) NO OPENINGS OR SPACES WHICH CAN- 
NOT BE CLEANED. 

(g) BOTTOM SHELF FOR FOOD STORAGE AT 
LEAST ((12)) SIX INCHES ABOVE FLOOR. 


(h) ((NO—-SHEEF-FOR-—FOOP-STORAGE-(EX- 
CEPT-UNOPENEP-€CANNEP-GOODS)-TOUCH- 
ING-ANY—WAEL. 


GL SHEEVING REMOVABEE-FOR-CEEANTNG— 
Metal)) LOCATION AND DESIGN OF STORAGE 
UNITS’ TO ALLOW FOR EASY AND REGULAR 
CLEANING OF SHELVES, WALLS, AND 
FLOORS.” 
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NOTE: 
(AF > Hati Ii ical : 3 


to-standards-of-state-fire-marshali-and-the-electricaiHnspection-division 
of-the-state-department-of-Hrbor—nd-mdrustries)) $May be movable 


uipment. 


In accordance with program. 


WSR 85-05-035 
EMERGENCY RULES 
DEPARTMENT OF FISHERIES 
[Order 85-12—Filed February 15, 1985] 


I, William R. Wilkerson, director of the Department 
of Fisheries, do promulgate and adopt at Olympia, 
Washington, the annexed rules relating to commercial 
fishing regulations. 

I, William R. Wilkerson, find that an emergency ex- 
ists and that this order is necessary for the preservation 
of the public health, safety, or general welfare and that 
observance of the requirements of notice and opportunity: 
to present views on the proposed action would be con- 
trary to public interest. A statement of the facts consti- 
tuting the emergency is these rules are adopted pursuant 
to the Columbia River compact and are necessary to 
harvest available salmon. 

These rules are therefore adopted as emergency rules 
to take effect upon filing with the code reviser. 

This rule is promulgated pursuant to RCW 75.08.080 
and is intended to administratively implement that 
statute. 

The undersigned hereby declares that the agency has 
complied with the provisions of the Open Public Meet- 
ings Act (chapter 42.30 RCW), the Administrative Pro- 
cedure Act (chapter 34.04 RCW) and the State Register 
Act (chapter 34.08 RCW) in the adoption of these rules. 

APPROVED AND ADOPTED February 15, 1985. 

By Gene DiDonato 
for William R. Wilkerson 
Director 


NEW SECTION 


WAC 220-32-03000P GILL NET SEASON. Not- 
withstanding the provisions of WAC 220—-32-030, WAC 
220-32-031 and WAC 220-32-032, it is unlawful to 
take fish for or possess salmon for commercial purposes 
with gill net gear in Columbia River Salmon Manage- 
ment and Catch Reporting Areas 1A, 1B, 1C, 1D and 
IE, except in those areas, at those times and with the 
gear designated below: 

Areas IA, 1B, IC and that portion of ID 
downstream from a line perpendicular to the 
thread of the river from Kelley Point, east 
bank of Willamette River. 


12:00 noon February 18 until 6:00 p.m. 
February 22, 1985. 

12:00 noon February 24 until 6:00 p.m. 
March 1, 1985. 

12:00 noon March 3 until 6:00 p.m. March 
8, 1985. 

8 inch minimum mesh restriction. 
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WSR 85-05-036 
ATTORNEY GENERAL OPINION 


Cite as: AGO 1985 No. 5 
[February 7, 1985] 


PusBLic WORKS—EMPLOYEES— APPRENTICES— A PPLIC- 
ABILITY OF STATE PREVAILING WAGE LAW 


A federal Bureau of Apprenticeship and Training (BAT) 
apprentice program may not be substituted for a state— 
approved apprenticeship program under chapter 49.04 
RCW for the purposes of ascertainment of the prevailing 
wage on public works projects under RCW 39.12.021. 


Requested by: 
Honorable Jeannette Hayner 
State Senator, 16th District 
302 Legislative Building 
Olympia, Washington 98504 


WSR 85-05-037 
NOTICE OF PUBLIC MEETINGS 
HUMAN RIGHTS COMMISSION 
[Memorandum— February 14, 1985] 


The Washington State Human Rights Commission 
will conduct a special meeting to discuss legislation on 
February 19, 1985. The meeting will be held by confer- 
ence call which will originate in the Olympia office be- 
ginning at 10:00 a.m. 


WSR 85-05-038 
PROPOSED RULES 
DEPARTMENT OF AGRICULTURE 
[Filed February 19, 1985] 


Notice is hereby given in accordance with the provi- 
sions of RCW 34.04.025, that the Department of Agri- 
culture intends to adopt, amend, or repeal rules 
concerning the Washington Strawberry Commission, 
new chapter 16-555 WAC; 

that the agency will at 1:15 p.m., Friday, April 12, 
1985, in the Kalhus Hall Conference Room, Western 
Washington Research and Extension Center, 7612 Pio- 
neer Way, Puyallup, WA, conduct a public hearing on 
the proposed rules. 

The formal decision regarding adoption, amendment, 
or repeal of the rules will take place on May 14, 1985. 

The authority under which these rules are proposed is 
chapter 15.65 RCW. 

Interested persons may submit data, views, or argu- 
ments to this agency in writing to be received by this 
agency before April 12, 1985. 

Dated: February 19, 1985 
By: Arthur C. Scheunemann 
Assistant Director 
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STATEMENT OF PURPOSE 


Title: Chapter 16-555 WAC, Washington Strawberry 
Commission. 

Description of Purpose: Create a Washington Straw- 
berry Commission. 

Summary of Rules: Create a Washington Strawberry 
Commission to fund research for strawberry production 
problems. 

Reasons Supporting Proposed Action: Producers have 
expressed their need for research for new varieties and 
ways to increase production. 

Agency Personnel Responsible for Drafting and Im- 
plementation: Roger L. Roberts, Agricultural Programs 
Administrator, Washington State Department of Agri- 
culture, 406 General Administration Building, AX-41, 
Olympia, WA 98504; and Enforcement: Washington 
Strawberry Commission. 

Persons Proposing Rules: Washington strawberry pro- 
ducers by a petition to the director of agriculture as 
provided for in RCW 15.65.050, private. 

Agency Comments or Recommendations: None. 

Rule is not necessary as a result of federal law or fed- 
eral or state court action. 

Economic Impact Statement: None. 


Chapter 16-555 WAC 
WASHINGTON STRAWBERRY COMMISSION 


WAC 

16-555-010 Definition of terms. 

16-555—020 Strawberry commodity board. 

16-555—030 Marketing order purposes. 

16-555—040 Assessments and collections. 

16-555—041 Time—Place— Method for payment and collection 
of assessments. 

16-555—050 Obligations of the board. 

16-555—060 Termination of the order. 

16-555—070 Effective time. 

16-555—080 Separability. 


NEW SECTION 


WAC 16-555-010 DEFINITION OF TERMS. For the purpose 
of this marketing order: 

(1) "Director" means the director of agriculture of the state of 
Washington or his duly appointed representative. 

(2) "Department" means the department of agriculture of the state 
of Washington. 

(3) "Act" means the Washington Agricultural Enabling Act of 1961 
or chapter 15.65 RCW. 

(4) "Person" means any person, firm, association, or corporation. 

(S) "Affected producer" means any person who produces straw- 
berries in commercial quantities in that portion of the state of 
Washington located west of the summit of the Cascade Mountains for 
fresh market, for processing, or for sale to processors. 

(6) "Commercial quantity" means any strawberries produced for a 
market in quantities of ten thousand pounds or more, by a producer in 
any calendar year. 

(7) "Handler" means any person who acts as principal or agent or 
otherwise in processing, selling, marketing, storing, freezing, or dis- 
tributing strawberries not produced by him. 

(8) "Strawberry commodity board," hereinafter referred to as 
"board," means the commodity board formed under the provisions of 
WAC 16-555-020. 

(9) "Strawberries" means and includes all kinds, varieties, and hy- 
brids of " FRAGARIA-X-ANANASSA" grown and marketed in the 
state of Washington. 

(10) "Marketing season" or "fiscal year" means the twelve-month 
period beginning with January 1 of any year and ending with the last 
day of December following, both dates being inclusive. 
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(11) "Producer-handler" means any person who acts both as a pro- 
ducer and as a handler with respect to strawberries. A producer-han- 
dler shall be deemed to be a producer with respect to the strawberries 
which he produces and a handler with respect to the strawberries 
which he handles, including those produced by himself. 

(12) "Affected area" means that portion of the state of Washington 
located west of the summit of the Cascade Mountains. 

(13) "Sell" includes offer for sale, expose for sale, have in possession 
for sale, exchange, barter, or trade. 

(14) "Affected unit" means one pound net of strawberries. 


NEW SECTION 


WAC 16-555-020 STRAWBERRY COMMODITY BOARD. 
(1) ADMINISTRATION. The provisions of this order and the appli- 
cable provisions of the act shall be administered and enforced by the 
board as the designee of the director. 

(2) BOARD MEMBERSHIP. 

(a) The board shall consist of six members. Five members shall be 
affected producers elected as provided in this section. The director 
shall appoint one member who is neither an affected producer nor a 
handler to represent the department and the public. 

(b) For the purpose of nomination and election of producer members 
of the board, the affected area shall be that portion of the state of 
Washington located west of the summit of the Cascade Mountains and 
shall be divided into three representative districts as follows: 

(i) District I shall have two board members, being positions 1 and 2, 
and shall include the counties of Island, San Juan, Skagit, and 
Whatcom. 

(ii) District 1I shall have two board members, being positions 3 and 
4, and shall include the counties of King, Clallam, Jefferson, Kitsap, 
Pierce, and Snohomish. 

(iii) District 111 shall have one board member, being position 5, and 
shall include the counties of Clark, Cowlitz, Lewis, Pacific, Skamania, 
Wahkiakum, Grays Harbor, Mason, and Thurston. 

(3) BOARD MEMBERSHIP QUALIFICATIONS. The affected 
producer members of the board shall be practical producers of straw- 
berries and shall be citizens and residents of the state of Washington, 
over the age of twenty-five years, each of whom is and has been actu- 
ally engaged in producing strawberries within the state of Washington 
for a period of five years and has, during that time, derived a substan- 
tial portion of his income therefrom. Producer—handlers shall be con- 
sidered to be acting only as producers for purpose of election and 
membership on a commodity board. The qualifications of members of 
the board as herein set forth must continue during the terms of office. 

(4) TERM OF OFFICE. 

(a) The term of office, for members of the board shall be three 
years, and one-third of the membership as nearly as possible shall be 
elected each year. 

(b) Membership positions on the board shall be designated numeri- 
cally; affected producers shall have positions one through five and the 
member appointed by the director, position six. 

(c) The term of office for the initial board members shall be as 
follows: 

Position one — one year; 

Positions three and five — two years; 

Positions two and four — three years. 

(d) No elected member of the board may serve more than two full 
consecutive three-year terms. 

(5) NOMINATION AND ELECTION OF BOARD MEMBERS. 
Each year the director shall call for a nomination meeting. Such meet- 
ing shall be held at least thirty days in advance of the date set by the 
director for the election of board members. Notice of every such meet- 
ing shall be published in a newspaper of general circulation within the 
production area not less than ten days in advance of the date of such 
meeting; and, in addition, written notice of every such meeting shall be 
given to all affected producers according to the list maintained by the 
director pursuant to RCW 15.65.200 of the act. Nonreceipt of notice 
by any interested person shall not invalidate the proceedings at such 
nomination meeting. Any qualified affected producer may be nominat- 
ed orally for membership on the board at such nomination meeting. 
Nominations may also be made within five days after any such meet- 
ing by written petition filed with the director, signed by not less than 
five affected producers. At the inception of this order, nominations may 
be made at the issuance hearing. 

When only one nominee is nominated for any position on the board, 
the director shall deem that said nominee satisfies the requirements of 
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the position and then it shall be deemed that said nominee has been 
duly elected. 

(6) ELECTION OF BOARD MEMBERS. 

(a) Members of the board shall be elected by secret mail ballot 
within the month of May under the supervision of the director. Affect- 
ed producer members of the board shall be elected by a majority of the 
votes cast by the affected producers. Each affected producer shall be 
entitled to one vote. 

(b) If a nominee does not receive a majority of the votes on the first 
ballot, a run-off election shall be held by mail in a similar manner be- 
tween the two candidates for such position receiving the largest num- 
ber of votes. 

(c) Notice of every election for board membership shall be published 
in a newspaper of general circulation within the production area not 
less than ten days in advance of the date of such election. Not less than 
ten days prior to every election for board membership, the director 
shall mail a ballot of the candidates to each affected producer entitled 
to vote whose name appears on the list of such affected producers 
maintained by the director in accordance with RCW 15.65.200. Any 
other affected producer entitled to vote may obtain a ballot by appli- 
cation to the director upon establishing his qualifications. Nonreceipt 
of a ballot by any affected producer shall not invalidate the election of 
any board members. 

(7) VACANCIES PRIOR TO ELECTION. In the event of a va- 
cancy on the board, the remaining members shall select a qualified 
person to fill the unexpired term. 

(8) QUORUM. A majority of the members shall constitute a quo- 
rum for the transaction of all business and the carrying out of all du- 
ties of the board. 

(9) BOARD COMPENSATION. No member of the board shall 
receive any salary or other compensation, but each member may re- 
ceive $35.00 for each day in actual attendance at or traveling to and 
from meetings of the board or on special assignment for the board, to- 
Bether with travel expenses at the rates allowed state employees. 

(10) POWERS AND DUTIES OF THE BOARD. The board shall 
have the following powers and duties: 

(a) To administer, enforce, and control the provisions of this order 
as the designee of the director. 

(b) To elect a chairman and such other officers as the board deems 
advisable. 

(c) To employ and discharge at its discretion such personnel as the 
board determines necessary and proper to carry out the purpose of the 
order and effectuate the declared policies of the act. 

(d) To pay from moneys collected as assessments, contributions, or 
advances thereon the costs arising in connection with the formulation, 
issuance, administration, and enforcement of the order. Such expenses 
and costs may be paid by check, draft, or voucher in such form and in 
such manner and upon the signature of the person as the board may 
prescribe. 

(e) To reimburse any applicant who has deposited with the director 
in order to defray the costs of formulating the order. 

(f) To establish a "strawberry board marketing revolving fund" and 
such fund to be deposited in a bank or banks or financial institution or 
institutions, approved for the deposit of state funds, in which all money 
received by the board, except as the amount of petty cash for each 
day's needs, shall be deposited each day or as often as advisable. 

(g) To keep or cause to be kept in accordance with accepted stand- 
ards of good accounting practice, accurate records of all assessments, 
paid outs, moneys, and other financial transactions made and done 
pursuant to this order. Such records, books, and accounts shall be au- 
dited subject to procedures and methods lawfully prescribed by the 
state auditor. Such books and accounts shall be closed as of the last 
day of each calendar year. A copy of such audit shall be delivered 
within thirty days after the completion thereof to the governor, the di- 
rector, the state auditor, and the board. 

(h) To require a bond of all board members and employees of the 
board in a position of trust in the amount the board shall deem neces- 
sary. The premium for such bond or bonds shall be paid by the board 
from assessments collected. Such bond shall not be necessary if any 
such board member or employee is covered by any blanket bond cov- 
ering officials or employees of the state of Washington. 

(i) To prepare a budget or budgets covering anticipated income and 
expenses to be incurred in carrying out the provisions of the order dur- 
ing each calendar year. 

G) To establish by resolution, a headquarters which shall continue 
as such unless and until so changed by the board. All records, books, 
and minutes of board meetings shall be kept at such headquarters. 
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(k) To adopt rules and regulations of a technical or administrative 
nature, subject to the provisions of chapter 34.04 RCW (Administra- 
tive Procedure Act). 

(1) To carry out the provisions of RCW 15.65.510 covering the ob- 
taining of information necessary to effectuate the provisions of the or- 
der and the act, along with the necessary authority and procedure for 
obtaining such information. 

(m) To bring actions or proceedings upon joining the director as a 
party for specific performance, restraint, injunction, or mandatory in- 
junction against any person who violates or refuses to perform the ob- 
ligations or duties imposed upon him by the act or the order. 

(n) To confer with and cooperate with the legally constituted au- 
thorities of other states and of the United States for the purpose of 
obtaining uniformity in the administration of federal and state mar- 
keting regulations, licenses, agreements, or orders. 

(o) To carry out any other grant of authority or duty provided des- 
ignees and not specifically set forth in this section. 

(11) PROCEDURES FOR BOARD. 

(a) The board shall hold regular meetings, at least semiannually, 
and such meetings shall be held in accordance with chapter 42.30 
RCW (Open Public Meetings Act). 

(b) The board shall hold an annual meeting, at which time an an- 
nual report will be presented. The proposed budget shall be presented 
for discussion at the meeting. Notice of the annual meeting shall be 
given by the board at least ten days prior to the meeting by written 
notice to each producer and by regular news services. 

(c) The board shall establish by resolution, the time, place, and 
manner of calling special meetings of the board with reasonable notice 
to the members: PROVIDED, That the notice of any special meeting 
may be waived by a waiver thereof by each member of the board. 


NEW SECTION 


WAC 16-555-030 MARKETING ORDER PURPOSES. The 
order is to promote the general welfare of the state, to enable produc- 
ers of strawberries to help themselves facilitate cultural and harvesting 
improvements, and regulate unfair trade practices within the industry. 
To carry out the purposes of the order, the board may provide for a 
program in one or more of the following areas: 

(1) Provide for research in the production, processing, and/or mar- 
keting of strawberries and expend the necessary funds for such pur- 
poses. Insofar as practicable, such research shall be carried on by 
experiment stations of Washington State University, but if in the 
judgment of the board, said experiment stations do not have the facili- 
ties for a particular project or if some other research entity has better 
facilities therefor, the project may be carried out by other research en- 
tities selected by the board. 

(2) Provide for marketing information and services to affected pro- 
ducers, for the verification of grades, standards, weights, tests, and 
sampling of quality and quantity of strawberries purchased by handlers 
from affected producers and for the purpose of facilitating the efficient 
marketing of strawberries. 

(3) Prohibit and/or otherwise regulate any one or more or all of the 
practices listed to the extent that such practices affect, directly or in- 
directly, strawberries or any product thereof, but only with respect to 
persons who engage in such practices with the intent of or with the 
reasonably foreseeable effect of inducing any purchaser to become his 
customer or his supplier or of otherwise dealing or trading with him or 
of diverting trade from a competitor, to wit: 

(a) Paying rebates, commissions or unearned discounts; 

(b) Unfairly extending privileges or benefits (pertaining to price, to 
credit, to the loan, lease or giving away of facilities, equipment or oth- 
er property or to any other matter or thing) to any customer, supplier 
or other person; 

(c) Discriminating between customers, or suppliers of a like class; 

(d) Making or publishing false or misleading advertising. Such reg- 
ulation may authorize uniform trade practices applicable to all simi- 
larly situated handlers and/or other persons. 

(4) The board may authorize use of any money received and of any 
persons employed thereunder for legal proceedings, of any type and in 
the name of any person, directed to the enforcement of this or any 
other law in force in the state of Washington relating to the prevention 
of unfair trade practices. 


NEW SECTION 


WAC 16-555-040 ASSESSMENTS AND COLLECTIONS. (1) 
Assessments. 
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(a) The annual assessment on all varieties of strawberries shall be 
one-fourth cent per affected unit (pound). 

(b) For the purpose of collecting assessments, the board may: 

(i) Require handlers to collect producer assessments from producers 
whose production they handle, and remit the same to the board; or 

(ii) Require the person subject to the assessment to give adequate 
assurance or security for its payment. 

(c) Subsequent to the first sale, no affected units shall be transport- 
ed, carried, shipped, sold, marketed, or otherwise handled or disposed 
of until every due and payable assessment herein provided for has been 
paid and the receipt issued. The foregoing shall include all affected 
units shipped or sold, both inside and outside the state. 

(2) Collections. Any moneys collected or received by the board pur- 
suant to the provisions of the order during or with respect to any sea- 
son or year, may be refunded on a prorata basis at the close of such 
season or year or at the close of such longer period as the board deter- 
mines to be reasonably adapted to effectuate the declared policies of 
this act and the purposes of this marketing order, to all persons from 
whom such moneys were collected or received or may be carried over 
into and used with respect to the next succeeding season, year, or peri- 
od whenever the board finds that the same will tend to effectuate such 
policies and purposes. 

(3) Penalties. Any due and payable assessment herein levied in such 
specified amount as may be determined by the board pursuant to the 
provisions of the act and the order, shall constitute a personal debt of 
every person so assessed or who otherwise owes the same, and the same 
shall be due and payable to the board when payment is called for by it. 
In the event any person fails to pay the board the full amount of such 
assessment or such other sum on or before the date due, the board 
may, and is hereby authorized to, add to such unpaid assessment or 
sum an amount not exceeding ten percent of the same to defray the 
cost of enforcing the collecting of the same. In the event of failure of 
such person or persons to pay any such due and payable assessment or 
other such sum, the board may bring a civil action against such person 
or persons in a state court of competent jurisdiction for the collection 
thereof, together with the above specified ten percent thereon, and such 
action shall be tried and judgment rendered as in any other cause of 
action for debt due and payable. 


NEW SECTION 


WAC 16-555-041 TIME—PLACE—METHOD FOR PAY- 
MENT AND COLLECTION OF ASSESSMENTS. Effective with 
the growing season of 1985, the following procedure is established for 
the reporting and paying of assessments levied pursuant to RCW 15- 
.65.410 and WAC 16-561—040: 

(1) All first handlers of strawberries for resale or for processing shall 
withhold the amount of the assessment from their remittance to grow- 
ers and transmit same to the commission. Where the first handler does 
not remit proceeds to the producer, the first handler shall include in his 
bill for services the assessment due and upon payment by the producer 
shall remit same to the commission. All such assessments accumulated 
will be due and payable to the commission on or before September 30 
of each year, a report listing the name, address, pounds handled or 
purchased, and amount deducted or collected for each producer on 
forms provided by the commission. 

(2) All growers selling strawberries other than to first handlers for 
resale or processing, whether selling direct or through brokers, and in- 
cluding all sales at retail, including u-pick, shall pay the assessment 
directly to the commission, on or before September 30 of each year. 

(3) All growers having strawberries in cold storage that are not sold 
on September 15 of each year, shall compute the assessment due on 
such berries and pay same to the commission by September 30 of each 
year. 

(4) Any assessments paid after the above deadlines shall be accom- 
panied by a penalty fee of 10% as provided in RCW 15.65.440 of the 
act. 


NEW SECTION 


WAC 16-555-050 OBLIGATIONS OF THE BOARD. Obliga- 
tions incurred by the board or employee or agent thereof pertaining to 
their performance or nonperformance or misperformance of any mat- 
ters or things authorized, required, or permitted them by the act or 
this order, and any other liabilities or claims against them or any of 
them shall be enforced in the same manner as if the whole organiza- 
tion under the order were a corporation. No liability for the debts or 
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actions of the board, employee, or agent incurred in their official ca- 
pacity under this order shall exist either against the board, officers, 
employees, and/or agents in their individual capacity, nor against the 
state of Washington or any subdivision or instrumentality thereof nor 
against any other organization, administrator, or board (or employee 
or agent thereof) established pursuant to this act or the assets thereof. 
The board, and its agents and employees, shall not be held responsible 
individually in any way whatsoever to any person for errors in judg- 
ment, mistakes, or other acts, either of commission or omission, as 
principal, agent, person, or employee, except for their own individual 
acts of dishonesty or crime. No such person or employee shall be held 
responsible individually for any act or omission of any other board, 
member of the board, or other person. The liability of the members of 
the board shall be several and not joint and no member shall be liable 
for the default of any other member. 


NEW SECTION 


WAC 16-555-060 TERMINATION OF THE ORDER. The or- 
der shall be terminated if the director finds that fifty-one percent by 
numbers and fifty-one percent by volume of production of the affected 
producers favor or assent such dissolution. The director may ascertain 
without compliance with RCW 15.65.050 through 15.65.130 of the act 
whether such termination is so assented to or favored whenever twenty 
percent by numbers and twenty percent by volume of production of the 
affected producers file written application with him for such termina- 
tion. The termination shall not, however, become effective until the ex- 
piration of the marketing season. 


NEW SECTION 


WAC 16-555-070 EFFECTIVE TIME. The marketing order for 
strawberries shall become effective on and after June 15, 1985. 


NEW SECTION 


WAC 16-555-080 SEPARABILITY. If any provisions hereof are 
declared invalid, or the applicability thereof to any person, circum- 
stances, or thing is held invalid, the validity of the remainder hereof or 
of the applicability thereof to any other person, circumstances, or thing 
shall not be affected thereby. 


WSR 85-05-039 
NOTICE OF PUBLIC MEETINGS 
WESTERN WASHINGTON UNIVERSITY 
[Memorandum— February 8, 1985] 


The location of the regularly scheduled March 7, 
1985, meeting of the Western Washington University 
board of trustees has been changed from the WWU 
campus to the Skagit Valley College campus in Mt. 
Vernon. 

The regularly scheduled April 4, 1985, meeting will 
be held on the WWU campus, rather than out of town. 


WSR 85-05-040 
ADOPTED RULES 
DEPARTMENT OF LICENSING 
(Dental Disciplinary Board) 
[Order PL 520— Filed February 19, 1985] 


Be it resolved by the Washington State Dental Disci- 
plinary Board, acting at Seattle, Washington, that it 
does adopt the annexed rules relating to: 


New WAC 308-37-160 Representation of care, fees and records. 
New | WAC 308-37-170 Disclosure of provider services. 
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New | WAC 308-37-180 Disclosure of membership affiliation. 
New WAC 308-37-190 Specialty representation. 


This action is taken pursuant to Notice No. WSR 85- 
02-062 filed with the code reviser on January 2, 1985. 
These rules shall take effect thirty days after they are 
filed with the code reviser pursuant to RCW 
34.04.040(2). 

This rule is promulgated pursuant to RCW 
18.32.640(1) which directs that the Washington State 
Dental Disciplinary Board has authority to implement 
the provisions of RCW 18.32.510 and 18.32.530 through 
18.32.780. 

The undersigned hereby declares that the agency has 
complied with the provisions of the Open Public Meet- 
ings Act (chapter 42.30 RCW), the Administrative Pro- 
cedure Act (chapter 34.04 RCW), and the State 
Register Act (chapter 34.08 RCW) in the adoption of 
these rules. 

APPROVED AND ADOPTED February 8, 1985. 

By Clifford H. Rankin 
Acting Chairman 


NEW SECTION 


WAC 308-37-160 REPRESENTATION OF 
CARE, FEES, AND RECORDS. Dentists shall not 
represent the care being rendered to their patients or the 
fees being charged for providing such care in a false or 
misleading manner, nor alter patient records, such as but 
not limited to, misrepresenting dates of service or treat- 
ment codes. 


NEW SECTION 


WAC 308-37-170 DISCLOSURE OF PROVID- 
ER SERVICES. In order that patients and the public 
are adequately informed of the provider of dental ser- 
vices, a dentist who is personally present operating as a 
dentist or personally overseeing the operations being 
performed in a dental office, over fifty percent of the 
time that such office is being operated, shall identify 
himself or herself in any representation to the public as- 
sociated with such office or practice and shall provide 
readily visible signs designating his or her name at such 
respective office entrances or office buildings. Any repre- 
sentation that omits such a listing of dentists is mislead- 
ing, deceptive, or improper conduct. Dentists who are 
present or overseeing operations under this rule less than 
fifty percent of the time shall identify themselves to pa- 
tients prior to services being initiated or rendered in any 
fashion. Every office shall have readily available a list of 
the names of dentists who are involved in such office less 
than fifty percent of the time. 


NEW SECTION 


WAC 308-37-180 DISCLOSURE OF MEMBER- 
SHIP AFFILIATION. It shall be misleading, deceptive 
or improper conduct for any dentist to represent that he 
or she is a member of any dental association, society, 
organization, or any component thereof where such 
membership in fact does not exist. 
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NEW SECTION 


WAC 308-37-190 SPECIALTY REPRESENTA- 
TION. (1) It shall be misleading, deceptive or improper 
conduct for a dentist to represent or imply that he or she 
is a specialist or use any of the terms to designate a 
dental specialty such as: 

(a) Endodontist 

(b) Oral or Maxillofacial Surgeon 

(c) Oral pathologist 

(d) Orthodontist 

(e) Pedodontist 

(f) Periodontist 

(g) Prosthodontist 

(h) Public Health 
or any derivation of these specialties unless he or she is 
entitled to such specialty designation under the guide- 
lines for specialties of the Commission on Accreditation 
of Dental Education of the American Dental Association 
in effect of January 1, 1985, or such guidelines as sub- 
sequently amended and approved by the dental disci- 
plinary board, or other such organization recognized by 
the board. 

(2) A dentist not currently entitled to such specialty 
designation shall not represent that his or her practice is 
limited to providing services in a specialty area without 
clearly disclosing in the representation that he or she is a 
general dentist. A specialist who represents services in 
areas other than his or her specialty is considered a gen- 
eral dentist. 


WSR 85-05-041 
PROPOSED RULES 
STATE TOXICOLOGIST 
[Filed February 20, 1985] 


Notice is hereby given in accordance with the provi- 
sions of RCW 34.04.025, that the Washington State 
Toxicologist intends to adopt, amend, or repeal rules re- 
lating to administration of breath tests, chapter 448-12 
WAC; 

that the agency will at 1:30 p.m., Tuesday, March 26, 
1985, in the Harborview Medical Center, 325 9th Ave- 
nue, Seattle, WA, conduct a public hearing on the pro- 
posed rules. 

The adoption, amendment, or repeal of the rules will 
take place immediately following the hearing. 

The authority under which these rules are proposed is 
RCW 46.61.506. 

Interested persons may submit data, views, or argu- 
ments to this agency in writing to be received by this 
agency before March 26, 1985. 

Dated: February 20, 1985 

Dr. Vidmantas A. Raisys 

State Toxicologist 


STATEMENT OF PURPOSE 


Title: State Toxicologist— Breath alcohol testing. 

Description of Purpose: To provide for implementa- 
tion of a breath test program involving new equipment 
and procedures. 


By: 
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Statutory Authority: RCW 46.61.506. 

Summary of Rule: These rules will allow new breath 
test instrumentation purchased by the State Patrol to be 
used in processing DWI arrests. Along with the new 
equipment, there are new procedures to implement. One 
of the new rules provides for the phasing out of existing 
WAC rules and equipment. 

Reasons Supporting Proposed Action: A new program 
for breath testing is being implemented involving new 
equipment and procedures. This will greatly advance the 
states' effort in dealing with the DWI problem. 

Agency Personnel Responsible for Drafting: Mr. John 
Vercimak, Washington State Patrol, General Adminis- 
tration Building, Olympia, WA 98504, 753-3482; Im- 
plementation: Dr. Vidmantas A. Raisys, State 
Toxicologist, Harborview Medical Center, 325 9th Ave- 
nue, Seattle, WA 98104, 223-3311; and Enforcement: 
Sergeant Rod G. Gullberg, Washington State Patrol 
Crime Lab, Public Safety Building, Seattle, WA 98104, 
464-7074. 

Person or Organization Proposing Rule: Dr. 
Vidmantas A. Raisys, Washington State Toxicologist, 
governmental organization. 


PROPOSED WAC'S FOR INFRARED BREATH INSTRUMENT 


NEW SECTION 


WAC 448-12-210 BAC VERIFIER DATA MASTER, INFRA- 
RED BREATH TEST INSTRUMENT APPROVED. The BAC 
Verifier Data Master infrared breath test instrument is approved by 
the state toxicologist as a device for the measurement of a person's 
breath for alcohol concentration. A simulator will be attached to each 
instrument and will provide a known external standard for each test. 
This simulator test will be run automatically between the two breath 
measurements. The simulator test will ensure the correct operation and 
calibration of the instrument and thus will certify the instrument with 
each test. 


NEW SECTION 


WAC 448-12-220 TEST DEFINED. The test of a person's 
breath for alcohol concentration by infrared test method shall consist 
of the person to insufflate deep lung (alveolar) air sample into the in- 
strument no less than two times. There will be sufficient time between 
the provision of each sample by the person to permit the instrument to 
evaluate each sample individually. The two breath samples supplied by 
the individual shall constitute one test. This shall be effective May 1, 
1985. 


NEW SECTION 


WAC 448-112-230 ADMINISTRATION OF BREATH TEST 
ON BAC VERIFIER DATA MASTER INSTRUMENT. Pursuant 
to RCW 46.61.506, the state toxicologist approves the following meth- 
od for performing the breath test on the BAC Verifier Data Master 
infrared breath testing instrument. To obtain a valid breath test, it 
must be determined (a) that the subject has had nothing to eat or 
drink for at least fifteen (15) minutes prior to the administration of the 
test, and (b) that the subject does not have any foreign substances, not 
to include dental work, fixed or removable, in his/her mouth at the 
beginning of the fifteen (15) minute observation period. Such determi- 
nation shall be made by either an examination of the mouth or a denial 
by the subject that he/she has any foreign substances in his/her 
mouth. 

In conducting the test, the operator must be sure the temperature of 
the solution in the simulator is 34? Centigrade, plus or minus .2? Cen- 
tigrade, prior to the time the test is given. The reading from the simu- 
lator test must be between .090 and .110. The operator must follow the 
instructions displayed by the instrument or the instrument will not 
complete the test. 
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NEW SECTION 


WAC 448-12-240 INSTRUCTORS. The state toxicologist shall 
certify persons found by him to be competent and qualified as instruc- 
tors. They are authorized to administer breath tests using the BAC 
Verifier Data Master infrared breath testing instrument, and to train 
and certify as operators, on behalf of the toxicologist, persons the in- 
structor finds qualified to administer the breath test utilizing the BAC 
Verifier Data Master breath test instrument. 


NEW SECTION 


WAC 448-12-250 OPERATORS. The state toxicologist or in- 
structors on his behalf shall certify as "operators" persons found to be 
competent and qualified through instruction to administer breath tests 
for alcohol concentration, utilizing the BAC Verifier Data Master in- 
frared breath test instrument. A list of persons so certified shall be 
maintained in the office of the state toxicologist. 


NEW SECTION 


WAC 448-12-260 REVIEW OF QUALIFICATIONS. The 
qualifications of operators shall be subject to review by field represen- 
tatives of the state toxicologist, who shall also have the authority to 
evaluate periodically the operational condition of any breath testing 
equipment in the state of Washington. If an operator fails or refuses to 
demonstrate that he or she has the ability to adequately perform his or 
her responsibilities as an operator, the field representative shall have 
the ability to suspend or revoke the permit on behalf of the state 
toxicologist. 


NEW SECTION 


WAC 448-12-270 PERMIT CARDS. The state toxicologist shall 
authorize the issuance to persons deemed qualified for the respective 
designation "operator" or "instructor" a wallet-sized card bearing his 
or her name and designation. Permit cards shall bear the signature or 
facsimile signature of the state toxicologist, be dated, and may bear 
the instructor's signature. Such permits shall expire three years after 
the date on the card or January I, 1987, whichever date is later in 
time. 


NEW SECTION 


WAC 448-12-280 COURSE APPROVAL. Instructors prior to 
the conducting of a course for the training or retraining of operators 
for use of the infrared BAC Verifier Data Master breath test instru- 
ment shall submit to the state toxicologist for his approval the curricu- 
lum to be used in the course. If the curriculum is approved, subsequent 
courses embodying the same curriculum may be conducted without in- 
dividual approval of each course. 


NEW SECTION 


WAC 448-12-290 MINIMUM COURSE REQUIREMENTS. 
A minimum course of training for an operator shall include the fol- 
lowing: (a) Theory of operator; (b) detailed procedure of operation; (c) 
practical experience; (d) written examination; and (e) practical 
examination. 


NEW SECTION 


WAC 448-12-300 INSTRUCTION. Individuals who have at- 
tended courses approved by the state toxicologist in the operation of 
the BAC Verifier Data Master infrared breath testing instrument 
shall, upon certification of attendance and qualification, be approved 
for the designation "operator." 


NEW SECTION 


WAC 448-12-310 OPERATORS AND INSTRUCTORS. The 
operators and instructors certified by the state toxicologist on the BAC 
Verifier Data Master infrared breath test instrument are not to be 
considered in any manner medically trained personnel with qualifica- 
tions to testify to any type of medical matters which may be involved 
with respect to those cases in which results from tests given on the 
BAC Verifier Data Master infrared breath test instrument are used. 
Persons so certified by the state toxicologist are certified in only the 
operation and/or theory of operation of the BAC Verifier infrared 
breath testing instrument. 
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NEW SECTION 


WAC 448-12-320 ADDRESS FOR CORRESPONDENCE. In- 
dividuals seeking certification in accordance with these rules or ap- 
proval of equipment to administer the breath test for alcohol 
concentration shall direct their request to the State Toxicologist, De- 
partment of Laboratory Medicine, Harborview Medical Center ZA- 
88, 325 — 9th Avenue, Seattle, Washington 98104. 


NEW SECTION 


WAC 448-12-330 NAMES OF INSTRUCTORS. Pursuant to 
WAC 448~12-250, the state toxicologist will maintain a list of persons 
certified as BAC Verifier Data Master instructors. These names shail 
be made available to interested parties upon request to the state toxi- 
cologist at the address set forth in WAC 448-1 2~320. 


NEW SECTION 


WAC 448-12-340 EFFECTIVE DATE. WAC's 448-12-210 
through 448-12-330 shall become effective as of May 1, 1985, and 
will remain in fuil force and effect until otherwise directed by the state 
toxicologist. The aforementioned WAC's will be in effect concurrently 
with WAC's 448-12-010 through 448-12-100 until January 1, 1987. 
On January 1, 1987, WAC's 448-12-010 through 448-12-100 shall 
be held to be replaced and of no force and effect after the date. 


WSR 85-05-042 
PROPOSED RULES 
LIQUOR CONTROL BOARD 
[Filed February 20, 1985] 


Notice is hereby given in accordance with the provi- 
sions of RCW 34.04.025, that the Washington State Li- 
quor Control Board intends to adopt, amend, or repeal 
rules concerning: 

Amd  WAC 314-16-190 Class H restaurant—Qualifications. 
New WAC 314-16-197 Minimum qualifications for applicants 


who apply for Class A and/or D licenses 
in lieu of presently held Class B license; 


that the agency will at 9:30 a.m., Wednesday, April 3, 
1985, in the Office of the Liquor Control Board, 1025 
East Union Avenue, Capital Plaza Building, Olympia, 
WA 98504, conduct a public hearing on the proposed 
rules. 

The adoption, amendment, or repeal of the rules will 
take place immediately following the hearing. 

The authority under which these rules are proposed is 
RCW 66.08.030, 66.98.070 and chapter 34.04 RCW. 

The specific statute these rules are intended to imple- 
ment is RCW 66.08.010, 66.08.030 (1) and (2) and 
chapter 66.24 RCW. 

Interested persons may submit data, views, or argu- 
ments to this agency in writing to be received by this 
agency before April 3, 1985. 


Dated: February 20, 1985 
By: L.H. Pedersen 
Chairman 
STATEMENT OF PURPOSE 
Title: WAC 314-16-190 Class H restaurant— 
Qualifications. 


Description of Purpose: The purpose of this proposed 
amendment is to establish minimum qualifications for 
applicants who apply for Class H licenses in lieu of 
presently held Class B licenses. 
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Statutory Authority: RCW 66.08.030, 66.98.070 and 
chapter 34.04 RCW. 

Statutes Implemented by the Rule: RCW 66.08.010, 
66.08.030 (1) and (2) and chapter 66.24 RCW. 

Summary of Rule: WAC 314-16-190(8) is summa- 
rized as follows: An applicant who is operating a busi- 
ness which is primarily a restaurant and desires a Class 
H in lieu of a presently held Class B must for a period of 
at least one year establish gross sales reflecting on- 
premises food sales of 51% or more of the total sales. 
Gross sales figures submitted must be segregated and 
include food sales for on-premises consumption; food 
sales for off-premises consumption; beer and/or wine 
sales for on-premises consumption; beer and/or wine 
sales for off-premises consumption; sales of cigarettes, 
candies, packaged snack foods, etc.; and where such ac- 
tivities have been conducted, income from games, gam- 
bling, cover charges, etc. 

Reason Supporting Proposed Action: The current rule 
does not provide the board with criteria with which to 
give consideration for Class H in lieu of Class B licenses. 
This amendment carries out the board's longstanding 
policies which it has relied upon when considering mini- 
mum qualifications for such Class H in lieu applications. 

Agency Personnel Involved: In addition to the board, 
the following agency personnel have responsibility for 
drafting, implementing and enforcing this rule: Ray 
Hensel, Supervisor, License Division, Capital Plaza 
Building, Olympia, WA 98504, phone (206) 753-6259. 

Person or Organization Proposing Rule: This rule was 
proposed by the Washington State Liquor Control 
Board. 

Agency Comments: None. 

Necessity of Rule: This rule was not made necessary 
as a result of federal law or federal or state court action. 

Small Business Economic Impact Statement: Cost im- 
pact for both large and small businesses is estimated to 
be minimal to zero. 


Title: WAC 314-16-197 Minimum qualifications for 
applicants who apply for Class A and/or D licenses in 
lieu of presently held Class B license. 

Description of Purpose: The purpose of this rule is to 
establish minimum qualifications for applicants who ap- 
ply for Class A and/or D licenses in lieu of a presently 
held Class B license. 

Statutory Authority: RCW 66.08.030, 66.98.070 and 
chapter 34.04 RCW. 

Statutes Implemented by the Rule: RCW 66.08.010, 
66.08.030 (1) and (2) and chapter 66.24 RCW. 

Summary of Rule: The new rule provides that an ap- 
plicant who is operating a business which is primarily a 
restaurant and desires a Class A and/or D license in lieu 
of a presently held Class B license must for a period of 
at least one year establish gross sales reflecting on- 
premises food sales of 5196 or more of total sales. Gross 
sales figures submitted must be segregated and include 
food sales for on-premises consumption; food sales for 
off-premises consumption; beer and/or wine for on- 
premises consumption; beer and/or wine for off-prem- 
ises consumption; sales of cigarettes, candies, packaged 
snack foods, etc.; and where such activities have been 
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conducted, income from games, gambling, cover charges, 
etc. 

Reason Supporting Proposed Action: This rule will 
implement the board's longstanding policies which it has 
relied upon when considering Class A and/or D in lieu 
applications. 

Agency Personnel Involved: In addition to the board, 
the following agency personnel have responsibility for 
drafting, implementing and enforcing this rule: Ray 
Hensel, Supervisor, License Division, Capital Plaza 
Building, Olympia, WA 98504, phone (206) 753-6259. 

Person or Organization Proposing Rule: This rule was 
proposed by the Washington State Liquor Control 
Board. 

Agency Comments: None. 

Necessity of Rule: This rule was not made necessary 
as a result of federal law or federal or state court action. 

Small Business Economic Impact Statement: Cost im- 
pact for both large and small businesses is estimated to 
be minimal to zero. 


AMENDATORY SECTION (Amending Order 66, Resolution No. 
75, filed 6/9/78) 


WAC 314-16-190 CLASS H RESTAURANT—QUALIFICA- 
TIONS. (1) All restaurant applicants for a Class H license, in addition 
to furnishing all requested material and information relating to the 
premises applied for and their personal qualifications, shall establish to 
the satisfaction of the board that the premises will commence as, and 
continue to operate as, a bona fide restaurant as required by RCW 66- 
24.400 and 66.24.410(2). 

(2) A restaurant applicant for a Class H license shall be subject to 
the following requirements which are conditions precedent to action by 
the board on the application: 

(a) The applicant shall furnish to the board a detailed blueprint of 
the entire premises to be licensed drawn to scale of one-fourth inch to 
one foot. This blueprint shall include the kitchen equipment layout 
plus a detailed listing of the kitchen equipment and its approximate 
value. 

(b) Prior to delivery of the license the board shall receive a verifica- 
tion from its enforcement officer, based upon an inspection of the 
premises, that the kitchen equipment designated in paragraph (a) 
above is in place and is operational. 

(3) In any case where the board has a concern as to the applicant's 
qualifications, based on the applicant's experience; the adequacy of the 
proposed facility; the proposed method of operation; the applicant's fi- 
nancial stability; or for any other good and sufficient reason, the board 
may require such applicant to submit figures reflecting operation as a 
restaurant for a period to be designated by the board. The submission 
of these operating figures shall be a condition precedent to the board 
making a decision on a license application. Any applicant required to 
submit operating figures for a period designated by the board, shall not 
thereby be deemed to have acquired a vested right to have the license 
applied for issued merely because the requested figures have been 
submitted. 

(4) To demonstrate to the satisfaction of the board that a Class H 
restaurant as defined in RCW 66.24.410(2) is maintained in a sub- 
stantial manner as a place for preparing, cooking and serving of com- 
plete meals, a Class H restaurant shall maintain daily average gross 
food sales of one hundred dollars or more, and such food sales shall 
amount to forty percent or more of the restaurant's total food-liquor 
sales. 

(5) Each Class H restaurant licensee shall submit semi-annual re- 
ports on forms provided by the board, showing its gross food and liquor 
sales. If for two successive semi-annual reports, a Class H restaurant's 
daily average gross food sales are less than one hundred dollars, or its 
food sales are less than forty percent of its total food-liquor sales, such 
restaurant shall be ineligible to retain its Class H license. 

(6) The restaurant area of any Class H restaurant shall be open to 
the public for service of complete meals at least five days a week, un- 
less otherwise authorized in writing by the board to alleviate demon- 
strated hardship, and such service of complete meals shall be available 
to the public for five hours a day on any day liquor is offered for sale, 
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service or consumption, unless otherwise authorized in writing by the 
board to alleviate demonstrated hardship. At all other times when the 
restaurant area is not open for service of complete meals, but liquor is 
offered for sale, service or consumption on the licensed premises, sand- 
wiches and/or short orders of food shall be available for sale to the 
public. 

(7) In the event a Class H restaurant licensee shall fail to comply 
with any of the foregoing requirements, and such licensee has been no- 
tified that they will not be eligible to retain its Class H license, such 
licensee may petition the board setting forth unusual, extenuating and 
mitigating circumstances for the failure to comply and the board may 
consider such reasons and may grant an extension of the Class H li- 
cense under such terms and conditions as the board determines are in 
the best interest of the public. 

(8) Licensees who presently hold a class B liquor license and who 
apply for a class H liquor license in lieu thereof, in order to demon- 
strate to the satisfaction of the board that the business such applicant 
has been operating is primarily that of a restaurant, must submit and 
establish the following data and information: 

(a) Sales figures for the year preceding the in lieu application show- 
ing total sales, segregated as to the following categories: 

(i) Food sales for on-premises consumption; 

(ii) Food sales for off-premises consumption; 

(iii) Beer and/or wine sales for on-premises consumption; 

(iv) Beer and/or wine sales for off-premises consumption; 

(v) Miscellaneous sales, including but not limited to, cigarettes, can- 
dies, packaged snack foods, and where such activity has been conduct- 
ed the income from games, gambling, cover charges, etc. 

(b) That for a period of at least one year prior to the date of filing 
the class H license application, the gross food sales for on-premises 
consumption constituted fifty-one percent or more of total sales. 

While the requirements of (a) and (b) of this subsection must be es- 
tablished before the board will give consideration to the issuance of an 
in lieu class H license, the fact that an applicant meets those criteria 
does not establish a vested right that such license shall issue. 


NEW SECTION 


WAC 314-16-197 MINIMUM QUALIFICATIONS FOR AP- 
PLICANTS WHO APPLY FOR CLASS A AND/OR D LICENS- 
ES IN LIEU OF PRESENTLY HELD CLASS B LICENSE. (1) 
Licensees who presently hold a class B liquor license and who apply for 
a class A and/or D license in lieu thereof, in order to demonstrate to 
the satisfaction of the board that the business such applicant has been 
operating is primarily that of a restaurant, must submit and establish 
the following data and information: 

(a) Applicant shall submit sales figures for the year preceding the in 
lieu application showing total sales, segregated as to the following 
categories: 

(i) Food sales for on-premises consumption; 

(ii) Food sales for off-premises consumption; 

(iii) Beer and/or wine sales for on-premises consumption; 

(iv) Beer and/or wine sales for off-premises consumption; 

(v) Miscellaneous sales, including but not limited to, cigarettes, can- 
dies, packaged snack foods, and where such activity has been conduct- 
ed the income from games, gambling, cover charges, etc. 

(b) That for a period of at least one year prior to the date of filing 
the class A and/or D license application, the gross food sales for on- 
premises consumption constituted fifty-one percent or more of total 
sales. 

(2) While the requirements of (a) and (b) of this subsection must be 
established before the board will give consideration to the issuance of 
an in lieu class A and/or D license, the fact that an applicant meets 
those criteria does not establish a vested right that such license shall 
issue. 


WSR 85-05-043 
PROPOSED RULES 
DEPARTMENT OF 
LABOR AND INDUSTRIES 
[Filed February 20, 1985] 


Notice is hereby given in accordance with the provi- 
sions of RCW 34.04.025, that the Department of Labor 
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and Industries intends to adopt, amend, or repeal rules 
concerning the amending of WAC 296—24-19003, 296— 
24-31503, 296-24-31505, 296—-24-32003, 296-24- 
33009, 296—24-33011, 296—24-33013, 296—-24—33015, 
296—24—33017, 296-24-37005, 296-24—37019, 296-24- 
37023, 296-24-40509 and 296-24—-47505, these are 
state initiated amendments in the general safety and 
health standard to correct the references to the electrical 
section of the standard. WAC 296—56—60001, 296-56- 
60019, 296-56-60045, 296—56—60069, 296-56-60073, 
296—56—60077, 296—56—60081, 296—56—60083, 296-56- 
60085, 296-56-60089, 296—56—60093, 296—56-—60098, 
296—56—60099, 296—56-60115, 296—56—60117, 296-56- 
60135, 296—56-60209, 296—56-60211, 296—56—60217, 
296—56—60219, 296—56—60227, 296—56—60233, 296-56- 
60235 and 296-—56-60237, state initiated amendments in 
the marine terminal standard to correct typographical 
errors. WAC 296-62-05403, 296-62-05405, 296—-62- 
05411, 296-62-05413, 296-62-05421 and 296-62- 
05425, state initiated corrections to the hazard commu- 
nication standard in order to be in compliance with fed- 
eral regulations as published in Federal Register Vol. 48, 
No. 228, Friday, November 25, 1983. WAC 296-62- 
07302, list of carcinogens is a state initiated amendment 
to correct a typographical error. WAC 296—62—07306 is 
amended to reflect an OSHA correction to the carcino- 
gen standard, as published in 29 CFR 1910.1016. WAC 
296—62—07353, ethylene oxide, is amended to correct er- 
rors in standard in order to mirror OSHA CFR 
1910.1047, published in Federal Register Vol. 49, No. 
122, Friday, June 22, 1984. WAC 296-62-130, emer- 
gency washing facilities, is a state initiated change to 
clarify an existing standard. WAC 296-155-665 is a 
state initiated amendment to correct a reference (Table 
N-3 to N-5). WAC 296—-360—040(2) is a new section in 
the discrimination standard, pursuant to RCW 49.17- 
.160, which is state initiated. The new section provides 
that after a discrimination complainant receives a deter- 
mination from the assistant director that prohibited dis- 
crimination has not occurred, the complainants may file 
a written request for review by the director within fifteen 
working days of receipt of the determination; 

that the agency will at 9:30 a.m., Thursday, March 
28, 1985, in the Large Conference Room, General Ad- 
ministration Building, Olympia, Washington 98504, 
conduct a public hearing on the proposed rules. 

The formal decision regarding adoption, amendment, 
or repeal of the rules will take place on April 19, 1985. 

The authority under which these rules are proposed is 
RCW 49.17.040 and 49.17.050. 

The specific statute these rules are intended to imple- 
ment is RCW 49.17.050(4), 49.17.060(1) and 
49.17.240(2). 

Interested persons may submit data, views, or argu- 
ments to this agency in writing to be received by this 
agency before March 21, 1985. 

Written or oral submissions may also contain data, 
views, and arguments concerning the effect of the pro- 
posed rules or amendments of rules on economic values, 
pursuant to chapter 43.21H RCW. 

The agency reserves the right to modify the text of 
these proposed rules before the formal decision for 
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adoption or in response to written comments received 
before the deadline. 

The agency may need to change the date for formal 
decision for adoption on short notice. To ascertain the 
adoption will take place as stated in this notice, an in- 
terested person may contact the person named below. 

Correspondence relating to this notice and the pro- 
posed rules should be addressed to: 

G. David Hutchins 

Acting Assistant Director 

Industrial Safety and Health 
Division 

P.O. Box 207, Olympia, WA 98504 

(206) 753-6500 


Dated: February 14, 1985 
By: R.A. Davis 
Director 


STATEMENT OF PURPOSE 


Title and Number of Rule(s) or Chapter: Chapter 
296-24 WAC, General safety and health standards; 
chapter 296-56 WAC, Marine terminals; chapter 296— 
62 WAC, General occupational health standards; WAC 
296—62-054 Hazard communication, 296—62—-07302, 
296—62—07306, 296-62-130 and 296-62-07353; chapter 
296-155 WAC, Safety standards for construction work- 
ers; and chapter 296-360 WAC, Discrimination stand- 
ard, pursuant to RCW 49.17.160. 

Statutory Authority: RCW 49.17.040 and 49.17.050. 

Specific Statute that Rules are Intended to Imple- 
ment: RCW  49.17.050(4), 49.17.060(1) and 
49.17.240(2). 

Summary of the Rule(s): See above. 

Reasons Supporting the Proposed Rule(s): To ensure 
safe and healthful working conditions for every person 
working in the state of Washington; and to be in com- 
pliance with federal regulations. 

Agency Personnel Responsible for Drafting: Ray V. 
Wax, Technical Services Chief, Division of Industrial 
Safety and Health, 814 East Fourth, Olympia, 
Washington 98504, 753-6381; Implementation: G. 
David Hutchins, Acting Assistant Director, Division of 
Industrial Safety and Health, 814 East Fourth, 
Olympia, Washington 98504, 753-6500; and Enforce- 
ment: Same as above. 

Name of Person or Organization, Whether Private, 
Public, or Governmental that is Proposing the Rule(s): 
Department of Labor and Industries. 

Agency Comments or Recommendations, if any, 
Regarding Statutory Language, Implementation, En- 
forcement and Fiscal Matters Pertaining to the Rule(s): 
These are basic rules that will not be difficult or expen- 
sive for employers who must comply with them. Howev- 
er, the rules will likely prevent many costly injuries, 
including death, to employees in the state of 
Washington. 

Portions of the rules are necessary to comply with a 
federal law, 29 U.S.C. subsection 667(c)(2). 

Any Other Information that may be of Assistance in 
Identifying the Rule or its Purpose: None. 

Small Business Economic Impact Statement: No neg- 
ative impact. 
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AMENDATORY SECTION (Amending Order 76-6, filed 3/1/76) 


WAC 296-24-19003 GENERAL REQUIREMENTS. (1) New 
installations. All new installations after August 27, 1971, shall be in 
conformity with WAC 296-24-190 through 296—24-19015. 

(2) Existing installations. All existing plant installations or equip- 
ment contracted for prior to the effective date of these standards, shall 
comply with WAC 296-24-190 through 296-24—19015. 

(3) Auxiliary equipment. Mechanical and electrical equipment and 
auxiliaries shall be installed in accordance with this section and the 
state of Washington safety standards for installing electric wires and 
equipment, WAC ((296— )) 296-24-956. 

(4) Mill roll heights. All new mill installations shall be installed so 
that the top of the operating rolls is not less than 50 inches above the 
level on which the operator stands, irrespective of the size of the mill. 
This distance shall apply to the actual working level, whether it be at 
the general floor level, in a pit, or on a platform. 


AMENDATORY SECTION (Amending Order 76-6, filed 3/1/76) 


WAC 296-24-31503 GASEOUS HYDROGEN SYSTEMS. (1) 
Design. (a) Containers. (i) Hydrogen containers shall comply with one 
of the following: 

(A) Designed, constructed, and tested in accordance with appropri- 
ate requirements of ASME Boiler and Pressure Vessel Code, Section 
VIII—Unfired Pressure Vessels—1968. 

(B) Designed, constructed, tested and maintained in accordance 
with U.S. Department of Transportation specifications and regulations. 

(ii) Permanently installed containers shall be provided with substan- 
tial noncombustible supports on firm noncombustible foundations. 

(iii) Each portable container shall be legibly marked with the name 
"hydrogen" in accordance with "marking compressed gas containers to 
identify the material contained" ANSI Z48.1—1954. Each manifolded 
hydrogen supply unit shall be legibly marked with the name hydrogen 
or a legend such as "this unit contains hydrogen." 

(b) Safety relief devices. (i) Hydrogen containers shall be equipped 
with safety relief devices as required by the ASME Boiler and Pressure 
Vessel Code, Section VIII Unfired Pressure Vessels, 1968 or the DOT 
specifications and regulations under which the container is fabricated. 

(ii) Safety relief devices shall be arranged to discharge upward and 
unobstructed to the open air in such a manner as to prevent any im- 
pingement of escaping gas upon the container, adjacent structure of 
personnel. This requirement does not apply to DOT specification con- 
tainers having an internal volume of 2 cubic feet or less. 

(iii) Safety relief devices or vent piping shall be designed or located 
so that moisture cannot collect and freeze in a manner which would 
interfere with proper operation of the device. 

(c) Piping, tubing, and fittings. (i) Piping, tubing, and fittings shall 
be suitable for hydrogen service and for the pressures and tempera- 
tures involved. Case iron pipe and fittings shall not be used. 

(ii) Piping and tubing shall conform to Section 2—-" Industrial Gas 
and Air Piping"—Code for Pressure Piping, ANSI B31.1—1967 with 
addenda B31.1—1969. 

(iii) Joints in piping and tubing may be made by welding or brazing 
or by use of flanged, threaded, socket, or compression fittings. Gaskets 
and thread sealants shall be suitable for hydrogen service. 

(d) Equipment assembly. (i) Valves, gauges, regulators, and other 
accessories shall be suitable for hydrogen service. 

(ii) Installation of hydrogen systems shall be supervised by personne! 
familiar with proper practices with reference to their construction and 
use. 

(iii) Storage containers, piping, valves, regulating equipment, and 
other accessories shall be readily accessible, and shall be protected 
against physical damage and against tampering. 

(iv) Cabinets or housings containing hydrogen control or operating 
equipment shall be adequately ventilated. 

(v) Each mobile hydrogen supply unit used as part of a hydrogen 
system shall be adequately secured to prevent movement. 

(vi) Mobile hydrogen supply units shal! be electrically bonded to the 
system before discharging hydrogen. 

(e) Marking. The hydrogen storage location shall be permanently 
placarded as follows: "HYDROGEN—FLAMMABLE GAS—NO SMOKING— 
NO OPEN FLAMES," or equivalent. 

(f) Testing. After installations, all piping, tubing, and fittings shall 
be tested and proved hydrogen gas tight at maximum operating 
pressure. 

(2) Location. (a) General. (i) The system shall be located so that it 
is readily accessible to delivery equipment and to authorized personnel. 
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(ii) Systems shall be located above ground. 

(iii) Systems shall not be located beneath electric power lines. 

(iv) Systems shall not be located close to flammable liquid piping or 
piping of other flammable gases. 

(v) Systems near aboveground flammable liquid storage shall be lo- 
cated on ground higher then the flammable liquid storage except when 
dikes, diversion curbs, grading, or separating solid walls are used to 
prevent accumulation of flammable liquids under the system. 

(b) Specific requirements. (i) The location of a system, as deter- 
mined by the maximum total contained volume of hydrogen, shall be 
in the order of preference as indicated by Roman numerals in Table 
H-1. 


TABLE H-1 
Size of 
hydrogen system 
Nature of location 
Less 3,000 In 
than CF to excess of 
3,000 15,000 15,000 
CF CF CF 
Outdoors —————————————————— | | ——— — I. 
In a separate building lI II lI. 
In a special room III HI Not 
per- 
mitted 
Inside buildings not in a spe- 
cial room and exposed to 
other occupancies IV Not Not 
per- per- 
mitted. mitted. 


(ii) The minimum distance in feet from a hydrogen system of indi- 
cated capacity located outdoors, in separate buildings or in special 
rooms to any specified outdoor exposure shall be in accordance with 
Table H-2. 

(iii) The distances in Table H—2 Items 1, 14, and 3 to 10 inclusive 
do not apply where protective structures such as adequate fire walls are 
located between the system and the exposure. 

(iv) Hydrogen systems of less than 3,000 CF when located inside 
buildings and exposed to other occupancies shall be situated in the 
building so that the system will be as follows: 

(A) In an adequately ventilated area as in (3)(b)(ii) of this section. 

(B) Twenty feet from stored flammable materials or oxidizing gases. 

(C) Twenty-five feet from open flames, ordinary electrical equip- 
ment or other sources of ignition. 

(D) Twenty-five feet from concentrations of people. 

(E) Fifty feet from intakes of ventilation or air-conditioning equip- 
ment and air compressors. 

(F) Fifty feet from other flammable gas storage. 

(G) Protected against damage or injury due to falling objects or 
working activity in the area. 

(H) More than one system of 3,000 CF or less may be installed in 
the same room, provided the systems are separated by at least 50 feet. 
Each such system shall meet all of the requirements of this section. 

(3) Design consideration at specific locations. (a) Outdoor locations. 
(i) Where protective walls or roofs are provided, they shall be con- 
structed of noncombustible materials. 

(ii) Where the enclosing sides adjoin each other, the area shall be 
properly ventilated. 

(iii) Electrical equipment within 15 feet shall be in accordance with 
WAC ((296-24—950-2nd-296—24—-955)) 296—-24—956. 

(b) Separate buildings. (i) Separate buildings shall be built of at 
least noncombustible construction. Windows and doors shall be located 
so as to be readily accessible in case of emergency. Windows shall be 
of glass or plastic in metal frames. 

(ii) Adequate ventilation to the outdoors shall be provided. Inlet 
openings shall be located near the floor in exterior walls only. Outlet 
openings shall be located at the high point of the room in exterior walls 
or roof. Inlet and outlet openings shall each have minimum total area 
of one square foot per 1,000 cubic feet of room volume. Discharge 
from outlet openings shall be directed or conducted to a safe location. 
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(iii) Explosion venting shall be provided in exterior walls or roof 
only. The venting area shall be equal to not less than 1 square foot per 
30 cubic feet of room volume and may consist of any one or any com- 
bination of the following: Walls of light noncombustible material, 
preferably single thickness, single strength glass; lightly fastened hatch 
covers; lightly fastened swinging doors in exterior walls opening out- 
ward; lightly fastened walls or roof designed to relieve at a maximum 
pressure of 25 pounds per square foot. 

(iv) There shall be no sources of ignition from open flames, electrical 
equipment, or heating equipment. 

(v) Electrical equipment shall be in accordance with WAC ((296= 
24—-950—and—296-24—955)) 296-24-956 for Class I, Division 2 
locations. 

(vi) Heating, if provided, shall be by steam, hot water, or other in- 
direct means. 

(c) Special rooms. (i) Floor, walls, and ceiling shall have a fire—re- 
sistance rating of at least 2 hours. Walls or partitions shall be continu- 
ous from floor to ceiling and shall be securely anchored. At least one 
wall shall be an exterior wall. Openings to other parts of the building 
shall not be permitted. Windows and doors shall be in exterior walls 
and shall be located so as to be readily accessible in case of emergency. 
Windows shall be of glass or plastic in metal frames. 

(ii) Ventilation shall be as provided in (3)(b)(ii) of this section. 

(iii) Explosion venting shall be as provided in (3)(b)(iii) of this 
section. 

(iv) There shall be no sources of ignition from open flames, electrical 
equipment or heating equipment. 

(v) Electrical equipment shall be in accordance with Article 501 of 
the National Electrical Code, NFPA 70-1971; ANSI C1-1971 (Rev. 
of 1968), for Class 1 Division 2 locations. 

(vi) Heating, if provided, shall be by steam, hot water, or indirect 
means. 

(4) Operating instructions. For installations which require any oper- 
ation of equipment by the user, legible instructions shall be maintained 
at operating locations. 

(5) Maintenance. (a) The equipment and functioning of each 
charged gaseous hydrogen system shall be maintained in a safe operat- 
ing condition in accordance with the requirements of this section. The 
area within 15 feet of any hydrogen container shall be kept free of dry 
vegetation and combustible material. 


TABLE H-2 
Size of 
hydrogen system 
Less — 3,000 In 
than CF excess 
Type of outdoor exposure 3,000 to of 
CF 15,000 15,000 
CF CF 
1. Building or struc- 
ture: Wood frame construc- 
tion* 10 25 50 
Heavy timber, noncom- 
bustible or ordinary con- 
struction* 0 10 — **25 
Fire—resistive construc- 
tion*t—————————— 0 0 0 
2. Wall openings —— Not above any part of a 
System —————— ———— 10 10 10 
Above any part of a sys- 
tem——————————— 25 25 25 
3. Flammable liquids 
above ground 0 to 1,000 gallons 10 25 25 
In excess of 1,000 gallons- 25 50 50 
4. Flammable liquids 
below ground—0 to 
1,000 gallons Tank 10 10 10 
Vent or fill opening of 
tank 25 25 25 
5. Flammable liquids 
below ground—in 
excess of 1,000 
gallons Tank —————————— 20 20 20 
Vent or fill opening of 
tank 25 25 25 
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TABLE H-2 
Size of 
hydrogen system 
Less — 3,000 In 
than CF excess 
Type of outdoor exposure 3,000 to of 
CF 15,000 15,000 
CF CF 
6. Flammable gas 
storage, either high 
pressure or low 
pressure 0 to 15,000 CF capacity— — 10 25 25 
In excess of 15,000 CF ca- 
pacity 25 50 50 
7. Oxygen storage — 12,000 CF or less Refer to NFPA No. 51, 
gas systems for welding 
and cutting (1969). 
More than 12,000 CF Refer to NFPA No. 566, 
bulk oxygen systems at 
consumer sites (1969). 
8. Fast burning solids 
such as ordinary 
lumber, excelsior or 
paper 50 50 25 
9. Slow burning solids 
such as heavy tim- 
ber or coal 25 25 25 
10. Open flames and 
other sources of ig- 
nition 25 25 50 
ll. Air compressor in- 
takes or inlets to 
ventilating or air— 
condition equip- 
ment 50 50 50 
12. Concentration of 
le*** 25 50 50 
13. Public sidewalks 15 15 15 
14. Line of adjoining 
property which 
may be built upon 5 5 5 


*Refer to NFPA No. 220 standard types of building construction for defini- 
tions of various types of construction. (1969 Ed.) 
**But not less than one-half the height of adjacent side wall of the structure. 
***[n congested areas such as offices, lunchrooms, locker rooms, time-clock ar- 
eas, and places of public assembly. 


AMENDATORY SECTION (Amending Order 76-6, filed 3/1/76) 


WAC 296-24-31505 LIQUEFIED HYDROGEN SYSTEMS. 
(1) Design. (a) Containers. (i) Hydrogen containers shall comply with 
the following: Storage containers shall be designed, constructed, and 
tested in accordance with appropriate requirements of the ASME 
Boiler and Pressure Vessel Code, Section VIII—Unfired Pressure Ves- 
sels (1968) or applicable provisions of API Standard 620, Recom- 
mended Rules for Design and Construction of Large, Welded, Low- 
Pressure Storage Tanks, Second Edition (June 1963) and Appendix R 
(April 1965). 

(ii) Portable containers shall be designed, constructed and tested in 
accordance with DOT specifications and regulations. 

(b) Supports. Permanently installed containers shall be provided 
with substantial noncombustible supports securely anchored on firm 
noncombustible foundations. Steel supports in excess of 18 inches in 
height shall be protected with a protective coating having a 2-hour 
fire-resistance rating. 

(c) Marking. Each container shall be legibly marked to indicate " 
LIQUEFIED HYDROGEN—FLAMMABLE GAS." 

(d) Safety relief devices. (i) Stationary liquefied hydrogen containers 
shall be equipped with safety relief devices sized in accordance with 
CGA Pamphlet S-1-1966, Part 3, Safety Relief Device Standards for 
Compressed Gas Storage Containers. 

(A) Portable liquefied hydrogen containers complying with the U.S. 
Department of Transportation regulations shall be equipped with safe- 
ty relief devices as required in the U.S. Department of Transportation 
specifications and regulations. Safety relief devices shall be sized in 
accordance with the requirements of CGA Pamphlet S-1—1966, Safety 
Relief Device Standards, Part 1, Compressed Gas Cylinders and Part 
2, Cargo and Portable Tank Containers. 
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(ii) Safety relief devices shall be arranged to discharge unobstructed 
to the outdoors and in such a manner as to prevent impingement of 
escaping liquid or gas upon the container, adjacent structures or per- 
sonnel. See (2)(a)(vi) of this section for venting of safety relief devices 
in special locations. 

(iii) Safety relief devices or vent piping shall be designed or located 
so that moisture cannot collect and freeze in a manner which would 
interfere with proper operation of the device. 

(iv) Safety relief devices shall be provided in piping wherever lique- 
fied hydrogen could be trapped between closures 

(e) Piping, tubing, and fittings. (i) Piping, tubing, and fittings and 
gasket and thread sealants shall be suitable for hydrogen service at the 
pressures and temperatures involved. Consideration shall be given to 
the thermal expansion and contraction of piping systems when exposed 
to temperature fluctuations of ambient to liquefied hydrogen 
temperatures. 

(ii) Gaseous hydrogen piping and tubing (above—20°F) shall con- 
form to the applicable sections of Pressure Piping Section 2—Indus- 
trial Gas and Air Piping, ANSI B31.1-1967 with addenda 
B31.1-1969. Design of liquefied hydrogen or cold (—20°F or below) 
gas piping shall use Petroleum Refinery Piping ANSI B31.3-1966 or 
Refrigeration Piping ANSI B31.5-1966 with addenda B31.5a—1968 as 
a guide. 

(iii) Joints in piping and tubing shall preferably be made by welding 
or brazing; flanged, threaded, socket, or suitable compression fittings 
may be used. 

(iv) Means shall be provided to minimize exposure of personnel to 
piping operating at low temperatures and to prevent air condensate 
from contacting piping, structural members, and surfaces not suitable 
for cryogenic temperatures. Only those insulating materials which are 
rated nonburning in accordance with ASTM Procedures D1692-68 
may be used. Other protective means may be used to protect personnel. 
The insulation shall be designed to have a vapor-tight seal in the outer 
Covering to prevent the condensation of air and subsequent oxygen en- 
richment within the insulation. The insulation material and outside 
shield shall also be of adequate design to prevent attrition of the insu- 
lation due to normal operating conditions. 

(v) Uninsulated piping and equipment which operate at liquefied- 
hydrogen temperature shall not be installed above asphalt surfaces or 
other combustible materials in order to prevent contact of liquid air 
with such materials. Drip pans may be installed under uninsulated 
piping and equipment to retain and vaporize condensed liquid air. 

(f) Equipment assembly. (i) Valves, gauges, regulators, and other 
accessories shall be suitable for liquefied hydrogen service and for the 
pressures and temperatures involved. 

(ii) Installation of liquefied hydrogen systems shall be supervised by 
personnel familiar with proper practices and with reference to their 
construction and use. 

(iii) Storage containers, piping, valves, regulating equipment, and 
other accessories shall be readily accessible and shall be protected 
against physical damage and against tampering. A shutoff valve shall 
be located in liquid product withdrawal lines as close to the container 
as practical. On containers of over 2,000 gallons capacity, this shutoff 
valve shall be of the remote control type with no connections, flanges, 
or other appurtenances (other than a welded manual shutoff valve) al- 
lowed in the piping between the shutoff valve and its connection to the 
inner container. 

(iv) Cabinets or housings containing hydrogen control equipment 
shall be ventilated to prevent any accumulation of hydrogen gas. 

(g) Testing. (i) After installation, all field-erected piping shall be 
tested and proved hydrogen gas-tight at operating pressure and 
temperature. 

(ii) Containers if out of service in excess of 1 year shall be inspected 
and tested as outlined in (1) of this section. The safety relief devices 
shall be checked to determine if they are operable and properly set. 

(h) Liquefied hydrogen vaporizers. (i) The vaporizer shall be an- 
chored and its connecting piping shall be sufficiently flexible to provide 
for the effect of expansion and contraction due to temperature changes. 

(ii) The vaporizer and its piping shall be adequately protected on the 
hydrogen and heating media sections with safety relief devices. 

(iii) Heat used in a liquefied hydrogen vaporizer shall be indirectly 
supplied utilizing media such as air, steam, water, or water solutions. 

(iv) A low temperature shutoff switch shall be provided in the va- 
porizer discharge piping to prevent flow of liquefied hydrogen in the 
event of the loss of the heat source. 
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(i) Electrical systems. (i) Electrical wiring and equipment located 
within 3 feet of a point where connections are regularly made and dis- 
connected, shall be in accordance with WAC ((296—24—950-and-296- 
24—955)) 296—24—956 for Class I, Group B, Division 1 locations. 

(ii) Except as provided in (1) of this section, electrical wiring, and 
equipment located within 25 feet of a point where connections are reg- 
ularly made and disconnected or within 25 feet of a liquid hydrogen 
storage container, shall be in accordance with WAC ((296-24—-950 
and-296=24=955)) 296—24—956 for Class I, Group B, Division 2 loca- 
tions. When equipment approved for Class I, Group B atmospheres is 
not commercially available, the equipment may be: 

(A) Purged or ventilated in accordance with NFPA No. 496-1967, 
Standard for Purged Enclosures for Electrical Equipment in Hazard- 
ous Locations, 

(B) Intrinsically safe, or 

(C) Approved for Class 1, Group C atmospheres. This requirement 
does not apply to electrical equipment which is installed on mobile 
supply trucks or tank cars from which the storage container is filled. 

(j) Bonding and grounding. The liquefied hydrogen container and 
associated piping shall be electrically bonded and grounded. 

(2) Location of liquefied hydrogen storage. (a) General require- 
ments. (i) The storage containers shall be located so that they are 
readily accessible to mobile supply equipment at ground level and to 
authorized personnel. 

(ii) The containers shall not be exposed by electric power lines, 
flammable liquid lines, flammable gas lines, or lines carrying oxidizing 
materials. 

(iii) When locating liquefied hydrogen storage containers near 
above-ground flammable liquid storage or liquid oxygen storage, it is 
advisable to locate the liquefied hydrogen container on ground higher 
than flammable liquid storage or liquid oxygen storage. 

(iv) Where it is necessary to locate the liquefied hydrogen container 
on ground that is level with or lower than adjacent flammable liquid 
storage or liquid oxygen storage, suitable protective means shall be 
taken (such as by diking, diversion, curbs, grading), with respect to the 
adjacent flammable liquid storage or liquid oxygen storage, to prevent 
accumulation of liquids within 50 feet of the liquefied hydrogen 
container. 

(v) Storage sites shall be fenced and posted to prevent entrance by 
unauthorized personnel. Sites shall also be placarded as follows: "Liq- 
uefied hydrogen—Flammable gas—No smoking—No open flames." 

(vi) If liquefied hydrogen is located in (as specified in Table H-3) a 
separate building, in a special room, or inside buildings when not in a 
special room and exposed to other occupancies, containers shall have 
the safety relief devices vented unobstructed to the outdoors at a mini- 
mum elevation of 25 feet above grade to a safe location as required in 
(D)(d)(ii) of this section. 

(b) Specific requirements. (i) The location of liquefied hydrogen 
storage, as determined by the maximum total quantity of liquefied hy- 
drogen, shall be in the order of preference as indicated by Roman nu- 
merals in the following Table H-3. 


TABLE H-3 


MAXIMUM TOTAL QUANTITY OF LIQUEFIED HYDROGEN STORAGE 


PERMITTED 
Size of 
hydrogen storage 
(capacity in 
gallons) 
Nature of location 
39.63 
(150 liters) 51 to 301 to In excess 
to 50 300 600 of 600 
Outdoors l I I I 
In a separate building lI II II Not 
per- 
mitted 
In a special room Ii HII Not Not 
per- per- 
mitted mitted 
Inside buildings not in a spe- 
cial room and exposed to 
other occupancies IV —— Not Not Not 
per- per- per- 
mitted mitted mitted. 
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NOTE: This table does not apply to the storage in dewars of the type generally 
used in laboratories for experimental purposes. 


(ii) The minimum distance in feet from liquefied hydrogen systems 
of indicated storage capacity located outdoors, in a separate building, 
or in a special room to any specified exposure shall be in accordance 
with Table H-4. 


TABLE H-4 


MINIMUM DISTANCE (FEET) FROM LIQUEFIED HYDROGEN SYSTEMS TO 
EXPOSURE 


Liquefied hydrogen storage 
(capacity in gallons) 


Type of 39.63 3,501 15,001 
exposure (150 liters) to to 
to 3,500 15,000 30,000 
l|. Fire-resistive building and 
fire walls* 5 5 5 
2. Noncombustible building* — 25 50 75 
3. Other buildings* 50 75 100 
4. Wall openings, air-compres- 
sor intakes, inlets for air— 
conditioning or ventilating 
equipment ——— ——— 75 75 75 
5. Flammable liquids (above 
ground and vent or fil 
openings if below ground) 
(see 513 and 514) 50 75 100 
6. Between stationary liquefied 
hydrogen containers 5 5 5 
7. Flammable gas storage 50 75 100 
8. Liquid oxygen storage and 
other oxidizers (see 513 
and 514) 100 100 100 
9. Combustible solids 50 75 100 
10. Open flames, smoking, and 
welding ——-————————— 50 50 50 
11. Concentrations of people**— 75 75 75 
12. Public ways, railroads, and 
property lines 25 50 75 


*Refer to standard types of building construction, NFPA No. 220-1969 for 
definitions of various types of construction. 
**In congested areas such as offices, lunchrooms, locker rooms, time—clock ar- 
eas, and places of public assembly. 


NOTE I: The distance in Nos. 2, 3, 5, 7, 9, and 12 in Table H-4 may be re- 
duced where protective structures, such as firewalls equal to height 
of top of the container, to safeguard the liquefied hydrogen storage 
system, are located between the liquefied hydrogen storage installa- 
tion and the exposure. 


NOTE 2: Where protective structures are provided, ventilation and confine- 


ment of product should be considered. The 5-foot distance in Nos. 1 
and 6 facilitates maintenance and enhances ventilation. 


(c) Handling of liquefied hydrogen inside buildings other than sepa- 
rate buildings and special rooms. Portable liquefied hydrogen contain- 
ers of 50 gallons or less capacity as permitted in Table H-3 and in 
compliance with (2)(a)(vi) of this section when housed inside buildings 
not located in a special room and exposed to other occupancies shall 
comply with the following minimum requirements: 

(i) Be located 20 feet from flammable liquids and readily combusti- 
ble materials such as excelsior or paper. 

(ii) Be located 25 feet from ordinary electrical equipment and other 
sources of ignition including process or analytical equipment. 

(iii) Be located 25 feet from concentrations of people. 

(iv) Be located 50 feet from intakes of ventilation and air-condi- 
tioning equipment or intakes of compressors. 

(v) Be located 50 feet from storage of other flammable-gases or 
storage of oxidizing gases. 

(vi) Containers shall be protected against damage or injury due to 
falling objects or work activity in the area. 

(vii) Containers shall be firmly secured and stored in an upright 
position. 

(viii) Welding or cutting operations, and smoking shall be prohibited 
while hydrogen is in the room. 
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(ix) The area shall be adequately ventilated. Safety relief devices on 
the containers shall be vented directly outdoors or to a suitable hood. 
See (1)(d)(ii) of this section and (2)(a)(vi) of this section. 

(3) Design considerations at specific locations. (a) Outdoor loca- 
tions. (i) Outdoor location shall mean outside of any building or struc- 
ture, and includes locations under a weather shelter or canopy provided 
such locations are not enclosed by more than two walls set at right an- 
gles and are provided with vent-space between the walls and vented 
roof or canopy. 

(ii) Roadways and yard surfaces located below liquefied hydrogen 
piping, from which liquid air may drop, shall be constructed of non- 
combustible materials. 

(iii) If protective walls are provided, they shall be constructed of 
noncombustible materials and in accordance with the provisions of 
(3)(a)(i) of this section as applicable. ` 

(iv) Electrical wiring and equipment shall comply with (1)(i)(i) and 
(ii) of this section. 

(v) Adequate lighting shall be provided for nighttime transfer 
operation. 

(b) Separate buildings. (i) Separate buildings shall be of light non- 
combustible construction on a substantial frame. Walls and roofs shall 
be lightly fastened and designed to relieve at a maximum internal 
pressure of 25 pounds per square foot. Windows shall be of shatter- 
proof glass or plastic in metal frames. Doors shall be located in such a 
manner that they will be readily accessible to personnel in an 
emergency. 

(ii) Adequate ventilation to the outdoors shall be provided. Inlet 
openings shall be located near the floor level in exterior walls only. 
Outlet openings shall be located at the high point of the room in exte- 
rior walls or roof. Both the inlet and outlet vent openings shall have a 
minimum total area of 1 square foot per 1,000 cubic feet of room vol- 
ume. Discharge from outlet openings shall be directed or conducted to 
a safe location. 

(iii) There shall be no sources of ignition. 

(iv) Electrical wiring and equipment shall comply with (1)(i)(i) and 
(ii) of this section except that the provisions of (1) (i) (ii) of this section 
shall apply to all electrical wiring and equipment in the separate 
building. 

(v) Heating, if provided, shall be by steam, hot water, or other indi- 
rect means. 

(c) Special rooms. (i) Floors, walls, and ceilings shall have a fire re- 
sistance rating of at least 2 hours. Walls or partitions shall be continu- 
ous from floor to ceiling and shall be securely anchored. At least one 
wall shall be an exterior wall. Openings to other parts of the building 
shall not be permitted. Windows and doors shall be in exterior walls 
and doors shall be located in such a manner that they will be accessible 
in an emergency. Windows shall be of shatterproof glass or plastic in 
metal frames. 

(ii) Ventilation shall be as provided in (3)(b)(ii) of this section. 

(iii) Explosion venting shall be provided in exterior walls or roof 
only. The venting area shall be equal to not less than 1 square foot per 
30 cubic feet of room volume and may consist of any one or any com- 
bination of the following: Walls of light noncombustible material; 
lightly fastened hatch covers; lightly fastened swinging doors opening 
outward in exterior walls; lightly fastened walls or roofs designed to 
relieve at a maximum pressure of 25 pounds per square foot. 

(iv) There shall be no sources of ignition. 

(v) Electrical wiring and equipment shall comply with (1)(i)(i) and 
(ii) of this section except that the provisions of (I)(i)(ii) of this section 
shall apply to all electrical wiring and equipment in the special room. 

(vi) Heating, if provided, shall be steam, hot water, or by other in- 
direct means. 

(4) Operating instructions. (a) Written instructions. For installation 
which require any operation of equipment by the user, legible instruc- 
tions shall be maintained at operating locations. 

(b) Attendant. A qualified person shall be in attendance at all times 
while the mobile hydrogen supply unit is being unloaded. 

(c) Security. Each mobile liquefied hydrogen supply unit used as 
part of a hydrogen system shall be adequately secured to prevent 
movement. 

(d) Grounding. The mobile liquefied hydrogen supply unit shall be 
grounded for static electricity. 

(5) Maintenance. (a) The equipment and functioning of each 
charged liquefied hydrogen system shall be maintained in a safe oper- 
ating condition in accordance with the requirements of this section. 
Weeds or similar combustibles shall not be permitted within 25 feet of 
any liquified hydrogen equipment. 
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AMENDATORY SECTION (Amending Order 76-6, filed 3/1/76) 


WAC 296-24-32000 BULK OXYGEN SYSTEMS. (1) Defini- 
tions. As used in this section: A bulk oxygen system is an assembly of 
equipment, such as oxygen storage containers, pressure regulators, 
safety devices, vaporizers, manifolds, and interconnecting piping, which 
has storage capacity of more than 13,000 cubic feet of oxygen, Normal 
Temperature and Pressure (NTP), connected in service or ready for 
service, or more than 25,000 cubic feet of oxygen (NTP) including 
unconnected reserves on hand at the cite. The bulk oxygen system ter- 
minates at the point where oxygen at service pressure first enters the 
supply line. The oxygen containers may be stationary or movable, and 
the oxygen may be stored as gas or liquid. 

(2) Location. (a) General. Bulk oxygen storage systems shall be lo- 
cated above ground out of doors, or shall be installed in a building of 
noncombustible construction, adequately vented, and used for that 
purpose exclusively. The location selected shall be such that containers 
and associated equipment shall not be exposed by electric power lines, 
flammable or combustible liquid lines, or flammable gas lines. 

(b) Accessibility. The system shall be located so that it is readily 
accessible to mobile supply equipment at ground level and to author- 
ized personnel. 

(c) Leakage. Where oxygen is stored as a liquid, noncombustible 
surfacing shall be provided in an area in which any leakage of liquid 
oxygen might fall during operation of the system and filling of a stor- 
age container. For purposes of these standards, asphaltic or bituminous 
paving is considered to be combustible. 

(d) Elevation. When locating bulk oxygen systems near above 
ground flammable or combustible liquid storage which may be either 
indoors or outdoors, it is advisable to locate the system on ground 
higher than the flammable or combustible liquid storage. 

(e) Dikes. Where it is necessary to locate a bulk oxygen system on 
ground lower than adjacent flammable or combustible liquid storage 
suitable means shall be taken (such as by diking, diversion curbs, or 
grading) with respect to the adjacent flammable or combustible liquid 
storage to prevent accumulation of liquids under the bulk oxygen 
system. 

(3) Distance between systems and exposures. (a) General. The min- 
imum distance from any bulk oxygen storage container to exposures, 
measured in the most direct line except as indicated in (3)(f) and (g) 
of this section shall be as indicated in (3)(b) to (r) of this section 
inclusive. 

(b) Combustible structures. Fifty feet from any combustible 
structures. 

(c) Fire resistive structures. Twenty-five feet from any structures 
with fire-resistive exterior walls or sprinklered buildings or other con- 
struction, but not less than one-half the height of adjacent side wall of 
the structure. 

(d) Openings. At least 10 feet from any opening in adjacent walls of 
fire resistive structures. Spacing from such structures shall be adequate 
to permit maintenance, but shall not be less than 1 foot. 

(e) Flammable liquid storage above ground. 


Distance Capacity 
(feet) (gallons) 
50 0-1000 
90 1001 or more 


(f) Flammable liquid storage below ground. 


Distance Distance 
measured from oxygen 
horizontally storage 
from oxygen container to 
storage filling and Capacity 
container to vent connections gallons 
flammable Or openings to 
liquid tank flammable 
(feet) liquid tank 
(feet) 
15 50 0-1000 
30 50 1001 or more 
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(g) Combustible liquid storage above ground. 


Distance Capacity 
(feet) (gallons) 
25 0-1000 
50 1001 or more 


(h) Combustible liquid storage below ground. 


Distance measured 
horizontally from 
oxygen storage 
container to 
combustible liquid 
tank (feet) 


Distance from oxygen 

storage container to 

filling and vent 

connections or 

openings to 

combustible liquid 
tank (feet) 


15 40 


(i) Flammable gas storage. (Such as compressed flammable gases, 
liquefied flammable gases and flammable gases in low pressure gas 
holders): 


Distance Capacity 
(feet) (cu. ft. NTP) 
50 Less than 5000 
90 5000 or more 


(j) Highly combustible materials. Fifty feet from solid materials 
which burn rapidly, such as excelsior or paper. 

(k) Slow-burning materials. Twenty-five feet from solid materials 
which burn slowly, such as coal and heavy timber. 

(I) Ventilation. Seventy-five feet in one direction and 35 feet in ap- 
proximately 90° direction from confining walls (not including firewalls 
less than 20 feet high) to provide adequate ventilation in courtyards 
and similar confining areas. 

(m) Congested areas. Twenty-five feet from congested areas such as 
offices, lunchrooms, locker rooms, time clock areas, and similar loca- 
tions where people may congregate. 

(n) Public areas. Fifty feet from places of public assembly. 

(o) Patients. Fifty feet from areas occupied by nonambulatory 
patients. 

(p) Sidewalks. Ten feet from any public sidewalk. 

(q) Adjacent property. Five feet from any line of adjoining property. 

(r) Exceptions. The distances in (3)(b), (c), (e) to (k) inclusive, and 
(p) and (q) of this section do not apply where protective structures 
such as firewalls of adequate height to safeguard the oxygen storage 
systems are located between the bulk oxygen storage installation and 
the exposure. In such cases, the bulk oxygen storage installation may 
be a minimum distance of | foot from the firewall. 

(4) Storage containers. (a) Foundations and supports. Permanently 
installed containers shall be provided with substantial noncombustible 
supports on firm noncombustible foundations. 

(b) Construction—Liquid. Liquid oxygen storage containers shall be 
fabricated from materials meeting the impact test requirements of 
paragraph UG-84 of ASME Boiler and Pressure Vessel Code, Section 
VIII—Unfired Pressure Vessels—1968. Containers operating at pres- 
sures above 15 pounds per square inch gage (p.s.i.g.) shall be designed, 
constructed, and tested in accordance with appropriate requirements of 
ASME Boiler and Pressure Vessel Code, Section VII—Unfired Pres- 
sure Vessels—1968. Insulation surrounding the liquid oxygen container 
shall be noncombustible. 

(c) Construction—Gaseous. High-pressure gaseous oxygen contain- 
ers shall comply with one of the following: 

(i) Designed, constructed, and tested in accordance with appropriate 
requirements of ASME Boiler and Pressure Vessel Code, Section 
VIlII—Unfired Pressure Vessels—1968. 

(ii) Designed, constructed, tested, and maintained in accordance 
with DOT specifications and regulations. 

(5) Piping, tubing, and fittings. (a) Selection. Piping, tubing, and 
fittings shall be suitable for oxygen service and for the pressures and 
temperatures involved. 

(b) Specification. Piping and tubing shall conform to Section 2— 
Gas and Air Piping Systems of Code for Pressure Piping, ANSI, 
B31.1-1967 with addenda B31.10a—1969. 

(c) Fabrication. Piping or tubing for operating temperatures below 
—20°F shall be fabricated from materials meeting the impact test re- 
quirements of paragraph UG-84 of ASME Boiler and Pressure Vessel 
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Code, Section VIII—Unfired Pressure Vessels—1968, when tested at 
the minimum operating temperature to which the piping may be sub- 
jected in service. 

(6) Safety relief devices. (a) General. Bulk oxygen storage contain- 
ers, regardless of design pressure shall be equipped with safety relief 
devices as required by the ASME code or the DOT specifications and 
regulations. 

(b) DOT containers. Bulk oxygen storage containers designed and 
constructed in accordance with DOT specification shall be equipped 
with safety relief devices as required thereby. 

(c) ASME containers. Bulk oxygen storage containers designed and 
constructed in accordance with the ASME Boiler and Pressure Vessel 
Code, Section VIII—Unfired Pressure Vessel—1968 shall be equipped 
with safety relief devices meeting the provisions of the Compressed 
Gas Association Pamphlet "Safety Relief Device Standards for Com- 
pressed Gas Storage Containers," S-1, Part 3. 

(d) Insulation. Insulation casings on liquid oxygen containers shall 
be equipped with suitable safety relief devices. 

(e) Reliability. All safety relief devices shall be so designed or lo- 
cated that moisture cannot collect and freeze in a manner which would 
interfere with proper operation of the device. 

(7) Liquid oxygen vaporizers. (a) Mounts and couplings. The vapor- 
izer shall be anchored and its connecting piping be sufficiently flexible 
to provide for the effect of expansion and contraction due to tempera- 
ture changes. 

(b) Relief devices. The vaporizer and its piping shall be adequately 
protected on the oxygen and heating medium sections with safety relief 
devices. 

(c) Heating. Heat used in an oxygen vaporizer shall be indirectly 
supplied only through media such as steam, air, water, or water solu- 
tions which do not react with oxygen. 

(d) Grounding. If electric heaters are used to provide the primary 
source of heat, the vaporizing system shall be electrically grounded. 

(8) Equipment assembly and installation. (a) Cleaning. Equipment 
making up a bulk oxygen system shall be cleaned in order to remove 
oil, grease or other readily oxidizable materials before placing the sys- 
tem in service. 

(b) Joints. Joints in piping and tubing may be made by welding or 
by use of flanged, threaded, slip, or compression fittings. Gaskets or 
thread sealants shall be suitable for oxygen service. 

(c) Accessories. Valves, gages, regulators, and other accessories shall 
be suitable for oxygen service. 

(d) Installation. Installation of bulk oxygen systems shall be super- 
vised by personnel familiar with proper practices with reference to 
their construction and use. 

(e) Testing. After installation all field erected piping shall be tested 
and proved gas tight at maximum operating pressure. Any medium 
used for testing shall be oil free and nonflammable. 

(f) Security. Storage containers, piping, valves, regulating equip- 
ment, and other accessories shall be protected against physical damage 
and against tampering. 

(g) Venting. Any enclosure containing oxygen control or operating 
equipment shall be adequately vented. 

(h) Placarding. The bulk oxygen storage location shall be perma- 
nently placarded to indicate: "OXYGEN-—NO SMOKING—NO OPEN 
FLAMES," or an equivalent warning. 

(i) Electrical wiring. Bulk oxygen installations are not hazardous lo- 
cations as defined and covered in WAC ((296=24=956-and-296=24= 
955)) 296-24-956. Theretofore, general purpose or weatherproof types 
of electrical wiring and equipment are acceptable depending upon 
whether the installation is indoors or outdoors. Such equipment shall 
be installed in accordance with the applicable provisions of WAC 
((296—24—950-2nd-296—24—955)) 296-24-956. 

(9) Operating instructions. For installations which require any oper- 
ation of equipment by the user, legible instructions shall be maintained 
at operating locations. 

(10) Maintenance. (a) The equipment and functioning of each 
charged bulk oxygen system shall be maintained in a safe operating 
condition in accordance with the requirements of this section. Wood 
and long dry grass shall be cut back within 15 feet of any bulk oxygen 
storage container. 


AMENDATORY SECTION (Amending Order 76-6, filed 3/1/76) 


WAC 296-24-33009 CONTAINER AND PORTABLE TANK 
STORAGE. (1) Scope. (a) General. This section shall apply only to 
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the storage of flammable or combustible liquids in drums or other con- 
tainers (including flammable aerosols) not exceeding 60 gallons indi- 
vidual capacity and those portable tanks not exceeding 660 gallons 
individual capacity. 

(b) Exceptions. This section shall not apply to the following: 

(i) Storage of containers in bulk plants, service stations, refineries, 
chemical plants, and distilleries; 

(ii) Class ! or Class II liquids in the fuel tanks of a motor vehicle, 
aircraft, boat, or portable or stationary engine; 

(iii) Flammable or combustible paints, oils, varnishes, and similar 
mixtures used for painting or maintenance when not kept for a period 
in excess of 30 days; 

(iv) Beverages when packaged in individual containers not exceeding 
1 gallon in size. 

(2) Design, construction, and capacity of containers. (a) General. 
Only approved containers and portable tanks shall be used. Metal con- 
tainers and portable tanks meeting the requirements of and containing 
products authorized by Chapter I, Title 49 of the Code of Federal 
Regulations — October 1, 1972, (regulations issued by the hazardous 
materials regulations board, department of transportation), shall be 
deemed to be acceptable. 

(b) Emergency venting. Each portable tank shall be provided with 
one or more devices installed in the top with sufficient emergency 
venting capacity to limit internal pressure under fire exposure condi- 
tions to 10 p.s.i.g., or 30 percent of the bursting pressure of the tank, 
whichever is greater. The total venting capacity shall be not less than 
that specified in WAC 296-24-33005 (2)(e)(iii) or (v). At least one 
pressure-actuated vent having a minimum capacity of 6,000 cubic feet 
of free air (14.7 p.s.i.a. and 60°F) shall be used. It shall be set to open 
at not less than 5 p.s.i.g. If fusible vents are used, they shall be actuat- 
ed by elements that operate at a temperature not exceeding 300°F. 


TABLE H-12 


MAXIMUM ALLOWABLE SIZE OF 
CONTAINERS AND PORTABLE TANKS 


Flammable liquids Combustible Liquids 


Container 
Type Class Class Class Class Class 
IA IB IC H & Hl 

Glass or approved 

plastic 1 pt. 1 qu. 1 gal. 1 gal. 1 gal. 
Metal (other than 

DOT drums) 1 gal. 5 gal. 5 gal. 5 gal. 5 gal. 
Safety cans —————— 2 gal. 5 gal. 5 gal. 5 gal. 5 gal. 
Metal drums (DOT 

spec.) ——— 60 gal. 60 gal. 60 gal. 60 gal. 60 gal. 
Approved portable 

tanks 660 gal. 660 gal. 660 gal. 660 gal. 660 gal. 


Container exemptions: (i) Medicines, beverages, foodstuffs, cosmet- 
ics and other common consumer items, when packaged according to 
commonly accepted practices, shall be exempt from the requirements 
of (4)(a) and (b) of this section. 

(c) Size. Flammable and combustible liquid containers Shall be in 
accordance with Table H—12, except that glass or plastic containers of 
no more than I-gallon capacity may be used for a Class IA or IB 
flammable liquid if: 

(i) Such liquid either would be rendered unfit for its intended use by 
contact with metal or would excessively corrode a metal container so 
as to create a leakage hazard; and 

(ii) The user's process either would require more than 1 pint of 
Class IA liquid or more than 1 quart of a Class IB liquid of a single 
assay lot to be used at one time, or would require the maintenance of 
an analytical standard liquid of a quality which is not met by the 
specified standards of liquids available, and the quantity of the analyt- 
ical standard liquid required to be used in any one control process ex- 
ceeds one-sixteenth the capacity of the container allowed under Table 
H-12 for the class of liquid; or 

(iii) The containers are intended for direct export outside the United 
States. 
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(3) Design, construction, and capacity of storage cabinets. (a) Max- 
imum capacity. Not more than 60 gallons of Class I or Class II liq- 
uids, nor more than 120 gallons of Class HI liquids may be stored in a 
storage cabinet. 

(b) Fire resistance. Storage cabinets shall be designed and con- 
structed to limit the internal temperature to not more than 325?F 
when subjected to a 10-minute fire test using the standard time-tem- 
perature curve as set forth in Standard Methods of Fire Tests of 
Building Construction and Materials, NFPA 251-1969. All joints and 
seams shall remain tight and the door shall remain securely closed 
during the fire test. Cabinets shall be labeled "Flammable—Keep fire 
away," to meet specifications set forth in WAC 296—24—140. 

(i) Metal cabinets constructed in the following manner shall be 
deemed to be in compliance. The bottom, top, door, and sides of cabi- 
net shall be at least No. 18 gage sheet iron and double walled with 1 
1/2-inch air space. Joints shall be riveted, welded or made tight by 
some equally effective means. The door shall be provided with a three- 
point lock, and the door sill shall be raised at least 2 inches above the 
bottom of the cabinet. 

(ii) Wooden cabinets constructed in the following manner shall be 
deemed in compliance. The bottom, sides, and top shall be constructed 
of an approved grade of plywood at least 1 inch in thickness, which 
shall not break down or delaminate under fire conditions. All joints 
shall be rabbetted and shall be fastened in two directions with flathead 
woodscrews. When more than one door is used, there shall be a 
rabbetted overlap of not less than ! inch. Hinges shall be mounted in 
such a manner as not to lose their holding capacity due to loosening or 
burning out of the screws when subjected to the fire test. 

(4) Design and construction of inside storage rooms. (a) Construc- 
tion. Inside storage rooms shall be constructed to meet the required 
fire-resistive rating for their use. Such construction shall comply with 
the test specifications set forth in Standard Methods of Fire Tests of 
Building Construction and Materials, NFPA 251-1969. Where an au- 
tomatic sprinkler system is provided, the system shall be designed and 
installed in an acceptable manner. Openings to other rooms or build- 
ings shall be provided with noncombustible liquid—tight raised sills or 
ramps at least 4 inches in height, or the floor in the storage area shall 
be at least 4 inches below the surrounding floor. Openings shall be 
provided with approved self—closing fire doors. The room shall be liq- 
uid tight where the walls join the floor. A permissible alternate to the 
sill or ramp is an open-grated trench inside of the room which drains 
to a safe location. Where other portions of the building or other prop- 
erties are exposed, windows shall be protected as set forth in the 
Standard for Fire Doors and Windows, NFPA No. 80-1968, for Class 
E or F openings. Wood at least 1 inch nominal thickness may be used 
for shelving, racks, dunnage, scuffboards, floor overlay, and similar 
installations. 

(b) Rating and capacity. Storage in inside storage rooms shall com- 
ply with Table H-13. 


TABLE H-13 


STORAGE IN INSIDE ROOMS 


Fire Fire Maximum Total 
protection* resistance size allowable 
provided quantities 
(gals./sq. 
ft./floor 
area) 
Yes 2 hours 500 sq.ft. 10 
No 2 hours 500 sq.ft. 4 
Yes 1 hour. 150 sq.ft. 5 
No 1 hour. 150 sq.ft. 2 


*Fire protection system shall be sprinkler, water spray, carbon dioxide, or 
other system. 


(c) Wiring. Electrical wiring and equipment located in inside storage 
rooms used for Class I liquids shall be approved under WAC ((296- 
34-956-and-296=24=955)) 296-24-956 for Class I, Division 2 hazard- 
ous locations; for Class II and Class HI liquids, shall be approved for 
general use. 

(d) Ventilation. Every inside storage room shall be provided with ei- 
ther a gravity or a mechanical exhaust ventilation system. Such system 
shall be designed to provide for a complete change of air within the 
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room at least six times per hour. If a mechanical exhaust system is 
used, it shall be controlled by a switch located outside of the door. The 
ventilating equipment and any lighting fixtures shall be operated by 
the same switch. A pilot light shall be installed adjacent to the switch 
if Class I flammable liquids are dispensed within the room. Where 
gravity ventilation is provided, the fresh air intake, as well as the ex- 
haust outlet from the room, shall be on the exterior of the building in 
which the room is located. 

(e) Storage in inside storage rooms. In every inside storage room 
there shall be maintained one clear aisle at least 3 feet wide. Contain- 
ers over 30 gallons capacity shall not be stacked one upon the other. 
Dispensing shall be by approved pump or self-closing faucet only. 

(5) Storage inside building. (a) Egress. Flammable or combustible 
liquids, including stock for sale, shall not be stored so as to limit use of 
exits, stairways, or areas normally used for the safe egress of people. 

(b) Containers. The storage of flammable or combustible liquids in 
containers or portable tanks shall comply with (4)(c) through (e) of 
this section. 

(c) Office occupancies. Storage shall be prohibited except that which 
is required for maintenance and operation of building and operation of 
equipment. Such storage shall be kept in closed metal containers stored 
in a storage cabinet or in safety cans or in an inside storage room not 
having a door that opens into that portion of the building used by the 
public. 

(d) Mercantile occupancies and other retail stores. (i) In rooms or 
areas accessible to the public, storage shall be limited to quantities 
needed for display and normal merchandising purposes but shall not 
exceed 2 gallons per square foot of gross floor area. The gross floor 
area used for computing the maximum quantity permitted shall be 
considered as that portion of the store actually being used for mer- 
chandising flammable and combustible liquids. 

(ii) Where the aggregate quantity of additional stock exceeds 60 
gallons of Class IA, or 120 gallons of Class IB, or 180 gallons of Class 
IC, or 240 gallons of Class Il, or 500 gallons of Class IH liquids, or 
any combination of Class I and Class II liquids exceeding 240 gallons, 
it shall be stored in a room or portion of the building that complies 
with the construction provisions for an inside storage room as pre- 
scribed in (4) of this section. For water miscible liquids, these quanti- 
ties may be doubled. 

(iii) Containers in a display area shall not be stacked more than 3 
feet or two containers high, whichever is the greater, unless the stack- 
ing is done on fixed shelving or is otherwise satisfactorily secured. 

(iv) Shelving shall be of stable construction, of sufficient depth and 
arrangement such that containers displayed thereon shall not be easily 
displaced. 

(v) Leaking containers shall be removed to a storage room or taken 
to a safe location outside the building and the contents transferred to 
an undamaged container. 

(e) General purpose public warehouses. Storage shall be in accord- 
ance with Table H-14 or H-15 and in buildings or in portions of such 
buildings cut off by standard firewalls. Material creating no fire expo- 
sure hazard to the flammable or combustible liquids may be stored in 
the same area. 


TABLE H-14 


INDOOR CONTAINER STORAGE 


Class Storage Protected Unprotected 
liquid level storage storage 
maximum maximum 
per pile per pile 
Gal. Ht. Gal. Ht. 
IA ————Ground and upper 
floors ——————— 2,750 3 ft. 660 3 ft. 
(50) G) (12) (1) 
Basement Not per- Not permitted 
mitted 
IB—— round and upper 
floors —— 5,500 6 ft. 1,375 3 ft. 
(100) (2) (25) a) 
Basement Not per- Not permitted 
mitted 
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TABLE H-14 


INDOOR CONTAINER STORAGE 


Class Storage Protected Unprotected 
liquid level storage storage 
maximum maximum 
per pile per pile 
Gal. Ht. Gal. Ht. 
IC ——— — Ground and upper 
floors —— n 16,500 6 ft. 4,125 3 ft. 
(300) (2) (75) (1) 
Basement Not per- Not permitted 
mitted 
I—— Ground and upper 
floors —— 16,500 9 ft. 4,125 9 ft. 
(300) (3) (75) (3) 
Basement ————— 5,500 9 ft. Not permitted 
(100) (3) 
HI— Ground and upper 
floors —— 55,000 15 ft. 13,750 12 ft. 
(1,000) (5) (250) (4) 
Basement—— 8,250 9 ft. Not permitted 
(450) (3) 


NOTE i: When 2 or more classes of materials are stored in a single pile, the 
maximum gallonage permitted in that pile shall be the smallest of 
the 2 or more separate maximum gallonages. 

NOTE 2: Aisles shall be provided so that no container is more than 12 ft. from 
an aisle. Main aisles shall be at least 8 ft. wide and side aisles at 
least 4 ft. wide. 


(Numbers in parentheses indicate corresponding number of 55-gal. 
drums.) 


NOTE 3: Each pile shall be separated from each other by at least 4 ft. 
TABLE H-15 


INDOOR PORTABLE TANK STORAGE 


Class Storage Protected Unprotected 
liquid level storage storage 
maximum maximum 
per pile per pile 
Gals. Ht. Gals. Ht. 


IA — round and upper 


floors Not permitted Not permitted 
Basement Not permitted Not permitted 
IB ———— Ground and upper 
floors 20,000 7 ft. 2,000 7 ft. 
Basement Not permitted Not permitted 
IC — — Ground and upper 
floors ———————— 40,000 14 ft. 5,500 7 ft. 
Basement Not permitted Not permitted 
I[——— round and upper 
floors —— — 40,000 14 ft. 5,500 7 ft. 
Basement 20,000 7 ft. Not permitted 
HI————Ground and upper 
floors ——— 60,000 14 ft. 22,000 7 ft. 
Basement 20,000 7 ft. Not permitted 
NOTE 1: When 2 or more classes of materials are stored in a single pile, the 


maximum gallonage permitted in that pile shall be the smallest of 
the 2 or more separate maximum gallonages. 

NOTE 2: Aisles shall be provided so that no portable tank is more than 12 ft. 
from an aisle. Main aisles shall be at least 8 ft. wide and side aisles 
at least 4 ft. wide. 

NOTE 3: Each pile shall be separated from each other by at least 4 ft. 


(f) Flammable and combustible liquid warehouses or storage build- 
ings. (i) If the storage building is located 50 feet or less from a build- 
ing or line of adjoining property that may be built upon, the exposing 
wall shall be a blank wall having a fire-resistance rating of at least 2 
hours. 

(ii) The total quantity of liquids within a building shall not be re- 
stricted, but the arrangement of storage shall comply with Table H-14 
or H-15. 

(iii) Containers in piles shall be separated by pallets or dunnage 
where necessary to provide stability and to prevent excessive stress on 
container walls. 
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(iv) Portable tanks stored over one tier high shall be designed to nest 
securely, without dunnage and adequate materials handling equipment 
shall be available to handle tanks safely at the upper tier level. 

(v) No pile shall be closer than 3 feet to the nearest beam, chord, 
girder, or other obstruction, and shall be 3 feet below sprinkler deflec- 
tors or discharge orifices of water spray, or other overhead fire protec- 
tion systems. 

(vi) Aisles of at least 3 feet wide shall be provided where necessary 
for reasons of access to doors, windows or standpipe connections. 

(6) Storage outside buildings. (a) General. Storage outside buildings 
shall be in accordance with Table H-16 or H-17, and (6)(b) and (d) 
of this section. 


TABLE H-16 


OUTDOOR CONTAINER STORAGE 


l 2 3 4 5 
Class Maximum Distance Distance Distance 
per pile between to to 
(see note 1) piles property street, 
(see line that alley, 
note 2) can be public 
built way 
upon (see note 
(see notes 4) 
3 & 4) 
gal. ft. ft. ft. 
IA ———— — — 1,100 5 20 10 
IB ————— —— 2,200 5 20 10 
IC — 4,400 5 20 10 
TE — —— F 8,800 5 10 5 
IH ———— 22,000 5 10 5 
NOTE l: When 2 or more classes of materials are stored in a single pile, the 


maximum gallonage in that pile shall be the smallest of the 2 or 
more separate gallonages. 

NOTE 2: Within 200 ft. of each container, there shall be 12-ft. wide access 
way to permit approach of fire control apparatus. 

NOTE 3: The distances listed apply to properties that have protection for ex- 
posures as defined. If there are exposures, and such protection for 
exposures does not exist, the distances in column 4 shall be doubled. 

NOTE 4: When total quantity stored does not exceed 50 percent of maximum 
per pile, the distances in columns 4 and 5 may be reduced 50 per- 
cent, but not less than 3 ft. 


(b) Maximum storage. A maximum of 1,100 gallons of flammable 
or combustible liquids may be located adjacent to buildings located on 
the same premises and under the same management provided the pro- 
visions of (6)(b)(i) and (ii) are complied with. 

(i) The building shall be a one-story building devoted principally to 
the handling and storing of flammable or combustible liquids or the 
building shall have 2 hour fire-resistive exterior walls having no open- 
ing within 10 feet of such storage. 

(ii) Where quantity stored exceeds 1,100 gallons, or provisions of 
(6)(b)(i) cannot be met, a minimum distance of 10 feet between 
buildings and nearest container of flammable or combustible liquid 
shall be maintained. 


TABLE H-17 


OUTDOOR PORTABLE TANK STORAGE 


1 2 3 4 5 
Class Maximum Distance Distance Distance 
per pile between to to 
piles property street, 
line that alley, 
can be public 
built way 
upon 
gal. ft. ft. ft. 
IA —— T — 2,200 5 20 10 
IB —— — — o 4,400 5 20 10 
IC —————— 8,800 5 20 10 
H —— — 17,600 5 10 5 
I11— —— — 44,000 5 10 5 
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NOTE |: When 2 or more classes of materials are stored in a single pile, the 
maximum gallonage in that pile shall be the smallest of the 2 or 
more separate gallonages. 

NOTE 2: Within 200 ft. of each portable tank, there shall be a 12-ft. wide ac- 
cess way to permit approach of fire control apparatus. 

NOTE 3: The distances listed apply to properties that have protection for ex- 
posures as defined. If there are exposures, and such protection for 
exposures does not exist, the distances in column 4 shall be doubled. 

NOTE 4: When total quantity stored does not exceed 50 percent of maximum 
per pile, the distances in columns 4 and 5 may be reduced 50 per- 
cent, but not less than 3 ft. 


(c) Spill containment. The storage area shall be graded in a manner 
to divert possible spills away from buildings or other exposures or shall 
be surrounded by a curb at least 6 inches high. When curbs are used, 
provisions shall be made for draining of accumulations of ground or 
rain water or spills of flammable or combustible liquids. Drains shall 
terminate at a safe location and shall be accessible to operation under 
fire conditions. 

(d) Security. The storage area shall be protected against tampering 
or trespassers where necessary and shall be kept free of weeds, debris 
and other combustible material not necessary to the storage. 

(7) Fire control. (a) Extinguishers. Suitable fire control devices, 
such as small hose or portable fire extinguishers, shall be available at 
locations where flammable or combustible liquids are stored. 

(i) At least one portable fire extinguisher having a rating of not less 
than 12-B units shall be located outside of, but not more than 10 feet 
from, the door opening into any room used for storage. 

(ii) At least one portable fire extinguisher having a rating of not less 
than 12-B units must be located not less than 10 feet, nor more than 
25 feet, from any Class | or Class II liquid storage area located outside 
of a storage room but inside a building. 

(b) Sprinklers. When sprinklers are provided, they shall be installed 
in accordance with WAC 296—24—605 through 296—24—60509. 

(c) Open flames and smoking. Open flames and smoking shall not be 
permitted in flammable or combustible liquid storage areas. 

(d) Water reactive materials. Materials which will react with water 
shall not be stored in the same room with flammable or combustible 
liquids. 


AMENDATORY SECTION (Amending Order 76-6, filed 3/1/76) 


WAC 296-24-3304] INDUSTRIAL PLANTS. (1) Scope. (a) 
Application. This paragraph shall apply to those industrial plants 
where: 

(i) The use of flammable or combustible liquids is incidental to the 
principal business, or 

(ii) Where flammable or combustible liquids are handled or used 
only in unit physical operations such as mixing, drying, evaporating, 
filtering, distillation, and similar operations which do not involve 
chemical reaction. This section shall not apply to chemical plants, re- 
fineries or distilleries. 

(b) Exceptions. Where portions of such plants involve chemical re- 
actions such as oxidation, reduction, halogenation, hydrogenation, al- 
kylation, polymerization, and other chemical processes, those portions 
of the plant shall be in accordance with WAC 296-24-33017. 

(2) Incidental storage or use of flammable and combustible liquids. 
(a) Application. This shall be applicable to those portions of an indus- 
trial plant where the use and handling of flammable or combustible 
liquids is only incidental to the principa! business, such as automobile 
assembly, construction of electronic equipment, furniture manufactur- 
ing, or other similar activities. 

(b) Containers. Flammable or combustible liquids shall be stored in 
tanks or closed containers. 

(i) Except as provided in (2)(b)(ii) and (iii) of this section all stor- 
age shall comply with WAC 296-24—-33009 (3) or (4). 

(ii) The quantity of liquid that may be located outside of an inside 
storage room or storage cabinet in a building or in any one fire area of 
a building shall not exceed: 

(A) 25 gallons of Class IA liquids in containers 

(B) 120 gallons of Class IB, IC, II, or III liquids in containers 

(C) 660 gallons of Class IB, IC, II, or HI liquids in a single portable 
tank. 

(iii) Where large quantities of flammable or combustible liquids are 
necessary, storage may be in tanks which shall comply with the appli- 
cable requirements of WAC 296-24-33005. 

(c) Separation and protection. Areas in which flammable or com- 
bustible liquids are transferred from one tank or container to another 
container shall be separated from other operations in the building by 
adequate distance or by construction having adequate fire resistance. 
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Drainage or other means shall be provided to control spills. Adequate 
natural or mechanical ventilation shall be provided. 

(d) Handling liquids at point of final use. (i) Flammable liquids 
shall be kept in covered containers when not actually in use. 

(ii) Where flammable or combustible liquids are used or handled, 
except in closed containers, means shall be provided to dispose 
promptly and safely of leakage or spills. 

(iii) Class I liquids may be used only where there are no open flames 
or other sources of ignition within the possible path of vapor travel. 

(iv) Flammable or combustible liquids shall be drawn from or 
transferred into vessels, containers, or portable tanks within a building 
only through a closed piping system, from safety cans, by means of a 
device drawing through the top, or from a container or portable tanks 
by gravity through an approved self-closing valve. Transferring by 
means of air pressure on the container or portable tanks shall be 
prohibited. 

(3) Unit physical operations. (a) Application. This subdivision (3) 
shall be applicable in those portions of industrial plants where flam- 
mable or combustible liquids are handled or used in unit physical op- 
erations such as mixing, drying, evaporating, filtering, distillation, and 
similar operations which do not involve chemical change. Examples are 
plants compounding cosmetics, pharmaceuticals, solvents, cleaning flu- 
ids, insecticides, and similar types of activities. 

(b) Location. Industrial plants shall be located so that each building 
or unit of equipment is accessible from at least one side for firefighting 
and fire control purposes. Buildings shall be located with respect to 
lines of adjoining property which may be built upon as set forth in 
WAC 296-24-33017 (2)(a) and (b) except that the blank wall re- 
ferred to in WAC 296-24-33017 (2)(b) shall have a fire resistance 
rating of at least 2 hours. 

(c) Chemical processes. Areas where unstable liquids are handled or 
small scale unit chemical processes are carried on shall be separated 
from the remainder of the plant by a fire wall of 2-hour minimum fire 
resistance rating. 

(d) Drainage. (i) Emergency drainage systems shall be provided to 
direct flammable or combustible liquid leakage and fire protection wa- 
ter to a safe location. This may require curbs, scuppers, or special 
drainage systems to control the spread of fire; see WAC 296-24—33005 
(2)(g)(i). 

(ii) Emergency drainage systems, if connected to public sewers or 
discharged into public waterways, shall be equipped with traps or 
separators. 

(iii) The industrial plant shall be designed and operated to prevent 
the normal discharge of flammable or combustible liquids into public 
waterways, public sewers, or adjoining property. 

(e) Ventilation. (i) Areas as defined in (1)(a) of this section using 
Class I liquids shall be ventilated at a rate of not less than 1 cubic foot 
per minute per square foot of solid floor area. This shall be accom- 
plished by natural or mechanical ventilation with discharge or exhaust 
to a safe location outside of the building. Provision shall be made for 
introduction of makeup air in such a manner as not to short circuit the 
ventilation. Ventilation shall be arranged to include all floor areas or 
pits where flammable vapors may collect. 

(ii) Equipment used in a building and the ventilation of the building 
shall be designed so as to limit flammable vapor-air mixtures under 
normal operating conditions to the interior of equipment, and to not 
more than 5 feet from equipment which exposes Class I liquids to the 
air. Examples of such equipment are dispensing stations, open centri- 
fuges, plate and frame filters, open vacuum filters, and surfaces of open 
equipment. 

(f) Storage and handling. The storage, transfer, and handling of liq- 
uid shall comply with WAC 296—24—33017(4) of this section. 

(4) Tank vehicle and tank car loading and unloading. (a) Tank ve- 
hicle and tank car loading or unloading facilities shall be separated 
from aboveground tanks, warehouses, other plant buildings or nearest 
line of adjoining property which may be built upon by a distance of 25 
feet for Class I liquids and 15 feet for Class II and Class III liquids 
measured from the nearest position of any fill stem. Buildings for 
pumps or shelters for personnel may be a part of the facility. Opera- 
tions of the facility shall comply with the appropriate portions of WAC 
296—24—33013(3). 

(5) Fire control. (a) Portable and special equipment. Portable fire 
extinguishment and control equipment shall be provided in such quan- 
tities and types as are needed for the special hazards of operation and 
storage. 
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(b) Water supply. Water shall be available in volume and at ade- 
quate pressure to supply water hose streams, foam—producing equip- 
ment, automatic sprinklers, or water spray systems as the need is 
indicated by the special hazards of operation, dispensing and storage. 

(c) Special extinguishers. Special extinguishing equipment such as 
that utilizing foam, inert gas, or dry chemical shall be provided as the 
need is indicated by the special hazards of operation dispensing and 
storage. 

(d) Special hazards. Where the need is indicated by special hazards 
of operation, flammable or combustible liquid processing equipment, 
major piping, and supporting steel shall be protected by approved wa- 
ter spray systems, deluge systems, approved fire-resistant coatings, in- 
sulation, or any combination of these. 

(e) Maintenance. All plant fire protection facilities shall be ade- 
quately maintained and periodically inspected and tested to make sure 
they are always in satisfactory operating condition, and they will serve 
their purpose in time of emergency. 

(6) Sources of ignition. (a) General. Adequate precautions shall be 
taken to prevent the ignition of flammable vapors. Sources of ignition 
include but are not limited to open flames; lightning; smoking; cutting 
and welding; hot surfaces; frictional heat; static, electrical and me- 
chanical sparks; spontaneous ignition, including heat-producing chem- 
ical reactions; and radiant heat. 

(b) Grounding. Class I liquids shall not be dispensed into containers 
unless the nozzle and container are electrically interconnected. Where 
the metallic floorplate on which the container stands while filling is 
electrically connected to the fill stem or where the fill stem is bonded to 
the container during filling operations by means of a bond wire, the 
provisions of these standards shall be deemed to have been complied 
with. 

(7) Electrical. (a) Equipment. (i) All electrical wiring and equip- 
ment shall be installed according to the requirements of WAC ((296= 
24=956-and-296=24-955)) 296—24—956. 

(ii) Locations where flammable vapor-air mixtures may exist under 
normal operations shall be classified Class I, Division 1 according to 
the requirements of WAC ((296=24=950-and-296=24=955)) 296-24— 
956. For those pieces of equipment installed in accordance with 
(3)(e)(ii), the Division | area shall extend 5 feet in all directions from 
all points of vapor liberation. All areas within pits shall be classified 
Division 1 if any part of the pit is within a Division ! or 2 classified 
area, unless the pit is provided with mechanical ventilation. 

(iii) Locations where flammable vapor-air mixtures may exist under 
abnormal conditions and for a distance beyond Division | locations 
shall be classified Division 2 according to the requirements of WAC 
((296—24-950-2nd-296—-24—-955)) 296-24-956. These locations include 
an area within 20 feet horizontally, 3 feet vertically beyond a Division 
] area, and up to 3 feet above floor or grade level within 25 feet, if in- 
doors, or 10 feet if outdoors, from any pump, bleeder, withdrawal fit- 
ting, meter, or similar device handling Class | liquids. Pits provided 
with adequate mechanical ventilation within a Division 1 or 2 area 
shall be classified Division 2. If Class Il or Class III liquids only are 
handled, then ordinary electrical equipment is satisfactory though care 
shall be used in locating electrical apparatus to prevent hot metal from 
falling into open equipment. 

(iv) Where the provisions of (i), (ii) and (iii) of this section require 
the installation of electrical equipment suitable for Class I, Division 1 
or Division 2 locations, ordinary electrical equipment including switch- 
gear may be used if installed in a room or enclosure which is main- 
tained under positive pressure with respect to the hazardous area. 
Ventilation makeup air shall be uncontaminated by flammable vapors. 

(8) Repairs to equipment. Hot work, such as welding or cutting op- 
erations, use of spark-producing power tools, and chipping operations 
shall be permitted only under supervision of an individual in responsi- 
ble charge. The individual in responsible charge shall make an inspec- 
tion of the area to be sure that it is safe for the work to be done and 
that safe procedures will be followed for the work specified. 

(9) Housekeeping. (a) General. Maintenance and operating practic- 
es shall be in accordance with established procedures which will tend 
to control leakage and prevent the accidental escape of flammable or 
combustible liquids. Spills shall be cleaned up promptly. 

(b) Access. Adequate aisles shall be maintained for unobstructed 
movement of personnel and so that fire protection equipment can be 
brought to bear on any part of flammable or combustible liquid stor- 
age, use, or any unit physical operation. 

(c) Waste and residue. Combustible waste material and residues in a 
building or unit operating area shall be kept to a minimum, stored in 
covered metal receptacles and disposed of daily. 
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(d) Clear zone. Ground area around buildings and unit operating 
areas shall be kept free of weeds, trash, or other unnecessary combus- 
tible materials. 


AMENDATORY SECTION (Amending Order 76-6, filed 3/1/76) 


WAC 296-24-33013 BULK PLANTS. (1) Storage. (a) Class | 
liquids. Class I liquids shall be stored in closed containers, or in stor- 
age tanks above ground outside of buildings, or underground in ac- 
cordance with WAC 296-24-33005. 

(b) Class II and HI liquids. Class 11 and Class III liquids shall be 
stored in containers, or in tanks within buildings or above ground out- 
side of buildings, or underground in accordance with WAC 296-24- 
33005. 

(c) Piling containers. Containers of flammable or combustible liq- 
uids when piled one upon the other shall be separated by dunnage suf- 
ficient to provide stability and to prevent excessive stress on container 
walls. The height of the pile shall be consistent with the stability and 
strength of containers. 

(2) Buildings. (a) Exits. Rooms in which flammable or combustible 
liquids are stored or handled by pumps shall have exit facilities ar- 
ranged to prevent occupants from being trapped in the event of fire. 

(b) Heating. Rooms in which Class I liquids are stored or handled 
shall be heated only by means not constituting a source of ignition, 
such as steam or hot water. Rooms containing heating appliances in- 
volving sources of ignition shall be located and arranged to prevent en- 
try of flammable vapors. 

(c) Ventilation. (i) Ventilation shall be provided for all rooms, 
buildings, or enclosures in which Class I liquids are pumped or dis- 
pensed. Design of ventilation systems shall take into account the rela- 
tively high specific gravity of the vapors. Ventilation may be provided 
by adequate openings in outside walls at floor level unobstructed except 
by louvers or course screens. Where natural ventilation is inadequate, 
mechanical ventilation shall be provided. 

(ii) Class I liquids shall not be stored or handled within a building 
having a basement or pit into which flammable vapors may travel, un- 
less such area is provided with ventilation designed to prevent the ac- 
cumulation of flammable vapors therein. 

(iii) Containers of Class I liquids shall not be drawn from or filled 
within buildings unless provision is made to prevent the accumulation 
of flammable vapors in hazardous concentrations. Where mechanical 
ventilation is required, it shall be kept in operation while flammable 
liquids are being handled. 

(3) Loading and unloading facilities. (a) Separation. Tank vehicle 
and tank car loading or unloading facilities shall be separated from 
aboveground tanks, warehouses, other plant buildings or nearest line of 
adjoining property that may be built upon by a distance of 25 feet for 
Class I liquids and 15 feet for Class II and Class III liquids measured 
from the nearest position of any fill spout. Buildings for pumps or 
shelters for personnel may be a part of the facility. 

(b) Class restriction. Equipment such as piping, pumps, and meters 
used for the transfer of Class I liquids between storage tanks and the 
fill stem of the loading rack shall not be used for the transfer of Class 
II or Class III liquids. 

(c) Valves. Valves used for the final control for filling tank vehicles 
shall be of the self-closing type and manually held open except where 
automatic means are provided for shutting off the flow when the vehi- 
cle is full or after filling of a preset amount. 

(d) Static protection. (i) Bonding facilities for protection against 
static sparks during the loading of tank vehicles through open domes 
shall be provided: 

(A) Where Class I liquids are loaded, or 

(B) Where Class II or Class III liquids are loaded into vehicles 
which may contain vapors from previous cargoes of Class I liquids. 

(ii) Protection as required in (3)(d)(i) of this section shall consist of 
a metallic bond wire permanently electrically connected to the fill stem 
or to some part of the rack structure in electrical contact with the fill 
stem. The free end of such wire shall be provided with a clamp or 
equivalent device for convenient attachment to some metallic part in 
electrica] contact with the cargo tank of the tank vehicle. 

(iii) Such bonding connection shall be made fast to the vehicle or 
tank before dome covers are raised and shall remain in place until fill- 
ing is completed and all dome covers have been closed and secured. 

(iv) Bonding as specified in (3)(d)(i), (ii) and (iii) of this section is 
not required: 

(A) Where vehicles are loaded exclusively with products not having 
a static accumulating tendency, such as asphalt, most crude oils, resid- 
ual oils, and water soluble liquids; 
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(B) Where no Class I liquids are handled at the loading facility and 
the tank vehicles loaded are used exclusively for Class H and Class IH 
liquids; and 

(C) Where vehicles are loaded or unloaded through closed bottom or 
top connections. 

(v) Filling through open domes into the tanks of tank vehicles or 
tank cars, that contain vapor-air mixtures within the flammable range 
or where the liquid being filled can form such a mixture, shall be by 
means of a downspout which extends near the bottom of the tank. This 
precaution is not required when loading liquids which are 
nonaccumulators of static charges. 

(e) Stray currents. Tank car loading facilities where Class I liquids 
are loaded through open domes shall be protected against stray cur- 
rents by bonding the pipe to at least one rail and to the rack structure 
if of metal. Multiple lines entering the rack area shall be electrically 
bonded together. In addition, in areas where excessive stray currents 
are known to exist, all pipe entering the rack area shall be provided 
with insulating sections to electrically isolate the rack piping from the 
pipelines. No bonding between the tank car and the rack or piping is 
required during either loading or unloading of Class II or HI liquids. 

(f) Container filling facilities. Class 1 liquids shall not be dispensed 
into containers unless the nozzle and container are electrically inter- 
connected. Where the metallic floorplate on which the container stands 
while filling is electrically connected to the fill stem or where the fill 
stem is bonded to the container during filling operations by means of a 
bond wire, the provisions of these standards shall be deemed to have 
been complied with. 

(4) Wharves. (a) Definition, application. The term wharf shall mean 
any wharf, pier, bulkhead, or other structure over or contiguous to 
navigable water used in conjunction with a bulk plant, the primary 
function of which is the transfer of flammable or combustible liquid 
cargo in bulk between the bulk plant and any tank vessel, ship, barge, 
lighter boat, or other mobile floating craft; and this subparagraph shall 
apply to all such installations except marine service stations as covered 
in WAC 296-24-33015. ç 

(b) Package cargo. Package cargo of flammable and combustible 
liquids, including full and empty drums, bulk fuel, and stores may be 
handled over a wharf and at such times and places as may be agreed 
upon by the wharf superintendent and the senior deck officer on duty. 

(c) Location. Wharves at which flammable or combustible liquid 
cargoes are to be transferred in bulk quantities to or from tank vessels 
shall be at least 100 feet from any bridge over a navigable waterway, 
or from an entrance to or superstructure of any vehicular or railroad 
tunnel under a waterway. The termination of the wharf loading or un- 
loading fixed piping shall be at least 200 feet from a bridge or from an 
entrance to or superstructure of a tunnel. 

(d) Design and construction. Substructure and deck shall be sub- 
stantially designed for the use intended. Deck may employ any materi- 
al which will afford the desired combination of flexibility, resistance to 
shock, durability, strength, and fire resistance. Heavy timber construc- 
tion is acceptable. S 

(e) Tanks. Tanks used exclusively for ballast water or Class II or 
Class III liquids may be installed on suitably designed wharves. 

(f) Pumps. Loading pumps capable of building up pressures in ex- 
cess of the safe working pressure of cargo hose or loading arms shall be 
provided with bypasses, relief valves, or other arrangement to protect 
the loading facilities against excessive pressure. Relief devices shall be 
tested at not more than yearly intervals to determine that they function 
satisfactorily at the pressure at which they are set. 

(g) Hoses and couplings. All pressure hoses and couplings shall be 
inspected at intervals appropriate to the service. The hose and cou- 
plings shall be tested with the hose extended and using the "inservice 
maximum operating pressures." Any hose showing material 
deteriorations, signs of leakage, or weakness in its carcass or at the 
couplings shall be withdrawn from service and repaired or discarded. 

(h) Piping and fittings. Piping, valves, and fittings shall be in ac- 
cordance with WAC 296—24—33007 with the following exceptions and 
additions: 

(i) Flexibility of piping shall be assured by appropriate layout and 
arrangement of piping supports so that motion of the wharf structure 
resulting from wave action, currents, tides, or the mooring of vessels 
will not subject the pipe to repeated strain beyond the elastic limit. 

(ii) Pipe joints depending upon the friction characteristics of com- 
bustible materials or grooving of pipe ends for mechanical continuity 
of piping shall not be used. 

(iti) Swivel joints may be used in piping to which hoses are connect- 
ed, and for articulated swivel-joint transfer systems, provided that the 
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design is such that the mechanical strength of joint will not be im- 
paired if the packing material should fail, as by exposure to fire. 

(iv) Piping systems shall contain a sufficient number of valves to op- 
erate the system properly and to control the flow of liquid in normal 
operation and in the event of physical damage. 

(v) In addition to the requirements of (4)(h)(iv), each line conveying 
flammable liquids leading to a wharf shall be provided with a readily 
accessible block valve located on shore near the approach to the wharf 
and outside of any diked area. Where more than one line is involved, 
the valves shall be grouped in one location. 

(vi) Means of easy access shall be provided for cargo line valves lo- 
cated below the wharf deck. 

(vii) Pipelines on flammable or combustible liquids wharves shall be 
adequately bonded and grounded. If excessive stray currents are en- 
countered, insulating points shall be installed. Bonding and grounding 
connections on all pipelines shall be located on wharfside of hose-riser 
insulating flanges, if used, and shall be accessible for inspection. 

(viii) Hose or articulated swivel-joint pipe connections used for car- 
go transfer shall be capable of accommodating the combined effects of 
change in draft and maximum tidal range, and mooring lines shall be 
kept adjusted to prevent the surge of the vessel from placing stress on 
the cargo transfer system. 

(ix) Hose shall be supported so as to avoid kinking and damage 
from chafing. 

(i) Fire protection. Suitable portable fire extinguishers with a rating 
of not less than 12-BC shall be located with 75 feet of those portions 
of the facility where fires are likely to occur, such as hose connections, 
pumps, and separator tanks. 

(i) Where piped water is available, ready—connected fire hose in size 
appropriate for the water supply shall be provided so that manifolds 
where connections are made and broken can be reached by at least one 
hose stream. 

(ii) Material shall not be placed on wharves in such a manner as to 
obstruct access to firefighting equipment, or important pipeline control 
valves. 

(iii) Where the wharf is accessible to vehicle traffic, an unobstructed 
roadway to the shore end of the wharf shall be maintained for access 
of firefighting apparatus. 

(j) Operations control. Loading or discharging shall not commence 
until the wharf superintendent and officer in charge of the tank vessel 
agree that the tank vessel is properly moored and all connections are 
properly made. Mechanical work shall not be performed on the wharf 
during cargo transfer, except under special authorization by a delegat- 
ed person or his authorized representative based on a review of the 
area involved, methods to be employed, and precaution necessary. 

(5) Electrical equipment. (a) Application. This subsection shall ap- 
ply to areas where Class | liquids are stored or handled. For areas 
where Class I} or Class III liquids only are stored or handled, the 
electrical equipment may be installed in accordance with the provisions 
of WAC ((296=24=956-and 296-24-955)) 296-24-956 for ordinary 
locations. 

(b) Conformance. All electrical equipment and wiring shall be of a 
type specified by and shall be installed in accordance with WAC 
((296—24—950-2nd-296-24—955)) 296-24-956. 

(c) Classification. So far as it applies Table H—18 shall be used to 
delineate and classify hazardous areas for the purpose of installation of 
electrical equipment under normal circumstances. In Table H-18 a 
classified area shall not extend beyond an unpierced wall, roof, or other 
solid partition. The area classifications listed shall be based on the 
premise that the installation meets the applicable requirements of this 
section in all respects. 


TABLE H-18 


ELECTRICAL EQUIPMENT HAZARDOUS 
AREAS—BULK PLANTS 


NEC Class Extent of 
Location ] Group D classified 
division area 
Tank vehicle and tank car:! 
Loading through open 
dome 1 Within 3 feet of edge of 
dome, extending in all 
directions. 
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TABLE H-18 


ELECTRICAL EQUIPMENT HAZARDOUS 
AREAS— BULK PLANTS 


NEC Class 
I Group D 
division 


Extent of 
classified 
area 


Location 


Area between 3 feet and 5 
feet from edge of dome, ex- 
tending in all directions. 

Loading through bottom 
connections with atmos- 
pheric venting ——————————— | Within 3 feet of point of 
venting to atmosphere, ex- 
tending in all directions. 

Area between 3 feet and 5 
feet from point of venting to 
atmosphere, extending in all 
directions. Also up to 18 
inches above grade within a 
horizontal radius of 10 feet 
from point of loading 
connection. 

Loading through closed 
dome with atmospheric 
venting 1 Within 3 feet of open end of 
vent, extending in all 
directions. 

Area between 3 feet and 5 
feet from open end of vent, 
extending in all directions. 
Also within 3 feet of edge of 
dome, extending in all 
directions. 


Loading through closed 
dome with vapor recov- 
ery Within 3 feet of point of con- 
nection of both fill and vapor 
lines, extending in all 


directions. 


Bottom loading with vapor 

recovery or any bottom 

unloading Within 3 feet of point of con- 
nections extending in ali di- 
rections. Also up to 18 
inches above grade within a 
horizontal radius of 10 feet 


from point of connection. 


Drum and container filling: 

Outdoors, or indoors with 

adequate ventilation -——————-— 1 Within 3 feet of vent and fill 
opening, extending in all 
directions. 

Area between 3 feet and 5 
feet from vent or fill opening, 
extending in all directions. 
Also up to 18 inches above 
floor or grade level within a 
horizontal radius of 10 feet 
from vent or fill opening. 

Outdoors, or indoors with 
adequate ventilation ———————— 1 Within 3 feet of vent and fill 
opening, extending in all 
directions. 

Area between 3 feet and 5 
feet from vent or fill opening, 
extending in all directions. 
Also up to 18 inches above 
floor or grade level within a 
horizontal radius of 10 feet 
from vent or fill opening. 

Tank—A boveground: 

Shell, ends, or roof and dike 

area Within 10 feet from shell, 
ends, or roof of tank, area 
inside dikes to level of top of 
dike. 

Within 5 feet of open end of 
vent, extending in all 
directions. 

Area between 5 feet and 10 
feet from open end of vent, 
extending in all directions. 

Area above the roof and with- 
in the shell. 


Vent l 


Floating roof —— —— —— , və — —bTI 
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TABLE H-18 


ELECTRICAL EQUIPMENT HAZARDOUS 
AREAS—BULK PLANTS 


NEC Class Extent of 
Location I Group D classified 
division area 
Pits: 
Without mechanical venti- 
lation ——ə>q əə ———— | Entire area within pit if any 
part is within a Division 1 or 
2 classified area. 
With mechanical ventila- 
tion ——— — ° s— n  —.R—2 Entire area within pit if any 


part is within a Division ] or 
2 classified area. 
Containing valves, fittings 
or piping, and not within 
a Division ł or 2 classi- 
fied area — — ———————————— 2 
Pumps, bleeders, withdrawal 
fittings, meters and simi- 
lar devices: 
Indoors ———— ——————————— 2 


Entire pit. 


Within 5 feet of any edge of 
such devices, extending in all 
directions. Also up to 3 feet 
above floor or grade level 
within 25 feet horizontally 
from any edge of such 
devices. 

Within 3 feet of any edge of 
such devices, extending in all 
directions. Also up to 18 
inches above grade level 
within 10 feet horizontally 
from any edge of such 
devices. 


Outdoors —————————————— 2 


Storage and repair garage for 


tank vehicles -———————— — ——— 1 All pits or spaces below floor 
level. 
2 Area up to 18 inches above 


floor or grade level for entire 
storage or repair garage. 
Drainage ditches, separators, 
impounding basins—————————- 2 Area up to 18 inches above 
ditch, separator or basin. 
Also up to 18 inches above 
grade within 15 feet horizon- 
tally from any edge. 
Garages for other than tank 
vehicles If there is any opening to 
these rooms within the ex- 
tent of an outdoor classified 
area, the entire room shall 
be classified the same as the 
area classification at the 
point of the opening. 


Ordinary 


Outdoor drum storage Ordinary 
Indoor warehousing where 

there is no flammable 

liquid transfer If there is any opening to 
these rooms within the ex- 
tent of an indoor classified 
area, the room shall be clas- 
sified the same as if the wall, 
curb or partition did not 


exist. 


Ordinary 


Office and rest rooms Ordinary 


'When classifying the extent of the area, consideration shall be given to the 
fact that tank cars or tank vehicles may be spotted at varying points. Therefore, 
the extremities of the loading or unloading positions shall be used. 


(6) Sources of ignition. Class 1 liquids shall not be handled, drawn, 
or dispensed where flammable vapors may reach a source of ignition. 
Smoking shall be prohibited except in designated localities. "No smok- 
ing" signs shall be conspicuously posted where hazard from flammable 
liquid vapors is normally present. 

(7) Drainage and waste disposal. Provision shall be made to prevent 
flammable or combustible liquids which may be spilled at loading or 
unloading points from entering public sewers and drainage systems, or 
natural waterways. Connection to such sewers, drains, or waterways by 
which flammable or combustible liquids might enter shall be provided 
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with separator boxes or other approved means whereby such entry is 
precluded. Crankcase drainings and flammable or combustible liquids 
shall not be dumped into sewers, but shall be stored in tanks or tight 
drums outside of any building until removed from the premises. 

(8) Fire control. Suitable fire-control devices, such as small hose or 
portable fire extinguishers, shall be available to locations where fires 
are likely to occur. Additional fire-control equipment may be required 
where a tank of more than 50,000 gallons individual capacity contains 
Class I liquids and where an unusual exposure hazard exists from sur- 
rounding property. Such additional fire-control equipment shall be 
sufficient to extinguish a fire in the largest tank. The design and 
amount of such equipment shall be in accordance with approved engi- 
neering standards. 


AMENDATORY SECTION (Amending Order 83-34, filed 
11/30/83) 


WAC 296-24-33015 SERVICE STATIONS. (1) Storage and 
handling. 

(a) General provisions. 

(i) Liquids shall be stored in approved closed containers not exceed- 
ing 60 gallons capacity, in tanks located underground, in tanks in spe- 
cial enclosures as described in ((€4)))(b) of this ((seettom)) subsection, 
or in aboveground tanks as provided for in ((€43)) (3)(b)(i), (ii), (iii) 
and (iv) of this section. 

(ii) Aboveground tanks, located in an adjoining bulk plant, may be 
connected by piping to service station underground tanks if, in addition 
to valves at aboveground tanks, a valve is also installed within control 
of service station personnel. 

(iii) Apparatus dispensing Class I liquids into the fuel tanks of mo- 
tor vehicles of the public shall not be located at a bulk plant unless 
separated by a fence or similar barrier from the area in which bulk 
operations are conducted. 

(iv) The provisions of subsection (1) of this section shall not prohibit 
the dispensing of flammable liquids in the open from a tank vehicle to 
a motor vehicle. Such dispensing shall be permitted provided: 

(A) The tank vehicle complies with the requirements covered in the 
Standard on Tank Vehicles for Flammable Liquids, NFPA 385-1966. 

(B) The dispensing is done on premises not open to the public. 

(C) The dispensing hose does not exceed 50 feet in length. 

(D) The dispensing nozzle is a listed automatic-closing type without 
a latch-open device. 

(vi) Class I liquids shall not be stored or handled within a building 
having a basement or pit into which flammable vapors may travel, un- 
less such area is provided with ventilation designed to prevent the ac- 
cumulation of flammable vapors therein. 

(vii) Accurate inventory records shall be maintained and reconciled 
on all Class I liquid storage tanks for possible indication of leakage 
from tanks or piping. 

(b) Special enclosures. 

(i) When installation of tanks in accordance with WAC 296-24— 
33005(3) is impractical because of property or building limitations, 
tanks for flammable or combustible liquids may be installed in build- 
ings if properly enclosed. 

(ii) The enclosure shall be substantially liquid and vaportight with- 
out backfill. Sides, top, and bottom of the enclosure shall be of rein- 
forced concrete at least 6 inches thick, with openings for inspection 
through the top only. Tank connections shall be so piped or closed that 
neither vapors nor liquid can escape into the enclosed space. Means 
shall be provided whereby portable equipment may be employed to 
discharge to the outside any liquid or vapors which might accumulate 
Should leakage occur. 

(iii) At automotive service stations provided in connection with ten- 
ant or customer parking facilities at or below grade level in large 
buildings of commercial, mercantile, or residential occupancy, tanks 
containing Class l liquids, installed of necessity in accordance with 
subsection (1)(b)(ii) of this section, shall not exceed 6,000 gallons in- 
dividual or 18,000 gallons aggregate capacity. 

(c) Inside buildings. 

(i) Except where stored in tanks as provided in subsection (1)(b) of 
this section, no Class I liquids shall be stored within any service station 
building except in closed containers of aggregate capacity not exceed- 
ing 60 gallons. One container not exceeding 60 gallons capacity 
equipped with an approved pump is permitted. 

(ii) Class I liquids may be transferred from one container to another 
in lubrication or service rooms of a service station building provided 
the electrical installation complies with Table H-19 and provided that 
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any heating equipment complies with subsection ((€63)) (5) of this 
section. 

(iii) Class HI and Class HI liquids may be stored and dispensed in- 
side service station buildings from tanks of not more than 120 gallons 
capacity each. 

(d) Labeling. No sale or purchase of any Class I, 11, or III liquids 
shall be made in containers unless such containers are clearly marked 
with the name of the product contained therein. 

(e) Dispensing into portable containers. No delivery of any Class | 
liquids shall be made into portable containers unless the container is 
constructed of metal, has a tight closure with screwed or spring cover, 
and is fitted with a spout or so designed that the contents can be 
poured without spilling. 

(2) Dispensing systems. 

(a) Location. Dispensing devices at automotive service stations shall 
be so located that all parts of the vehicle being served will be on the 
premises of the service station. 

(b) Inside location. Approved dispensing units may be located inside 
of buildings. The dispensing area shall be separated from other areas 
in an approved manner. The dispensing unit and its piping shall be 
mounted either on a concrete island or protected against collision 
damage by suitable means and shall be located in a position where it 
cannot be struck by a vehicle descending a ramp or other slope out of 
control. The dispensing area shall be provided with an approved me- 
chanical or gravity ventilation system. When dispensing units are lo- 
cated below grade, only approved mechanical ventilation shall be used 
and the entire dispensing area shall be protected by an approved auto- 
matic sprinkler system. Ventilating systems shall be electrically inter- 
locked with gasoline dispensing units so that the dispensing units 
cannot be operated unless the ventilating fan motors are energized. 

(c) Emergency power cutoff. A clearly identified and easily accessi- 
ble switch(es) or a circuit breaker(s) shall be provided at a location 
remote from dispensing devices, including remote pumping systems, to 
shut off the power to all dispensing devices in the event of an 
emergency. 

(d) Dispensing units. 

(i) Class I liquids shall be transferred from tanks by means of fixed 
pumps so designed and equipped as to allow control of the flow and to 
prevent leakage or accidental discharge. 

(ii) Only listed devices may be used for dispensing Class 1 liquids. 
No such device may be used if it shows evidence of having been 
dismantled. 

(iii) Every dispensing device for Class I liquids installed after 
December 31, 1978, shall contain evidence of listing so placed that any 
attempt to dismantle the device will result in damage to such evidence, 
visible without disassembly or dismounting of the nozzle. 

(iv) Class I liquids shall not be dispensed by pressure from drums, 
barrels, and similar containers. Approved pumps taking suction 
through the top of the container or approved self-closing faucets shall 
be used. 

(v) The dispensing units, except those attached to containers, shail 
be mounted either on a concrete island or protected against collision 
damage by suitable means. 

(e) Remote pumping systems. 

(i) This subdivision shall apply to systems for dispensing Class I liq- 
uids where such liquids are transferred from storage to individual or 
multiple dispensing units by pumps located elsewhere than at the dis- 
pensing units. 

(ii) Pumps shall be designed or equipped so that no part of the sys- 
tem will be subjected to pressures above its allowable working pres- 
sure. Pumps installed above grade, outside of buildings, shall be 
located not less than 10 feet from lines of adjoining property which 
is/or may be built upon, and not less than 5 feet from any building 
opening. When an outside pump location is impractical, pumps may be 
installed inside of buildings, as provided for dispensers i in ((subsection 
€HG3))) (b) of this ((sectron)) subsection, or in pits as provided in 

((strbsectton-€33-1(31)) (e)(iii) of this ((sectron)) subsection. Pumps 
shal be substantially anchored and protected against st physical damage 
by vehicles. 

(iii) Pits for subsurface pumps or piping manifolds of submersible 
pumps shall withstand the external forces to which they may be sub- 
jected without damage to the pump, tank, or piping. The pit shall be 
no larger than necessary for inspection and maintenance and shall be 
provided with a fitted cover. 
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(iv) A control shall be provided that will permit the pump to operate 
only when a dispensing nozzle is removed from its bracket on the dis- 
pensing unit and the switch on this dispensing unit is manually actuat- 
ed. This control shall also stop the pump when all nozzles have been 
returned to their brackets. 

(v) An approved impact valve, incorporating a fusible link, designed 
to close automatically in the event of severe impact or fire exposure 
shall be properly installed in the dispensing supply line at the base of 
each individual dispensing device. 

(vi) Testing. After the completion of the installation, including any 
paving, that section of the pressure piping system between the pump 
discharge and the connection for the dispensing facility shall be tested 
for at least 30 minutes at the maximum operating pressure of the sys- 
tem. Such tests shall be repeated at 5-year intervals thereafter. 

(f) Delivery nozzles. 

(i) A listed manual or automatic-closing type hose nozzle valve shall 
be provided on dispensers used for the dispensing of Class I liquids. 

(ii) Manual-closing type valves shall be held open manually during 
dispensing. Automatic-closing type valves may be used in conjunction 
with an approved latch—open device. 

(g) Special type dispensers. 

(i) Emergency controls shall be installed at an acceptable location, 
but controls shall not be more than 100 feet from dispensers. 

(ii) Instructions for the operation of dispensers shall be conspicuous- 
ly posted. 

((€4)) (3) Marine service stations. 

(a) Dispensing. 

(i) The dispensing area shall be located away from other structures 
so as to provide room for safe ingress and egress of craft to be fueled. 
Dispensing units shall in all cases be at least 20 feet from any activity 
involving fixed sources of ignition. 

(ii) Dispensing shall be by approved dispensing units with or without 
integral pumps and may be located on open piers, wharves, or floating 
docks or on shore or on piers of the solid fill type. 

(iii) Dispensing nozzles shall be automatic-closing without a hold— 
open latch. 

(b) Tanks and pumps. 

(i) Tanks, and pumps not integral with the dispensing unit, shall be 
on shore or on a pier of the solid fill type, except as provided in ((sub- 
sections-(4)) (b)(ii) and (iii) of this ((section)) subsection subsection. 

(ii) Where shore location would require excessively long supply lines 
to dispensers, tanks may be installed on a pier provided that applicable 
portions of WAC 296-24-33005 relative to spacing, diking, and piping 
are complied with and the quantity so stored does not exceed 1,100 
gallons aggregate capacity. 

(iii) Shore tanks supplying marine service stations may be located 
above ground, where rock ledges or high water table make under- 
ground tanks impractical. 

(iv) Where tanks are at an elevation which would produce gravity 
head on the dispensing unit, the tank outlet shall be equipped with a 
pressure control valve positioned adjacent to and outside the tank block 
valve specified in WAC 296-24-33005 (2)(h)(ii) ((of-this-sectron)), so 
adjusted that liquid cannot flow by gravity from the tank in case of 
piping or hose failure. 

(c) Piping. 

(i) Piping between shore tanks and dispensing units shall be as de- 
scribed in WAC 296-24—33007, except that, where dispensing is from 
a floating structure, suitable lengths of oil-resistant flexible hose may 
be employed between the shore piping and the piping on the floating 
structure as made necessary by change in water level or shoreline. 

(ii) A readily accessible valve to shut off the supply from shore shall 
be provided in each pipeline at or near the approach to the pier and at 
the shore end of each pipeline adjacent to the point where flexible hose 
is attached. 

(iii) Piping shall be located so as to be protected from physical 
damage. 

(iv) Piping handling Class | liquids shall be grounded to control 
stray currents. 

((€53)) (4) Electrical equipment. 

(a) Application. This subsection shall apply to areas where Class I 
liquids are stored or handled. For areas where Class I] or Class HI 
liquids are stored or handled the electrical equipment may be installed 
in accordance with the provisions of WAC ((296-24—950-2nd-296—24- 
955)) 296—24-956 for ordinary locations. 

(b) All electrical equipment and wiring shall be of a type specified 
by and shall be installed in accordance with WAC ((296—24—950-and 
296-24—-955)) 296-24—956. 


WSR 85-05-043 


(c) So far as it applies, Table H—19 shall be used to delineate and 
classify hazardous areas for the purpose of installation of electrical 
equipment under normal circumstances. A classified area shall not ex- 
tend beyond an unpierced wall, roof, or other solid partition. 

(d) The area classifications listed shall be based on the assumption 
that the installation meets the applicable requirements of this section 
in all respects. 


TABLE H-19 


ELECTRICAL EQUIPMENT HAZARDOUS 
AREAS—SERVICE STATIONS 


NEC Class 
1, Group D 
division 


Extent of 
classified 
area 


Location 


Underground tank: 

Fill opening ——ə  uHA Any pit, box or space below 
grade level, any part of 
which is within the Division 
1 or 2 classified area. 

Up to 18 inches above grade 
level within a horizontal ra- 
dius of 10 feet from a loose 
fill connection and within a 
horizontal radius of 5 feet 
from a tight fill connection. 

Vent—Discharging up- 

ward ———————————————— 1 Within 3 feet of open end of 
vent, extending in all 
directions. 

Area between 3 feet and 5 
feet of open end of vent, ex- 
tending in all directions. 

Dispenser: 

Pits ——— —— —————————— | Any pit, box or space below 
grade level, any part of 
which is within the Division 

1 or 2 classified area. 

The area 4 feet vertically 
above base within the enclo- 
sure and 18 inches horizon- 
tally in all directions. 

Up to 18 inches above grade 
level within 20 feet horizon- 
tally of any edge of 
enclosure. 


Dispenser enclosure————— —————- | 


Outdoor 


Indoor: 

With mechanical ventila- 
tion Up to 18 inches above grade 
or floor level within 20 feet 
horizontally of any edge of 
enclosure. 

Up to 18 inches above grade 
or floor level within 25 feet 
horizontally of any edge of 
enclosure. 

Any pit, box or space below 
grade level if any part is 
within a horizontal distance 
of 10 feet from any edge of 
pump. 

Within 3 feet of any edge of 
pump, extending in all direc- 
tions. Also up to 18 inches 
above grade level within 10 
feet horizontally from any 
edge of pump. 

Entire area within any pit. 

Within 5 feet of any edge of 
pump, extending in all direc- 
tions. Also up to 3 feet above 
floor or grade level within 25 
feet horizontally from any 
edge of pump. 

Entire area within any pit. 

Area up to 18 inches above 
floor or grade level within 
entire lubrication room. 
Within 3 feet of any fill or 
dispensing point, extending 
in all directions. 


With gravity ventilation 


Remote pump—Outdoor l 


Remote pump—Indoor 


Lubrication or service room —————- 1 


Dispenser for Class I liquids 
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TABLE H-19 


ELECTRICAL EQUIPMENT HAZARDOUS 
AREAS—SERVICE STATIONS 


NEC Class Extent of 
Location 1, Group D classified 
division area 
Special enclosure inside build- 
ing per WAC 296-24- 
33013 (1)(b) —————————— 1 Entire enclosure. 
Sales, storage and rest rooms Ordinary If there is any opening to 


these rooms within the ex- 
tent of a Division 1 area, the 
entire room shall be classi- 
fied as Division 1. 


((€6})) (5) Heating equipment. 

(a) Conformance. Heating equipment shall be installed as provided 
in ((strbsectrons-(6))) (b) through (e) of this ((seettom)) subsection. 

(b) Application. Heating equipment may be installed in the conven- 
tional manner in an area except as provided in ((strbsectron-{6)))(c), 
(d) or (e) of this ((sectron)) subsection. 

(c) Special room. Heating equipment may be installed in a special 
room separated from an area classified by Table H-19 by walls having 
a fire resistance rating of at least | hour and without any openings in 
the walls within 8 feet of the floor into an area classified in Table 
H-19. This room shall not be used for combustible storage and all air 
for combustion purposes shall come from outside the building. 

(d) Work areas. Heating equipment using gas or oil fuel may be in- 
stalled in the lubrication, sales, or service room where there is no dis- 
pensing or transferring of Class I liquids provided the bottom of the 
combustion chamber is at least 18 inches above the floor and the heat- 
ing equipment is protected from physical damage by vehicles. Heating 
equipment using gas or oil fuel listed for use in garages may be in- 
stalled in the lubrication or service room where Class I liquids are dis- 
pensed provided the equipment is installed at least 8 feet above the 
floor. 

(e) Electric heat. Electrical heating equipment shall conform to 
((€5))) subsection (4) of this section. 

((63)) (6) Drainage and waste disposal. Provision shall be made in 
the area where Class I liquids are dispensed to prevent spilled liquids 
from flowing into the interior of service station buildings. Such provi- 
sion may be by grading driveways, raising door sills, or other equally 
effective means. Crankcase drainings and flammable or combustible 
liquids shall not be dumped into sewers but shall be stored in tanks or 
drums outside of any building until removed from the premises. 

((€8)) (7) Sources of ignition. In addition to the previous restric- 
tions of this section, the following shall apply: There shall be no smok- 
ing or open flames in the areas used for fueling, servicing fuel systems 
for internal combustion engines, receiving or dispensing of flammable 
or combustible liquids. Conspicuous and legible signs prohibiting 
smoking shall be posted within sight of the customer being served. The 
motors of all equipment being fueled shall be shut off during the fuel- 
ing operation. 

((€9})) (8) Fire control. Each service station shall be provided with 
at least one fire extinguisher having a minimum approved classification 
of 6 B, C located so that an extinguisher will be within 75 feet of each 
pump, dispenser, underground fill pipe opening, and lubrication or 
service room. 


AMENDATORY SECTION (Amending Order 76-6, filed 3/1/76) 


WAC 296-24-33017 PROCESSING PLANTS. (1) Scope. This 
section shall apply to those plants or buildings which contain chemical 
operations such as oxidation, reduction, halogenation, hydrogenation, 
alkylation, polymerization, and other chemical processes but shall not 
apply to chemical plants, refineries or distilleries. 

(2) Location. (a) Classification. The location of each processing ves- 
sel shall be based upon its flammable or combustible liquid capacity. 
Processing vessels shall be located, with respect to distances to lines of 
adjoining property which may be built upon, in accordance with Table 
H-20, except when the processing plant is designed in accordance with 
(2)(b) of this section. 
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TABLE H-20 
Processing vessels 
with emergency Stable Unstable 
relief venting liquids liquids 
to permit pressure 
Not in excess of 
2.5 p.s.i.g. Table H-9 2 1/2 
times 
Table H-9. 
Over 2.5. p.s.i.g. 1 1/2 times 4 times 
Table H-9. Table H-9. 


(b) Exception. The distances required in (2)(a) of this section may 
be waived when the vessels are housed within a building and the exte- 
rior wall facing the line of adjoining property which may be built upon 
is a blank wall having a fire-resistance rating of not less than 4 hours. 
When Class IA or unstable liquids are handled, the blank wall shall 
have explosion resistance in accordance with good engineering practice, 
see (3)(d) of this section. 

(3) Processing building. (a) Construction. (i) Processing buildings 
shall be of fire-resistance or noncombustible construction, except heavy 
timber construction with load-bearing walls may be permitted for 
plants utilizing only stable Class II or Class HI liquids. Except as pro- 
vided in (2)(b) of this section or in the case of explosion resistant walls 
used in conjunction with explosion relieving facilities, see (3)(d) of this 
section, loadbearing walls are prohibited. Buildings shall be without 
basements or covered pits. 

(ii) Areas shall have adequate exit facilities arranged to prevent oc- 
cupants from being trapped in the event of fire. Exits shall not be ex- 
posed by the drainage facilities described in (3)(b) of this section. 

(b) Drainage. (i) Emergency drainage systems shall be provided to 
direct flammable or combustible liquid leakage and fire protection wa- 
ter to a safe location. This may require curbs, scuppers, or special 
drainage systems to control the spread of fire, see WAC 296—24—33005 
(2)(g)(ii). 

(i Emergency drainage systems, if connected to public sewers or 
discharged into public waterways, shall be equipped with traps or 
separators. 

(üi) The processing plant shall be designed and operated to prevent 
the normal discharge of flammable or combustible liquids to public 
waterways, public sewers, or adjoining property. 

(c) Ventilation. (i) Enclosed processing buildings shall be ventilated 
at a rate of not less than 1 cubic foot per minute per square foot of 
solid floor area. This shall be accomplished by natural or mechanical 
ventilation with discharge or exhaust to a safe location outside of the 
building. Provision shall be made for introduction of makeup air in 
such a manner as not to short circuit the ventilation. Ventilation shall 
be arranged to include all floor areas or pits where flammable vapors 
may collect. 

(ii) Equipment used in a building and the ventilation of the building 
shall be designed so as to limit flammable vapor-air mixtures under 
normal operating conditions to the interior of equipment, and to not 
more than 5 feet from equipment which exposes Class I liquids to the 
air. Examples of such equipment are dispensing stations, open centri- 
fuges, plate and frame filters, open vacuum filters, and surfaces of open 
equipment. 

(d) Explosion relief. Areas where Class IA or unstable liquids are 
processed shall have explosion venting through one or more of the fol- 
lowing methods: 

(i) Open air construction. 

(ii) Lightweight walls and roof. 

(iii) Lightweight wall panels and roof hatches. 

(iv) Windows of explosion venting type. 

(4) Liquid handling. (a) Storage. (i) The storage of flammable or 
combustible liquids in tanks shall be in accordance with the applicable 
provisions of WAC 296-24-33005. 

(ii) If the storage of flammable or combustible liquids in outside 
aboveground or underground tanks is not practical because of temper- 
ature or production considerations, tanks may be permitted inside of 
buildings or structures in accordance with the applicable provisions of 
WAC 296-24-33005. 

(iii) Storage tanks inside of buildings shall be permitted only in ar- 
eas at or above grade which have adequate drainage and are separated 
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from the processing area by construction having a fire resistance rating 
of at least 2 hours. 

(iv) The storage of flammable or combustible liquids in containers 
shall be in accordance with the applicable provisions of WAC 296-24- 
33009. 

(b) Piping, valves, and fittings. (i) Piping, valves, and fittings shall 
be in accordance with WAC 296-24—33007. 

(ii) Approved flexible connectors may be used where vibration exists 
or where frequent movement is necessary. Approved hose may be used 
at transfer stations. 

(iii) Piping containing flammable or combustible liquids shall be 
identified. 

(c) Transfer. (i) The transfer of large quantities of flammable or 
combustible liquids shall be through piping by means of pumps or wa- 
ter displacement. Except as required in process equipment, gravity flow 
shall not be used. The use of compressed air as a transferring medium 
is prohibited. 

(ii) Positive displacement pumps shall be provided with pressure re- 
lief discharging back to the tank or to pump suction. 

(d) Equipment. (i) Equipment shall be designed and arranged to 
prevent the unintentional escape of liquids and vapors and to minimize 
the quantity escaping in the event of accidental release. 

(ii) Where the vapor space of equipment is usually within the flam- 
mable range, the probability of explosion damage to the equipment can 
be limited by inerting, by providing an explosion suppression system, or 
by designing the equipment to contain the peak explosion pressure 
which may be modified by explosion relief. Where the special hazards 
of operation, sources of ignition, or exposures indicate a need, consid- 
eration shall be given to providing protection by one or more of the 
above means. 

(5) Tank vehicle and tank car loading and unloading. Tank vehicle 
and tank car loading or unioading facilities shall be separated from 
aboveground tanks, warehouses, other plant buildings, or nearest line 
of adjoining property which may be built upon by a distance of 25 feet 
for Class I liquids and 15 feet for Class I] and Class III liquids mea- 
sured from the nearest position of any fill stem. Buildings for pumps or 
shelters for personnel may be a part of the facility. Operations of the 
facility shall comply with the appropriate portions of WAC 296-24- 
33013(3). 

(6) Fire control. (a) Portable extinguishers. Approved portable fire 
extinguishers of appropriate size, type and number shall be provided. 

(b) Other controls. Where the special hazards of operation or expo- 
sure indicate a need, the following fire control provision shall be 
provided. 

(i) A reliable water supply shall be available in pressure and quanti- 
ty adequate to meet the probable fire demands. 

(ii) Hydrants shall be provided in accordance with accepted good 
practice. 

(iii) Hose connected to a source of water shall be installed so that all 
vessels, pumps, and other equipment containing flammable or combus- 
tible liquids can be reached with at least one hose stream. Nozzles that 
are capable of discharging a water spray shall be provided. 

(iv) Processing plants shall be protected by an approved automatic 
sprinkler system or equivalent extinguishing system. If special extin- 
guishing systems including but not limited to those employing foam, 
carbon dioxide, or dry chemical are provided, approved equipment 
shall be used and installed in an approved manner. 

(c) Alarm systems. An approved means for prompt notification of 
fire to those within the plant and any public fire department available 
Shall be provided. It may be advisable to connect the plant system with 
the public system where public fire alarm system is available. 

(d) Maintenance. All plant fire protection facilities shall be ade- 
quately maintained and periodically inspected and tested to make sure 
they are always in satisfactory operating condition and that they will 
serve their purpose in time of emergency. 

(7) Sources of ignition. (a) General. (i) Precautions shall be taken to 
prevent the ignition of flammable vapors. Sources of ignition include 
but are not limited to open flames; lightning; smoking; cutting and 
welding; hot surfaces; frictional heat; static, electrical, any mechanical 
sparks; spontaneous ignition, including heat-producing chemical reac- 
tions; and radiant heat. 

(ii) Class I liquids shall not be dispensed into containers unless the 
nozzle and container are electrically interconnected. Where the metal- 
lic floorplate on which the container stands while filling is electrically 
connected to the fill stem or where the fill stem is bonded to the con- 
tainer during filling operations by means of a bond wire, the provisions 
of this section shall be deemed to have been complied with. 
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(b) Maintenance and repair. (i) When necessary to do maintenance 
work in a flammable or combustible liquid processing area, the work 
shall be authorized by a responsible representative of the employer. 

(ii) Hot work such as welding or cutting operations, use of spark- 
producing power tools, and chipping operations shall be permitted only 
under supervision of an individual in responsible charge who shall 
make an inspection of the area to be sure that it is safe for the work to 
be done and that safe procedures will be followed for the work 
specified. 

(c) Electrical. (i) All electrical wiring and equipment within storage 
or processing areas shall be installed in accordance with nationally 
recognized good practice. 

(ii) Locations where flammable vapor-air mixtures may exist under 
normal operations shall be classified Class I, Division ! according to 
the requirements of WAC ((296=24=956-and-296=24=955)) 296-24— 
956. For those pieces of equipment installed in accordance with 
(3)(c)(ii) of this section, the Division | area shall extend 5 feet in all 
directions from all points of vapor liberation. All areas within pits shall 
be classified Division 1 if any part of the pit is within a Division 1 or 2 
classified area, unless the pit is provided with mechanical ventilation. 

(iii) Locations where flammable vapor-air mixtures may exist under 
abnormal conditions and for a distance beyond Division 1 locations 
shall be classified Division 2 according to the requirements of WAC 
((296=24=950-anrd-296=24=955)) 296—24—956. These locations include 
an area within 20 feet horizontally, 3 feet vertically beyond a Division 
1 area, and up to 3 feet above floor or grade level within 25 feet, if in- 
doors, or 10 feet if outdoors, from any pump, bleeder, withdrawal fit- 
tings, meter, or similar device handling Class I liquids. Pits provided 
with adequate mechanical ventilation within a Division 1 or 2 area 
shall be classified Division 2. If Class II or Class III liquids only are 
handled, then ordinary electrical equipment is satisfactory though care 
shall be used in locating electrical apparatus to prevent hot metal from 
falling into open equipment. 

(iv) Where the provisions of (7)(c)(i), (ii), and (iii) of this section 
require the installation of explosion—proof equipment, ordinary electri- 
cal equipment including switchgear may be used if installed in a room 
or enclosure which is maintained under positive pressure with respect 
to the hazardous area. Ventilation makeup air shall be uncontaminated 
by flammable vapors. 

(8) Housekeeping. (a) General. Maintenance and operating practic- 
es shall be in accordance with established procedures which will tend 
to control leakage and prevent the accidental escape of flammable or 
combustible liquids. Spills shall be cleaned up promptly. 

(b) Access. Adequate aisles shall be maintained for unobstructed 
movement of personnel and so that fire protection equipment can be 
brought to bear on any part of the processing equipment. 

(c) Waste and residues. Combustible waste material and residues in 
a building or operating area shall be kept to a minimum, stored in 
closed metal waste cans, and disposed of daily. 

(d) Clear zone. Ground area around buildings and operating areas 
shall be kept free of tall grass, weeds, trash, or other combustible 
materials. 


AMENDATORY SECTION (Amending Order 76-6, filed 3/1/76) 


WAC 296-24-37005 ELECTRICAL AND OTHER SOURCES 
OF IGNITION. (1) Conformance. All electrical equipment, open 
flames and other sources of ignition shall conform to the requirements 
of this section, except as follows: 

(a) Electrostatic apparatus shall conform to the requirements of 
WAC 296-24-37015 and 296-24-37017. 

(b) Drying, curing, and fusion apparatus shall conform to the re- 
quirements of WAC 296-24—37019. 

(c) Automobile undercoating spray operations in garages shall con- 
form to the requirements of WAC 296-24—37021. 

(d) Powder coating equipment shall conform to the requirements of 
WAC 296-24-37023. 

(2) Minimum separation. There shall be no open flame or spark 
producing equipment in any spraying area nor within 20 feet thereof, 
unless separated by a partition. 

(3) Hot surfaces. Space-heating appliances, steampipes, or hot sur- 
faces shall not be located in a spraying area where deposits of com- 
bustible residues may readily accumulate. 

(4) Wiring conformance. Electrical wiring and equipment shall con- 
form to the provisions of this section and shall otherwise be in accord- 
ance with WAC ((296—24—950-2nd-296-24-955)) 296—24-956. 
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(5) Combustible residues, areas. Unless specifically approved for lo- 
cations containing both deposits of readily ignitable residue and explo- 
sive vapors, there shall be no electrical equipment in any spraying area, 
whereon deposits of combustible residues may readily accumulate, ex- 
cept wiring in rigid conduit or in boxes or fittings containing no taps, 
splices, or terminal connections. 

(6) Wiring type approved. Electrical wiring and equipment not sub- 
ject to deposits of combustible residues but located in a spraying area 
as herein defined shall be of explosion-proof type approved for Class I, 
Group D locations and shall otherwise conform to the provisions of 
WAC ((296—24—-950-2nd-296—24-955)) 296-24-956, for Class 1, Di- 
vision 1, hazardous locations. Electrical wiring, motors, and other 
equipment outside of but within twenty feet of any spraying area, and 
not separated therefrom by partitions, shall not produce sparks under 
normal operating conditions and shall otherwise conform to the provi- 
sions of WAC ((296—24-950-2nd-296—-24—955)) 296—24—956 for Class 
l, Division 2, hazardous locations. 

(7) Lamps. Electric lamps outside of, but within twenty feet of any 
spraying area, and not separated therefrom by a partition, shall be to- 
tally enclosed to prcvent the falling of hot particles and shall be pro- 
tected from mechanical injury by suitable guards or by location. 

(8) Portable lamps. Portable electric lamps shall not be used in any 
spraying area during spraying operations. Portable electric lamps, if 
used during cleaning or repairing operations, shall be of the type ap- 
proved for hazardous Class I locations. 

(9) Grounding. (a) All metal parts of spray booths, exhaust ducts, 
and piping systems conveying flammable or combustible liquids or 
aerated solids shall be properly electrically grounded in an effective 
and permanent manner. 

(b) "Airless" high-fluid pressure spray guns and any conductive ob- 
ject being sprayed should be properly electrically grounded. 


AMENDATORY SECTION (Amending Order 76-6, filed 3/1/76) 


WAC 296-24-370019 DRYING, CURING, OR FUSION AP- 
PARATUS. (1) Conformance. Drying, curing, or fusion apparatus in 
connection with spray application of flammable and combustible fin- 
ishes shall conform to the Standard for Ovens and Furnaces, NFPA 
86A-1969, where applicable and shall also conform with the following 
requirements of this section. 

(2) Alternate use prohibited. Spray booths, rooms, or other enclos- 
ures used for spraying operations shall not alternately be used for the 
purpose of drying by any arrangement which will cause a material in- 
crease in the surface temperature of the spray booth, room, or 
enclosure. 

(3) Adjacent system interlocked. Except as specifically provided in 
(4) of this section, drying, curing, or fusion units utilizing a heating 
system having open flames or which may produce sparks shall not be 
installed in a spraying area, but may be installed adjacent thereto 
when equipped with an interlocked ventilating system arranged to: 

(a) Thoroughly ventilate the drying space before the heating system 
can be started; 

(b) Maintain a safe atmosphere at any source of ignition; 

(c) Automatically shut down the heating system in the event of fail- 
ure of the ventilating system. 

(4) Alternate use permitted. Automobile refinishing spray booths or 
enclosures, otherwise installed and maintained in full conformity with 
this section, may alternately be used for drying with portable electrical 
infrared drying apparatus when conforming with the following: 

(a) Interior (especially floors) of spray enclosures shall be kept free 
of overspray deposits. 

(b) During spray operations, the drying apparatus and electrical 
connections and wiring thereto shall not be located within spray enclo- 
sure nor in any other location where spray residues may be deposited 
thereon. 

(c) The spraying apparatus, the drying apparatus, and the ventilat- 
ing system of the spray enclosure shall be equipped with suitable in- 
terlocks so arranged that: 

(i) The spraying apparatus cannot be operated while the drying ap- 
paratus is inside the spray enclosure. 

(ii) The spray enclosure will be purged of spray vapors for a period 
of not less than 3 minutes before the drying apparatus can be 
energized. 

(iii) The ventilating system will maintain a safe atmosphere within 
the enclosure during the drying process and the drying process appara- 
tus will automatically shut off in the event of failure of the ventilating 
system. 
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(d) All electrical wiring and equipment of the drying apparatus shall 
conform with the applicable sections of WAC ((296—24—950-2md-296- 
24—955)) 296—24—956. Only equipment of a type approved for Class 1, 
Division 2 hazardous locations shall be located within 18 inches of 
floor level. All metallic parts of the drying apparatus shall be properly 
electrically bonded and grounded. 

(e) The drying apparatus shall contain a prominently located, per- 
manently attached warning sign indicating that ventilation should be 
maintained during the drying period and that spraying should not be 
conducted in the vicinity that spray will deposit on apparatus. 


AMENDATORY SECTION (Amending Order 76-6, filed 3/1/76) 


WAC 296-24-37023 POWDER COATING. (1) Electrical and 
other sources of ignition. Electrical equipment and other sources of ig- 
nition shall conform to the requirements of WAC 296-24—37005 
(1)(a) through (d), (8) and (9)(a) and ((296-24-950—2nd—296-24— 
955)) 296-24-956. 

(2) Ventilation. (a) In addition to the provisions of WAC 296-24- 
37007, where applicable, exhaust ventilation shall be sufficient to 
maintain the atmosphere below the lowest explosive limits for the ma- 
terials being applied. All nondeposited air-suspended powders shall be 
safely removed via exhaust ducts to the powder recovery cyclone or re- 
ceptacle. Each installation shall be designed and operated to meet the 
foregoing-performance specification. 

(b) Powders shall not be released to the outside atmosphere. 

(3) Drying, curing, or fusion equipment. The provisions of the 
Standard for Ovens and Furnaces, NFPA No. 86A—1969 shall apply 
where applicable. 

(4) Operation and maintenance. (a) All areas shall be kept free of 
the accumulation of powder coating dusts, particularly such horizontal 
surfaces as ledges, beams, pipes, hoods, booths, and floors. 

(b) Surfaces shall be cleaned in such manner as to avoid scattering 
dust to other places or creating dust clouds. 

(c) "No smoking" signs in large letters on contrasting color back- 
ground shall be conspicuously posted at all powder coating areas and 
powder storage rooms. 

(5) Fixed electrostatic spraying equipment. The provisions of WAC 
296-24—37015 and other subsections of this section shall apply to fixed 
electrostatic equipment, except that electrical equipment not covered 
therein shall conform to (1) of this section. 

(6) Electrostatic hand spraying equipment. The provisions of WAC 
296—24-37017 and other subsections of this section, shall apply to 
electrostatic handguns when used in powder coating, except that elec- 
trical equipment not covered therein shall conform to (1) of this 
section. 

(7) Electrostatic fluidized beds. (a) Electrostatic fluidized beds and 
associated equipment shall be of approved types. The maximum sur- 
face temperature of this equipment in the coating area shall not exceed 
150°F. The high voltage circuits shall be so designed as to not produce 
a spark of sufficient intensity to ignite any powder-air mixtures nor 
result in appreciable shock hazard upon coming in contact with a 
grounded object under normal operating conditions. 

(b) Transformers, powerpacks, control apparatus, and all other elec- 
trical portions of the equipment, with the exception of the charging 
electrodes and their connections to the power supply shall be located 
outside of the powder coating area or shall otherwise conform to the 
requirements of (1) of this section. 

(c) All electrically conductive objects within the charging influence 
of the electrodes shall be adequately grounded. The powder coating 
equipment shall carry a prominent, permanently installed warning 
regarding the necessity for grounding these objects. 

(d) Objects being coated shall be maintained in contact with the 
conveyor or other support in order to insure proper grounding. Hangers 
shall be regularly cleaned to insure effective contact and areas of con- 
tact shall be sharp points or knife edges where possible. 

(e) The electrical equipment shall be so interlocked with the venti- 
lation system that the equipment cannot be operated unless the venti- 
lation fans are in operation. 


AMENDATORY SECTION (Amending Order 76-6, filed 3/1/76) 


WAC 296-24-40500 ELECTRICAL AND OTHER SOURCES 
OF IGNITION. (1) Vapor areas. (a) There shall be no open flames, 
spark producing devices, or heated surfaces having a temperature suf- 
ficient to ignite vapors in any vapor area. Except as specifically per- 
mitted in WAC 296—24—4051 5(3), relating to electrostatic apparatus, 
electrical wiring and equipment in any vapor area (as defined in WAC 
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296-24—40501(2)) shall be explosion proof type according to the re- 
quirements of WAC ((296—24—950-and-296—24—955)) 296—24—956 for 
Class I, Group D locations and shall otherwise conform to WAC 
((296—24—950-2nd-296—24—955)) 296-24-956. 

(b) Unless specifically approved for locations containing both depos- 
its of readily ignitable residues and explosive vapors, there shall be no 
electrical equipment in the vicinity of dip tanks or associated drain- 
boards or drying operations which are subject to splashing or dripping 
of dip tank liquids, except wiring in rigid conduit or in threaded boxes 
or fittings containing no taps, splices, or terminal connections, and ex- 
cept as specifically permitted in WAC 296-24—40515(3). 

(2) Adjacent areas. In any floorspace outside a vapor area but with- 
in 20 feet therefrom, and not separated by tight partitions, there shall 
be no open flames or spark producing devices except as specifically 
permitted in NFPA Standard No. 86A—1969, Ovens and Furnaces, 
paragraph 200-7, and electrical wiring and equipment shall conform to 
the provisions of WAC ((296=24-950-and-296=24-955)) 296—-24-956. 


AMENDATORY SECTION (Amending Order 76-6, filed 3/1/76) 


WAC 296-24-47505 BASIC RULES. (1) Odorizing gases. (a) 
All liquefied petroleum gases shall be effectively odorized by an ap- 
proved agent of such character as to indicate positively, by distinct 
odor, the presence of gas down to concentration in air of not over one- 
fifth the lower limit of flammability. Odorization, however, is not re- 
quired if harmful in the use of further processing of the liquefied pe- 
troleum gas, or if odorization will serve no useful purpose as a warning 
agent in such use or further processing. 

(b) The odorization requirement of (1)(a) of this section shall be 
considered to be met by the use of 1.0 pounds of ethyl mercaptan, 1.0 
pounds of thiophane or 1.4 pounds of amyl mercaptan per 10,000 
gallons of LP-gas. However, this listing of odorants and quantities 
shall not exclude the use of other odorants that meet the odorization 
requirements of (1)(a) of this section. 

(2) Approval of equipment and systems. (a) Each system utilizing 
DOT containers in accordance with 49 CFR Part 178 shall have its 
container valves, connectors, manifold valve assemblies, and regulators 
approved. 

(b) Each system for domestic or commercial use utilizing containers 
of 2,000 gallons or less water capacity, other than those constructed in 
accordance with 49 CFR Part 178, shall consist of a container assem- 
bly and one or more regulators, and may include other parts. The sys- 
tem as a unit or the container assembly as a unit, and the regulator or 
regulators, shall be individually listed. 

(c) In systems utilizing containers of over 2,000 gallons water ca- 
pacity, each regulator, container, valve, excess flow valve, gaging de- 
vice, and relief valve installed on or at the container, shall have its 
correctness as to design, construction, and performance determined by 
listing by Underwriters Laboratories, Inc., or Factory Mutual Engi- 
neering Corp. 

(d) The provisions of (3)(a) of this section shall not be construed as 
prohibiting the continued use or reinstallation of containers construct- 
ed and maintained in accordance with the standard for the Storage 
and Handling of Liquefied Petroleum Gases NFPA No. 58 in effect at 
the time of fabrication. 

(e) Containers used with systems embodied in WAC 296-24—47505, 
296-24-47509 (3)(c) and 296—24—47513, shall be constructed, tested, 
and stamped in accordance with DOT specifications effective at the 
date of their manufacture. 

(3) Requirements for construction and original test of containers. 
(a) Containers used with systems embodied in WAC 296-24—47509, 
296—-24—47513 through 296-24-47517, except as provided in WAC 
296—-24—47511 (3)(c) and 296-24—47515 (2)(a), shall be designed, 
constructed, and tested in accordance with the Rules for Construction 
of Unfired Pressure Vessels, section VIII, Division 1, American Society 
of Mechanical Engineers (ASME) Boiler and Pressure Vessel Code, 
1968 edition. 

(b) Containers constructed according to the 1949 and earlier edi- 
tions of the ASME Code do not have to comply with U-2 through 
U-10 and U-19 thereof. Containers constructed according to U—70 in 
the 1949 and earlier editions do not meet the requirements of this 
section. 

(c) Containers designed, constructed, and tested prior to July 1, 
1961, according to the Code for Unfired Pressure Vessels for Petrole- 
um Liquids and Gases, 1951 edition with 1954 Addenda, of the Amer- 
ican Petroleum Institute and the American Society of Mechanical 
Engineers shall be considered in conformance. Containers constructed 
according to API-ASME Code do not have to comply with section I or 
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with appendix to section I. W-601 to W—606 inclusive in the 1943 and 
earlier editions do not apply. 

(4) Welding of containers. (a) Welding to the shell, head, or any 
other part of the container subject to internal pressure, shall be done in 
compliance with the code under which the tank was fabricated. Other 
welding is permitted only on saddle plates, lugs, or brackets attached 
to the container by the tank manufacturer. 

(b) Where repair or modification involving welding of DOT con- 
tainers is required, the container shall be returned to a qualified man- 
ufacturer making containers of the same type, and the repair or 
modification made in compliance with DOT regulations. 

(5) Markings on container. (a) Each container covered in (3)(a) of 
this section except as provided in (2)(d) of this section shall be marked 
as specified in the following: 

(i) With a marking identifying compliance with, and other markings 
required by, the rules of the reference under which the container is 
constructed; or with the stamp and other markings required by the 
laws, rules or regulations as administered by the state of Washington, 
department of labor and industries pertaining to such containers. 

(ii) With notation as to whether the container is designed for under- 
ground or aboveground installation or both. If intended for both and 
different style hoods are provided, the marking shall indicate the prop- 
er hood for each type of installation. 

(iii) With the name and address of the supplier of the container, or 
with the trade name of the container. 

(iv) With the water capacity of the container in pounds or gallons, 
U.S. standard. 

(v) With the pressure in p.s.i.g., for which the container is designed. 

(vi) With the wording "This container shall not contain a product 
having a vapor pressure in excess of—p.s.i.g. at 100°F," see WAC 
296—24—47509, Table H—31. 

(vii) With the tare weight in pounds or other identified unit of 
weight for containers with a water capacity of 300 pounds or less. 

(viii) With marking indicating the maximum level to which the con- 
tainer may be filled with liquid at temperatures between 20°F and 
130°F, except on containers provided with fixed maximum level indi- 
cators or which are filled by weighing. Markings shall be increments of 
not more than 20°F. This marking may be located on the liquid level 
gaging device. 

(ix) With the outside surface area in square feet. 

(b) Markings specified shall be on a metal nameplate attached to 
the container and located in such a manner as to remain visible after 
the container is installed. 

(c) When LP-gas and one or more other gases are stored or used in 
the same area, the containers shall be marked to identify their content. 
Marking shall be in compliance with American National Standard 
Z48.1-1954, "Method of Marking Portable Compressed Gas Contain- 
ers to Identify the Material Contained." 

(6) Location of containers and regulating equipment. (a) Contain- 
ers, and first stage regulating equipment if used, shall be located out- 
side of buildings, except under one or more of the following: 

(1) In buildings used exclusively for container charging, vaporization 
pressure reduction, gas mixing, gas manufacturing, or distribution. 

(ii) When portable use is necessary and in accordance with WAC 
296-24-47507(5). 

(iii) LP-gas fueled stationary or portable engines in accordance with 
WAC 296-24-47511 (11) or (12). 

(iv) LP-gas fueled industrial trucks used in accordance with WAC 
296-24—47511(13). 

(v) LP-gas fueled vehicles garaged in accordance with WAC 296- 
24-47511(14). 

(vi) Containers awaiting use or resale when stored in accordance 
with WAC 296—-24—47513. 

(b) Each individual container shall be located with respect to the 
nearest important building or group of buildings or line of adjoining 
property which may be built on in accordance with Table H-23. 


TABLE H-23 


Minimum distances 


Water Containers Between 
capacity per above- 
container Under- Above- ground 
ground ground containers 
Less than 
125 gals 10 feet None None. 
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TABLE H-23 


Minimum distances 


Water Containers Between 
capacity per above— 
container Under- Above- ground 
ground ground containers 
125 to 250 
gallons 10 feet 10 feet None. 
251 to 500 
gallons 10 feet 10 feet 3 feet. 
501 to 2,000 
gallons 25 feet? 25 feet? 3 feet. 
2,001 to 30,000 
gallons 50 feet 50 feet 5 feet. 
1/4 of 
30,001 to sum of 
70,000 diame- 
gallons 50 feet 75 feet ters of 
70,001 to adjacent 
90,000 contain- 
gallons 50 feet 100 feet ers. 


‘if the aggregate water capacity of a multi—container installation at a con- 
sumer site is 501 gallons or greater, the minimum distance shall comply with the 
appropriate portion of this table, applying the aggregate capacity rather than the 
capacity per container. If more than one installation is made, each installation 
shall be separated from another installation by at least 25 feet. Do not apply the 
MINIMUM DISTANCES BETWEEN ABOVE-GROUND CONTAINERS 
to such installations. 


2NOTE: The above distance requirements may be reduced to not less than 10 
feet for a single container of 1,200 gallons water capacity or less, providing such 
a container is at least 25 feet from any other LP-gas container of more than 125 
gallons water capacity. 


(c) Containers installed for use shall not be stacked one above the 
other. 

(d) In industrial installations involving containers of 180,000 gallons 
aggregate water capacity or more, where serious mutual exposures be- 
tween the container and adjacent properties prevail, firewalls or other 
means of special protection designed and constructed in accordance 
with good engineering practices are required. 

(e) In the case of buildings devoted exclusively to gas manufacturing 
and distributing operations, the distances required by Table H-23 may 
be reduced provided that in no case shall containers of water capacity 
exceeding 500 gallons be located closer than 10 feet to such gas man- 
ufacturing and distributing buildings. 

(f) Readily ignitible material such as weeds and long dry grass shall 
be removed within 10 feet of any container. 

(g) The minimum separation between liquefied petroleum gas con- 
tainers and flammable liquid tanks shall be 20 feet, and the minimum 
separation between a container and the centerline of the dike shall be 
10 feet. The foregoing provision shall not apply when LP-gas contain- 
ers of 125 gallons or less capacity are installed adjacent to Class III 
flammable liquid tanks of 275 gallons or less capacity. 

(h) Suitable means shall be taken to prevent the accumulation of 
flammable liquids under adjacent liquefied petroleum gas containers, 
such as by diking, diversion curbs, or grading. 

(i) When dikes are used with flammable liquid tanks, no liquefied 
petroleum gas containers shall be located within the diked area. 

(7) Container valves and container accessories. (a) Valves, fittings, 
and accessories connected directly to the container including primary 
shutoff valves, shall have a rated working pressure of at least 250 
p-s.i.g. and shall be of material and design suitable for LP—gas service. 
Cast iron shall not be used for container valves, fittings, and accesso- 
ries. This does not prohibit the use of container valves made of mal- 
leable or nodular iron. 

(b) Connections to containers, except safety relief connections, liq- 
uid level gaging devices, and plugged openings, shall have shutoff 
valves located as close to the container as practicable. 

(c) Excess flow valves, where required shall close automatically at 
the rated flows of vapor or liquid as specified by the manufacturer. The 
connections or line including valves, fittings, etc., being protected by an 
excess flow valve shall have a greater capacity than the rated flow of 
the excess flow valve. 

(d) Liquid level gaging devices which are so constructed that out- 
ward flow of container contents shall not exceed that passed by a No. 
54 drill size opening, need not be equipped with excess flow valves. 
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(e) Openings from container or through fittings attached directly on 
container to which pressure gage connection is made, need not be 
equipped with shutoff or excess flow valves if such openings are re- 
stricted to not larger than No. 54 drill size opening. 

(f) Except as provided in WAC 296—24-47507 (5)(a)(ii), excess 
flow and back pressure check valves where required by this section 
shall be located inside of the container or at a point outside where the 
line enters the container; in the latter case, installation shall be made 
in such manner that any undue strain beyond the excess flow or back 
pressure check valve will not cause breakage between the container 
and such valve. 

(g) Excess flow valves shall be designed with a bypass, not to exceed 
a No. 60 drill size opening to allow equalization of pressures. 

(h) Containers of more than 30 gallons water capacity and less than 
2,000 gallons water capacity, filled on a volumetric basis, and manu- 
factured after December 1, 1963, shall be equipped for filling into the 
vapor space. 

(8) Piping—lIncluding pipe, tubing, and fittings. (a) Pipe, except as 
provided in WAC 296-24-47511 (6)(a) and 296-24—47515 (10)(c) 
shall be wrought iron or steel (black or galvanized), brass, copper, or 
aluminum alloy. Aluminum alloy pipe shall be at least Schedule 40 in 
accordance with the specifications for Aluminum Alloy Pipe, American 
National Standards Institute (AMSI) H38.7-1969 (ASTM, B241 
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TABLE H—24———cont. 


Standard Nominal Nominal wall 
size O.D. thickness (inches) 
(inches) (inches) 
Type K Type L 
1 1/2 1.625 0.072 0.060 
2 2.125 0.083 0.070 


! Based on data in Specification for Seamless Copper Water Tubing, ANSI 
H23.1-1970 (ASTM B-88-69). 


TABLE H-25 


WALL THICKNESS OF ALUMINUM ALLOY TUBING! 


1969), except that the use of alloy 5456 is prohibited and shall be 
suitably marked at each end of each length indicating compliance with 
American National Standard Institute Specifications. Aluminum alloy 
pipe shall be protected against external corrosion when it is in contact 
with dissimilar metals other than galvanized steel, or its location is 
subject to repeated wetting by such liquids as water (except rain wa- 
ter), detergents, sewage, or leaking from other piping, or it passes 
through flooring, plaster, masonry, or insulation. Galvanized sheet steel 
or pipe, galvanized inside and out, may be considered suitable protec- 
tion. The maximum nominal pipe size for aluminum pipe shall be 
three-fourths inch and shall not be used for pressures exceeding 20 
p.s.i.g. Aluminum alloy pipe shall not be installed within 6 inches of 
the ground. 

(i) Vapor piping with operating pressures not exceeding 125 p.s.i.g. 
shall be suitable for a working pressure of at least 125 p.s.i.g. Pipe 
shall be at least Schedule 40 ASTM A-53-69, Grade B Electric Re- 
sistance Welded and Electric Flash Welded Pipe or equal. 

(ii) Vapor piping with operating pressures over 125 p.s.i.g. and ali 
liquid piping shall be suitable for a working pressure of at least 250 
p.si.g. Pipe shall be at least Schedule 80 if joints are threaded or 
threaded and back welded. At least Schedule 40 (ASTM A—53-1969 
Grade B Electric Resistance Welded and Electric Flash Welded Pipe 
or equal) shall be used if joints are welded, or welded and flanged. 

(b) Tubing shall be seamless and of copper, brass, steel, or alumi- 
num alloy. Copper tubing shall be of Type K or L or equivalent as 
covered in the Specification for Seamless Copper Water Tube, ANSI 
H23.1-1970 (ASTM B88-1969). Aluminum alloy tubing shall be of 
Type A or B or equivalent as covered in Specification ASTM B210- 
1968 and shall be suitably marked every 18 inches indicating compli- 
ance with ASTM Specifications. The minimum nominal wall thickness 
of copper tubing and aluminum alloy tubing shall be as specified in 
Table H-24 and Table H-25. 


TABLE H-24 
l 
WALL THICKNESS OF COPPER TUBING 


NOTE: The standard size by which tube is designated is 1/8-inch smaller than 
its nominal outside diameter. 


Standard Nominal Nominal wall 
size O.D. thickness (inches) 
(inches) (inches) 
Type K Type L 
1/4 0.375 0.035 0.030 
3/8 0.500 0.049 0.035 
1/2 0.625 0.049 0.040 
5/8 0.750 0.049 0.042 
3/4 0.875 0.065 0.045 
1 1.125 0.065 0.050 
11/4 1.375 0.065 0.055 
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Outside Nominal wall thickness 

diameter (inches) 

(inches) 

Type A Type B 

3/8 0.035 0.049 
1/2 0.035 0.049 
5/8 0.042 0.049 
3/4 0.049 0.058 


‘Based on data in Standard Specification for Aluminum-Alloy Drawn Seam- 
less Coiled Tubes for Special Purpose Applications, ASTM B210—68. 


Aluminum alloy tubing shall be protected against external corrosion 
when it is in contact with dissimilar metals other than galvanized steel, 
or its location is subject to repeated wetting by liquids such as water 
(except rainwater), detergents, sewage, or leakage from other piping, 
or it passes through flooring, plaster, masonry, or insulation. Galvan- 
ized sheet steel or pipe, galvanized inside and out, may be considered 
suitable protection. The maximum outside diameter for aluminum al- 
loy tubing shall be three-fourths inch and shall not be used for pres- 
sures exceeding 20 p.s.i.g. Aluminum alloy tubing shall not be installed 
within 6 inches of the ground. 

(c) In systems where the gas in liquid form without pressure reduc- 
tion enters the building, only heavy walled seamless brass or copper 
tubing with an internal diameter not greater than three thirty~seconds 
inch, and a wall thickness of not less than three sixty-fourths inch 
shall be used. This requirement shall not apply to research and experi- 
mental laboratories, buildings, or separate fire divisions of buildings 
used exclusively for housing internal combustion engines, and to com- 
mercial gas plants or bulk stations where containers are charged, nor 
to industrial vaporizer buildings, nor to buildings, structures, or equip- 
ment under construction or undergoing major renovation. 

(d) Pipe joints may be screwed, flanged, welded, soldered, or brazed 
with a material having a melting point exceeding 1,000°F. Joints on 
seamless copper, brass, steel, or aluminum alloy gas tubing shall be 
made by means of approved gas tubing fittings, or soldered or brazed 
with a material having a melting point exceeding 1,000° F. 

(e) For operating pressures of 125 p.s.i.g. or less, fittings shall be 
designed for a pressure of at least 125 p.s.i.g. For operating pressures 
above 125 p.s.i.g., fittings shall be designed for a minimum of 250 
p.s.i.g. 

(f) The use of threaded cast iron pipe fittings such as ells, tees, 
crosses, couplings, and unions is prohibited. Aluminum alloy fittings 
shall be used with aluminum alloy pipe and tubing. Insulated fittings 
Shall be used where aluminum alloy pipe or tubing connects with a 
dissimilar metal. 

(g) Strainers, regulators, meters, compressors, pumps, etc., are not 
to be considered as pipe fittings. This does not prohibit the use of mal- 
leable, nodular, or higher strength gray iron for such equipment. 

(h) All materials such as valve seats, packing, gaskets, diaphragms, 
etc., shall be of such quality as to be resistant to the action of liquefied 
petroleum gas under the service conditions to which they are subjected. 

(i) All piping, tubing, or hose shall be tested after assembly and 
proved free from leaks at not less than normal operating pressures. 
After installation, piping and tubing of all domestic and commercial 
systems shall be tested and proved free of leaks using a manometer or 
equivalent device that will indicate a drop in pressure. Test shall not be 
made with a flame. 
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(j) Provision shall be made to compensate for expansion, contrac- 
tion, jarring, and vibration, and for settling. This may be accomplished 
by flexible connections. 

(k) Piping outside buildings may be buried, above ground, or both, 
but shall be well supported and protected against physical damage. 
Where soil conditions warrant, all piping shall be protected against 
corrosion. Where condensation may occur, the piping shall be pitched 
back to the container, or suitable means shall be provided for revapor- 
ization of the condensate. 

(9) Hose specifications. (a) Hose shall be fabricated of materials 
that are resistant to the action of LP-gas in the liquid and vapor 
phases. If wire braid is used for reinforcing the hose, it shall be of cor- 
rosion-resistant material such as stainless steel. 

(b) Hose subject to container pressure shall be marked "LP-gas" or 
"LPG" at not greater than 10—foot intervals. 

(c) Hose subject to container pressure shall be designed for a burst- 
ing pressure of not less than 1,250 p.s.i.g. 

(d) Hose subject to container pressure shall have its correctness as 
to design construction and performance determined by being listed (see 
WAC 296-24-47501(15)). 

(e) Hose connections subject to container pressure shall be capable 
of withstanding, without leakage, a test pressure of not less than 500 
p.s.i.g. 

(f) Hose and hose connections on the low-pressure side of the regu- 
lator or reducing valve shall be designed for a bursting pressure of not 
less than 125 p.s.i.g. or five times the set pressure of the relief devices 
protecting that portion of the system, whichever is higher. 

(g) Hose may be used on the low-pressure side of regulators to con- 
nect to other than domestic and commercial gas appliances under the 
following conditions: 

(i) The appliances connected with hose shall be portable and need a 
flexible connection. 

(ii) For use inside buildings the hose shall be of minimum practical 
length, but shall not exceed 6 feet except as provided in WAC 296-24- 
47507 (5)(a)(vii) and shall not extend from one room to another, nor 
pass through any walls, partitions, ceilings, or floors. Such hose shall 
not be concealed from view or used in a concealed location. For use 
outside of buildings, the hose may exceed this length but shall be kept 
as short as practical. 

(iii) The hose shall be approved and shall not be used where it is 
likely to be subjected to temperatures above 125°F. The hose shall be 
securely connected to the appliance and the use of rubber slip ends 
shall not be permitted. 

(iv) The shutoff valve for an appliance connected by hose shall be in 
the metal pipe or tubing and not at the appliance end of the hose. 
When shutoff valves are installed close to each other, precautions shall 
be taken to prevent operation of the wrong valve. 

(v) Hose used for connecting to wall outlets shall be protected from 
physical damage. 

(10) Safety devices. (a) Every container except those constructed in 
accordance with DOT specifications and every vaporizer (except motor 
fuel vaporizers and except vaporizers described in (11)(b)(iii) of this 
section and WAC 296-24—47509 (4)(e)(i)) whether heated by artifi- 
cial means or not, shall be provided with one or more safety relief 
valves of spring-loaded or equivalent type. These valves shall be ar- 
ranged to afford free vent to the outer air with discharge not less than 
5 feet horizontally away from any opening into the building which is 
below such discharge. The rate of discharge shall be in accordance 
with the requirements of (10)(b) of this section or (10)(c) of this sec- 
tion in the case of vaporizers. 

(b) Minimum required rate of discharge in cubic feet per minute of 
air at 120 percent of the maximum permitted start to discharge pres- 
sure for safety relief valves to be used on containers other than those 
constructed in accordance with DOT specification shall be as follows: 


Surface area Flow rate 
(sq. ft.) CFM air 
20: 0r:lesS.. o aret e SIE doe ret tides 626 
LM". 751 
30,35 Ti PER irda d uud Td tn Ua b red 872 
39. stereo e bb A send ene erbe Me P EI e dere 990 
BO oi reis tags Sates IMEEM OIN NCEAES OAD 1,100 
BS LI Lii DUIS load AREENA iar ee Bla esas 1,220 
SOs Se e cb eek etn Aes God geek Lie sees 1,330 
TEETE OENE SE SIE Secured disce ie 1,430 
60. loce na a E pris eas EE 1,540 
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Surface area Flow rate 
(sq. ft.) CFM air 
E AN aA ee EEES ay EN eR 1,640 
TT E AE E EER NAE d 1,750 
E Wa da uw E EE ILES 1,850 
80 0 aude eese ETC RH A eR alee 1,950 
NN E M a Ronde arcc e aD eee 2,050 
90 2 oc Qu n dada e IRR SM CR ch odi Malas nh 2,150 
 J.ox-———-————OH——UN 2,240 
LODS 7770 1 a e EUN Dé aeos vex VAY RES 2,340 
105... no co ee eine uec a RRO hero Dene 2,440 
DO oae te st nme attend ac nd hae 2,530 
LSet Poe aR yta S Cas a Bae hd 2,630 
Ip) RP -———————— 2,720 
125.3. o sive tien pnt aca rel dans rta RE M e qud wa 2,810 
130 3:0 9 2522 atin Cis rd Ped ue ese uns 2,900 
135 «oeste exe Re DET ODD 2,990 
140-54 o dina pec Eee sie Eo ER E oet 3,080 
14525. so eee aed edet qr ace a RI a tale he 3,170 
150 2 2 dns tes mua Sa teet rede e e De 3,260 
| PUT" 3,350 
160 "cm 3,440 
lOS orte pe p anak AU ERE MK xA E CP EXE 3,530 
17O A a uw ERO CR ORO ee tone RUEDA 3,620 
y 64 956 4 BR Whe CAA REE DUE wee eR OE D 3,700 
poo P————m 3,790 
185. uluya m nee GaSe SP de SN Meee dre 3,880 
[9072.7 u L e pco a Say ROR ee Red Meca ate! 3,960 
DIM" 4,050 
200. 122.6 AR PERDE epa eed Pus end 4,130 
210. RC Rd geo esr house 4,300 
220.5 ds Oe Mere yaq ahi e x Sod ts 4,470 
QE TP m Cee Pee AES Eee Oba a xg e Nc yes 4,630 
240. oa See deg Be Swe gies BAG NE HE CA PEST OS 4,800 
250 cise tee cso, Susupi akal ikan Due ed a 4,960 
260... oe ORE cay ES muq be Bike bed Bok 5,130 
2705 rosa bb ed SERVES PEER IE ROS RSS MS 5,290 
280 4. ee GR Pw Bes Oe eRe Eun CIR Ra A RUE CR IE 5,450 
290. Ls oues cde SEC aed prO p ac ad 5,610 
300: elo Se Edere D EI Te E 5,760 
310. reve eee d test oos eng NOE AS xen 5,920 
320. l u RERO espe ha RI ER d 6,080 
330. maca au E ie titer eb Y pM 6,230 
3402. ode exar Re E UOS EE ORNS GESSERIT E 6,390 
350; 2 einen ehh ey pene ete eh S E Ei TG 6,540 
350. uu Kad cua xul x atur ee Re XR RR 6,690 
SJ T RE RR AERE EE NER a id 6,840 
380. Au ec pe p o AX Uu Res 7,000 
BOO Loves Raw fw ROR ES Rau ORE rd xe PRS 7,150 
dO oe eese eo e LR yuy he aE OD CEES 7,300 
450222. re othe bee eed bed ERN RA PCR GNE 8,040 
SQO ise btts s sire Tee ei a ca u asa 8,760 
L^ Mp PPP TEENS 9,470 
600 esie ETRAS CURE ere np 10,170 
E y ea o Sey a Eee Ee BOR DEAL dea de 10,860 
2005. as Ratio ee ela Sinks tea ied Rees tae 11,550 
750 V Gal uya pk e Sa ee Pia vs aad eet a 12,220 
800. cau RI Seba es eas Cece en SES 12,880 
850... Doe da sae boluses E TAA m en 13,540 
9007.4. eatin deen er ERR te Tra TRUE See 14,190 
50... sire ssn su d eere PIDE ka cs Sine EE 14,830 
1:000 «i ie eit OR bo e alea Dad Tm RES 15,470 
1:050: 1. coo y REIR IHR aree aaa 16,100 
1.100: 3. un oe iw kalah E er 16,720 
13150: 155.2 Ios pdt Fares mau aa hs Kap see 17,350 
1:200: 15 abend eie nee Dade as igi 17,960 
1:250. 5. DRILL wad ech wie eta eed ARES Hs 18,570 
13300: 2: veil sasana aaa a sud Ee 19,180 
1,2350. 5: rd RT VC ere ee nter Ret 19,780 
153400. pez. cay Seach gale DEIR Ee DM re 20,380 
1,450. oie ah ocd See due steed ered addo d area 20,980 
1.500. vascos Weste kw em ee e 21,570 
15550... cust er er Retro e Garand ei qus 22,160 
1:600:7. na II RR ERE 22,740 
1:650. ox et Iph wee ae. etaed EUR IRE 23,320 
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Surface area Flow rate 
(sq. ft.) CFM air 
1:200 tbe REVO eR pets 23,900 
1,2750 54 iue ree meet eR TES 24,470 
14800 lo eub IIR ebd dle ede nme 25,050 
158505 ar RD iouis ater be E eire 25,620 
1:900: Lo Are eb PE e pus b ERREUR ERO 26,180 
35950. eunt RARUS DLP NT d E RETE A E 26,750 
2:000 5 milan pU onere T Qa Xss 27,310 


Surface area — total outside surface area of container in square feet. 


When the surface area is not stamped on the nameplate or when the 
marking is not legible, the area can be calculated by using one of the 
following formulas: 

(1) Cylindrical container with hemispherical heads: 


Area Overall length x outside diameter x 3.1416. 


(2) Cylindrical container with other than hemispherical heads: 


Area (Overall length + 0.3 outside diameter) x outside di- 


ameter x 3.1416. 


NOTE: This formula is not exact, but will give results within the limits of 
practical accuracy for the sole purpose of sizing relief valves. 


(3) Spherical container: 


Area = Outside diameter squared x 3.1416. 


Flow rate-CFM air = Required flow capacity in cubic feet per min- 
ute of air at standard conditions, 60°F and atmospheric pressure (14.7 
p.s.i.a.). 

The rate of discharge may be interpolated for intermediate values of 
surface area. For containers with total outside surface area greater 
than 2,000 square feet, the required flow rate can be calculate [calcu- 
os using the formula, flow rate-CFM air = 53.632 A99". 


= Total outside surface area of the container in square feet. 


Valves not marked "air" have flow rate marking in cubic feet per 
minute of liquefied petroleum gas. These can be converted to ratings in 
cubic feet per minute of air by multiplying the liquefied petroleum gas 
ratings by factors listed below. Air flow ratings can be converted to 
ratings in cubic feet per minute of liquefied petroleum gas by dividing 
the air ratings by the factors listed below. 


AIR CONVERSION FACTORS 


Container 

TYPO osi ees mh 100 125 150 175 200 
Air 

conversion 

factor ............ 1.162 1.142 1.113 1.078 1.010 


(c) Minimum required rate of discharge for safety relief valves for 
liquefied petroleum gas vaporizers (steam heated, water heated, and 
direct fired). 

The minimum required rate of discharge for safety relief valves shall 
be determined as follows: 

(i) Obtain the total surface area by adding the surface area of va- 
porizer shell in square feet directly in contact with LP—gas and the 
heat exchanged surface area in square feet directly in contact with 
LP-gas. 

(ii) Obtain the minimum required rate of discharge in cubic feet of 
air per minute, at 60°F and 14.7 p.s.i.a. from (10)(b) of this section, 
for this total surface area. 

(d) Container and vaporizer safety relief valves shall be set to start— 
to-discharge, with relation to the design pressure of the container, in 
accordance with Table H-26. 
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TABLE H-26 
Containers Minimum Maximum 
(percent) (percent) 
ASME Code; Par. U-68, 
U-69— 1949 and earlier 
editions .............. 110 !125 
ASME Code; Par. U-200, 
U-201—1949 edition ... 88 "100 
ASME Code—1950, 1952, 
1956, 1959, 1962, 1965 
and 1968 (Division I) ed- 
itions 25 ks ee eee oe ee 88 "100 
API—ASME . Code—all 
editions .............. 88 1100 


DOT—As prescribed in 
49 CFR Chapter I 


! Manufacturers of safety relief valves are allowed a plus tolerance not exceed- 
ing 10 percent of the set pressure marked on the valve. 


(e) Safety relief devices used with systems employing containers 
other than those constructed according to DOT specifications shall be 
SO constructed as to discharge at not less than the rates shown in 
(10)(b) of this section, before the pressure is in excess of 120 percent 
of the maximum (not including the 10 percent referred to in (10)(d) of 
this section) permitted start to discharge pressure setting of the device. 

(f) In certain locations sufficiently sustained high temperatures pre- 
vail which require the use of a lower vapor pressure product to be 
stored or the use of a higher designed pressure vessel in order to pre- 
vent the safety valves opening as the result of these temperatures. As 
an alternative the tanks may be protected by cooling devices such as by 
spraying, by shading, or other effective means. 

(g) Safety relief valves shall be arranged so that the possibility of 
tampering will be minimized. If pressure setting or adjustment is ex- 
ternal, the relief valves shall be provided with approved means for 
sealing adjustment. 

(h) Shutoff valves shall not be installed between the safety relief de- 
vices and the container, or the equipment or piping to which the safety 
relief device is connected except that a shutoff valve may be used 
where the arrangement of this valve is such that full required capacity 
flow through the safety relief device is always afforded. 

(i) Safety relief valves shall have direct communication with the va- 
por space of the container at all times. 

() Each container safety relief valve used with systems covered by 
WAC 296-24—47509, 296-24-47511, 296-24-47515 and 296-24- 
47517, except as provided in WAC 296—24-47511 (3)(c) shall be 
plainly and permanently marked with the following: "Container type" 
of the pressure vessel on which the valve is designed to be installed; the 
pressure in p.s.i.g. at which the valve is set to discharge; the actual rate 
of discharge of the valve in cubic feet per minute of air at 60?F and 
14.7 p.s.i.a.; and the manufacturer's name and catalog number, for ex- 
ample: T200-250—4050 AlIR—indicating that the valve is suitable for 
use on a Type 200 container, that it is set to start to discharge at 250 
p-s.i.g.; and that its rate of discharge is 4,050 cubic feet per minute of 
air as determined in (10)(b) of this section. 

(k) Safety relief valve assemblies, including their connections, shall 
be of sufficient size so as to provide the rate of flow required for the 
container on which they are installed. 

(1) A hydrostatic relief valve shall be installed between each pair of 
shutoff valves on liquefied petroleum gas liquid piping so as to relieve 
into a safe atmosphere. The start-to-discharge pressure setting of such 
relief valves shall not be in excess of 500 p.s.i.g. The minimum setting 
on relief valves installed in piping connected to other than DOT con- 
tainers shall not be lower than 140 percent of the container relief valve 
setting and in piping connected to DOT containers not lower than 400 
p.s.i.g. Such a relief valve should not be installed in the pump dis- 
charge piping if the same protection can be provided by installing the 
relief valve in the suction piping. The start-to-discharge pressure set- 
ting of such a relief valve, if installed on the discharge side of a pump, 
shall be greater than the maximum pressure permitted by the recircu- 
lation device in the system. 

(m) The discharge from any safety relief device shall not terminate 
in or beneath any building, except relief devices covered by (6)(a)(i) to 
(vi) of this section, or WAC 296-24-47507 (4)(a) or (5). 
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(n) Container safety relief devices and regulator relief vents shall be 
located not less than five feet in any direction from air openings into 
sealed combustion system appliances or mechanical ventilation air 
intakes. 

(11) Vaporizer and housing. (a) Indirect fired vaporizers utilizing 
steam, water, or other heating medium shall be constructed and in- 
stalled as follows: 

(i) Vaporizers shall be constructed in accordance with the require- 
ments of (3)(a) to (c) of this section and shall be permanently marked 
as follows: 

(A) With the code marking signifying the specifications to which the 
vaporizer is constructed. 

(B) With the allowable working pressure and temperature for which 
the vaporizer is designed. 

(C) With the sum of the outside surface area and the inside heat 
exchange surface area expressed in square feet. 

(D) With the name or symbol of the manufacturer. 

(ii) Vaporizers having an inside diameter of 6 inches or less exempt- 
ed by the ASME Unfired Pressure Vessel Code, Section VIII of the 
ASME Boiler and Pressure Vessel Code—1968 shall have a design 
pressure not less than 250 p.s.i.g. and need not be permanently 
marked. 

(iii) Heating or cooling coils shall not be installed inside a storage 
container. 

(iv) Vaporizers may be installed in buildings, rooms, sheds, or lean- 
tos used exclusively for gas manufacturing or distribution, or in other 
structures of light, noncombustible construction or equivalent, well 
ventilated near the floor line and roof. 

When vaporizing and/or mixing equipment is located in a structure 
or building not used exclusively for gas manufacturing or distribution, 
either attached to or within such a building, such structure or room 
shall be separated from the remainder of the building by a wall de- 
signed to withstand a static pressure of at least 100 pounds per square 
foot. This wall shall have no openings or pipe or conduit passing 
through it. Such structure or room shall be provided with adequate 
ventilation and shall have a roof or at least one exterior wall of light- 
weight construction. 

(v) Vaporizers shall have, at or near the discharge, a safety relief 
valve providing an effective rate of discharge in accordance with 
(10)(c) of this section, except as provided in WAC 296-24-47509 
(4)(e)(i). 

(vi) The heating medium lines into and leaving the vaporizer shall 
be provided with suitable means for preventing the flow of gas into the 
heat systems in the event of tube rupture in the vaporizer. Vaporizers 
shall be provided with suitable automatic means to prevent liquid 
passing through the vaporizers to the gas discharge piping. 

(vii) The device that supplies the necessary heat for producing 
steam, hot water, or other heating medium may be installed in a 
building, compartment, room, or lean-to which shall be ventilated near 
the floorline and roof to the outside. The device location shall be sepa- 
rated from all compartments or rooms containing liquefied petroleum 
gas vaporizers, pumps, and central gas mixing devices by a wall de- 
signed to withstand a static pressure of at least 100 pounds per square 
foot. This wall shall have no openings or pipes or conduit passing 
through it. This requirement does not apply to the domestic water 
heaters which may supply heat for a vaporizer in a domestic system. 

(viii) Gas-fired heating systems supplying heat exclusively for va- 
porization purposes shall be equipped with automatic safety devices to 
shut off the flow of gas to main burners, if the pilot light should fail. 

(ix) Vaporizers may be an integral part of a fuel storage container 
directly connected to the liquid section or gas section or both. 

(x) Vaporizers shall not be equipped with fusible plugs. 

(xi) Vaporizer houses shall not have unprotected drains to sewers or 
sump pits. 

(b) Atmospheric vaporizers employing heat from the ground or sur- 
rounding air shall be installed as follows: 

(i) Buried underground, or 

(ii) Located inside the building close to a point at which pipe enters 
the building provided the capacity of the unit does not exceed 1 quart. 

(iii) Vaporizers of less than 1 quart capacity heated by the ground 
or surrounding air, need not be equipped with safety relief valves pro- 
vided that adequate tests demonstrate that the assembly is safe without 
safety relief valves. 

(c) Direct gas-fired vaporizers shall be constructed, marked, and in- 
stalled as follows: 

(i) In accordance with the requirements of the American Society of 
Mechanical Engineers Boiler and Pressure Vessel Code—1968 that are 


[96] 


Washington State Register, Issue 85-05 


applicable to the maximum working conditions for which the vaporizer 
is designed. 

(ii) With the name of the manufacturer; rated BTU input to the 
burner; the area of the heat exchange surface in square feet; the out- 
side surface of the vaporizer in square feet; and the maximum vapor- 
izing capacity in gallons per hour. 

(iii) Vaporizers may be connected to the liquid section or the gas 
section of the storage container, or both; but in any case there shall be 
at the container a manually operated valve in each connection to per- 
mit completely shutting off when desired, of all flow of gas or liquid 
from container to vaporizer. 

(iv) Vaporizers with capacity not exceeding 35 gallons per hour shall 
be located at least 5 feet from container shutoff valves. Vaporizers 
having capacity of more than 35 gallons but not exceeding 100 gallons 
per hour shall be located at least 10 feet from the container shutoff 
valves. Vaporizers having a capacity greater than 100 gallons per hour 
shall be located at least 15 feet from container shutoff valves. 

(v) Vaporizers may be installed in buildings, rooms, housings, sheds, 
or lean—tos used exclusively for vaporizing or mixing of liquefied pe- 
troleum gas. Vaporizing housing structures shall be of noncombustible 
construction, well ventilated near the floorline and the highest point of 
the roof. When vaporizer and/or mixing equipment is located in a 
structure or room attached to or within a building, such structure or 
room shall be separated from the remainder of the building by a wall 
designed to withstand a static pressure of at least 100 pounds per 
square foot. This wall shall have no openings or pipes or conduit pass- 
ing through it. Such structure or room shall be provided with adequate 
ventilation, and shall have a roof or at least one exterior wall of light- 
weight construction. 

(vi) Vaporizers shall have at or near the discharge, a safety relief 
valve providing an effective rate of discharge in accordance with 
(10)(c) of this section. The relief valve shall be so located as not to be 
subjected to temperatures in excess of 140?F. 

(vii) Vaporizers shall be provided with suitable automatic means to 
prevent liquid passing from the vaporizer to the gas discharge piping of 
the vaporizer. 

(viii) Vaporizers shall be provided with means for manually turning 
off the gas to the main burner and pilot. 

(ix) Vaporizers shall be equipped with automatic safety devices to 
shut off the flow of gas to main burners if the pilot light should fail. 
When the flow through the pilot exceeds 2,000 B.T.U. per hour, the 
pilot also shall be equipped with an automatic safety device to shut off 
the flow of gas to the pilot should the pilot flame be extinguished. 

(x) Pressure regulating and pressure reducing equipment if located 
within 10 feet of a direct fired vaporizer shall be separated from the 
open flame by a substantially airtight noncombustible partition or 
partitions. 

(xi) Except as provided in (11)(c)(v), of this section, the following 
minimum distances shall be maintained between direct fired vaporizers 
and the nearest important building or group of buildings or line of ad- 
joining property which may be built upon: 

Ten feet for vaporizers having a capacity of 15 gallons per hour or 
less vaporizing capacity. 

Twenty-five feet for vaporizers having a vaporizing capacity of 16 to 
100 gallons per hour. 

Fifty feet for vaporizers having a vaporizing capacity exceeding 100 
gallons per hour. 

(xii) Direct fired vaporizers shall not raise the product pressure 
above the design pressure of the vaporizer equipment nor shall they 
raise the product pressure within the storage container above the pres- 
sure shown in the second column of Table H—31. (See WAC 296-24- 
47509.) 

(xiii) Vaporizers shall not be provided with fusible plugs. 

(xiv) Vaporizers shall not have unprotected drains to sewers or sump 
pits. 

(d) Direct gas-fired tank heaters, shall be constructed and installed 
as follows: 

(i) Direct gas-fired tank heaters, and tanks to which they are ap- 
plied, shall only be installed above ground. 

(ii) Tank heaters shall be permanently marked with the name of the 
manufacturer, the rated B.T.U. input to the burner, and the maximum 
vaporizing capacity in gallons per hour. 


NOTE: Tank heaters may be an integral part of a fuel storage container di- 
rectly connected to the container liquid section, or vapor section, or 
both. 


(iii) Tank heaters shall be provided with a means for manually 
turning off the gas to the main burner and pilot. 
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(iv) Tank heaters shall be equipped with an automatic safety device 
to shut off the flow of gas to main burners, if the pilot light should fail. 
When flow through pilot exceeds 2,000 B.T.U. per hour, the pilot also 
shall be equipped with an automatic safety device to shut off the flow 
of gas to the pilot should the pilot flame be extinguished. 

(v) Pressure regulating and pressure reducing equipment if located 
within 10 feet of a direct fired tank heater shall be separated from the 
open flame by a substantially airtight noncombustible partition. 

(vi) The following minimum distances shall be maintained between 
a storage tank heated by a direct fired tank heater and the nearest im- 
portant building or group of buildings or line of adjoining property 
which may be built upon: 

Ten feet for storage containers of less than 500 gallons water 


capacity. 

Twenty-five feet for storage containers of 500 to 1,200 gallons water 
capacity. 

Fifty feet for storage containers of over 1,200 gallons water 
capacity. 


(vii) No direct fired tank heater shall raise the product pressure 
within the storage container over 75 percent of the pressure set out in 
the second column of Table H-31. (See WAC 296-24—47509.) 

(e) The vaporizer section of vaporizer-burners used for dehydrators 
or dryers shall be located outside of buildings; they shall be construct- 
ed and installed as follows: 

(i) Vaporizer-burners shall have a minimum design pressure of 250 
p.s.i.g. with a factor of safety of five. 

(ü) Manually operated positive shutoff valves shall be located at the 
containers to shut off all flow to the vaporizer-burners. 

(iii) Minimum distances between storage containers and vaporizer- 
burners shall be as follows: 


Water capacity Minimum 
per container distances 
(gallons) (feet) 
bess than SOT Suyu este hes uyawan a METTE ESSE 10 
SUBVAL ME 25 
Over 2.000... rlw vr asus od RAE RR TET 50 


(iv) The vaporizer section of vaporizer-burners shall be protected by 
a hydrostatic relief valve. The relief valve shall be located so as not to 
be subjected to temperatures in excess of 140°F. The start-to-dis- 
charge pressure setting shall be such as to protect the components in- 
volved, but not less than 250 p.s.i.g. The discharge shall be directed 
upward and away from component parts of the equipment and away 
from operating personnel. 

(v) Vaporizer-burners shall be provided with means for manually 
turning off the gas to the main burner and pilot. 

(vi) Vaporizer-burners shall be equipped with automatic safety de- 
vices to shut off the flow of gas to the main burner and pilot in the 
event the pilot is extinguished. 

(vii) Pressure regulating and control equipment shall be located or 
protected so that the temperatures surrounding this equipment shall 
not exceed 140°F except that equipment components may be used at 
higher temperatures if designed to withstand such temperatures. 

(viii) Pressure regulating and control equipment when located 
downstream of the vaporizer shall be designed to withstand the maxi- 
mum discharge temperature of the vapor. 

(ix) The vaporizer section of vaporizer-burners shall not be provided 
with fusible plugs. 

(x) Vaporizer coils or jackets shall be made of ferrous metal or high 
temperature alloys. 

(xi) Equipment utilizing vaporizer-burners shall be equipped with 
automatic shutoff devices upstream and downstream of the vaporizer 
section connected so as to operate in the event of excessive tempera- 
ture, flame failure, and, if applicable, insufficient airflow. 

(12) Filling densities. (a) The "filling density" is defined as the per- 
cent ratio of the weight of the gas in a container to the weight of water 
the container will hold at 60°F. All containers shall be filled according 
to the filling densities shown in Table H—27. 
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TABLE H-27 


MAXIMUM PERMITTED FILLING DENSITY 


Above ground 


containers 
0 to Over 
1,200 1,200 
U.S. US. 
gals. gals. Under- 
(1,000 (1,000 ground 
Specific imp. gal. imp. gals contain- 
gravity 4,550 4,550 ers, all 
at 60°F liters) liters) capaci- 
(15.6°C) total total ties 
water water 
cap. cap. 
Percent Percent Percent 
0.496—0.503 41 44 45 
-504—.510 42 45 46 
.511-.519 43 46 47 
.520-.527 44 47 48 
.528-.536 45 48 49 
.537-.544 46 49 50 
.545-.552 47 50 51 
-553-.560 48 51 52 
.561—-.568 49 52 53 
.569-.576 50 53 54 
.577—.584 51 54 55 
.585—-.592 52 55 56 
.593—.600 53 56 57 


(b) Except as provided in (12)(c) of this section, any container in- 
cluding mobile cargo tanks and portable tank containers regardless of 
Size or construction, shipped under DOT jurisdiction or constructed in 
accordance with 49 CFR Chapter | Specifications shall be charged ac- 
cording to 49 CFR Chapter I requirements. 

(c) Portable containers not subject to DOT jurisdiction (such as, but 
not limited to, motor fuel containers on industrial and lift trucks, and 
farm tractors covered in (5) of this section, or containers recharged at 
the installation) may be filled either by weight, or by volume using a 
fixed length dip tube gaging device. 

(13) LP-gas in buildings. (a) Vapor shall be pipcd into buildings at 
pressures in excess of 20 p.s.i.g. only if the buildings or separate areas 
thereof, (i) are constructed in accordance with this section; (ii) are 
used exclusively to house equipment for vaporization, pressure reduc- 
tion, gas mixing, gas manufacturing, or distribution, or to house inter- 
nal combustion engines, industrial processes, research and 
experimental laboratories, or equipment and processes using such gas 
and having similar hazard; (iii) buildings, structures, or equipment un- ` 
der construction or undergoing major renovation. 

(b) Liquid may be permitted in buildings as follows: 

(i) Buildings, or separate areas of buildings, used exclusively to 
house equipment for vaporization, pressure reduction, gas mixing, gas 
manufacturing, or distribution, or to house internal combustion en- 
gines, industrial processes, research and experimental laboratories, or 
equipment and processes using such gas and having similar hazard; 
and when such buildings, or separate areas thereof are constructed in 
accordance with this section. 

(ii) Buildings, structures, or equipment under construction or under- 
Boing major renovation provided the temporary piping meets the fol- 
lowing conditions: 

(A) Liquid piping inside the building shall conform to the require- 
ments of (8) of this section, and shall not exceed three-fourths iron 
pipe size. Copper tubing with an outside diameter of three-fourths 
inch or less may be used provided it conforms to Type K of Specifica- 
tions for Seamless Water Tube, ANSI H23.1-1970 (ASTM B88- 
1969) (see WAC 296-24-47505 Table H-24). All such piping shall be 
protected against construction hazards. Liquid piping inside buildings 
Shall be kept to a minimum. Such piping shall be securely fastened to 
walls or other surfaces so as to provide adequate protection from 
breakage and so located as to subject the liquid line to lowest ambient 
temperatures. 

(B) A shutoff valve shall be installed in each intermediate branch 
line where it takes off the main line and shall be readily accessible. A 
shutoff valve shall also be placed at the appliance end of the interme- 
diate branch line. Such shutoff valve shall be upstream of any flexible 
connector used with the appliance. 
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(C) Suitable excess flow valves shall be installed in the container 
outlet line supplying liquid LP-gas to the building. A suitable excess 
flow valve shall be installed immediately downstream of each shutoff 
valve. Suitable excess flow valves shall be installed where piping size is 
reduced and shall be sized for the reduced size piping. 

(D) Hydrostatic relief valves shall be installed in accordance with 
(10)(1) of this section. 

(E) The use of hose to carry liquid between the container and the 
building or at any point in the liquid line, except at the appliance con- 
nector, shall be prohibited. 

(F) Where flexible connectors are necessary for appliance installa- 
tion, such connectors shall be as short as practicable and shall comply 
with (8)(b) or (9) of this section. 

(G) Release of fuel when any section of piping or appliances is dis- 
connected shall be minimized by either of the following methods: 

(aa) Using an approved automatic quick-closing coupling (a type 
closing in both directions when coupled in the fuel line), or 

(bb) Closing the valve nearest to the appliance and allowing the ap- 
pliance to operate until the fuel in the line is consumed. 

(cc) Portable containers shall not be taken into buildings except as 
provided in (6)(a) of this section. 

(14) Transfer of Liquids. The employer shall assure that (a) at least 
one attendant shall remain close to the transfer connection from the 
time the connections are first made until they are finally disconnected, 
during the transfer of the product. 


(b) Containers shall be filled or used only upon authorization of the 


owner. 

(c) Containers manufactured in accordance with specifications of 49 
CFR Part 178 and authorized by 49 CFR Chapter 1 as a "single trip" 
or "nonrefillable container" shall not be refilled or reused in LP-gas 
service. 

(d) Gas or liquid shall not be vented to the atmosphere to assist in 
transferring contents of one container to another, except as provided in 
WAC 296-24-47511 (5)(d) and except that this shall not preclude the 
use of listed pump utilizing LP-gas in the vapor phase as a source of 
energy and venting such gas to the atmosphere at a rate not to exceed 
that from a No. 31 drill size opening and provided that such venting 
and liquid transfer shall be located not less than 50 feet from the 
nearest important building. 

(e) Filling of fuel containers for industrial trucks or motor vehicles 
from industrial bulk storage containers shall be performed not less 
than 10 feet from the nearest important masonry-walled building or 
not less than 25 feet from the nearest important building or other con- 
struction and, in any event, not less than 25 feet from any building 
opening. 

(f) Filling of portable containers, containers mounted on skids, fuel 
containers on farm tractors, or similar applications, from storage con- 
tainers used in domestic or commercial service, shall be performed not 
less than 50 feet from the nearest important building. 

(g) The filling connection and the vent from the liquid level gages in 
containers, filled at point of installation, shall not be less than 10 feet 
in any direction from air openings into sealed combustion system ap- 
pliances or mechanical ventilation air intakes. 

(h) Fuel supply containers shall be gaged and charged only in the 
open air or in buildings especially provided for that purpose. 

(i) The maximum vapor pressure of the product at 100°F which 
may be transferred into a container shall be in accordance with WAC 
296-24-47509(2) and 296—24—47511(3). (For DOT containers use 
DOT requirements.) 

(j) Marketers and users shall exercise precaution to assure that only 
those gases for which the system is designed, examined, and listed, are 
employed in its operation, particularly with regard to pressures. 

(k) Pumps or compressors shall be designed for use with LP-gas. 
When compressors are used they shall normally take suction from the 
vapor space of the container being filled and discharge to the vapor 
space of the container being emptied. 

(1) Pumping systems, when equipped with a positive displacement 
pump, shall include a recirculating device which shall limit the differ- 
ential pressure on the pump under normal operating conditions to the 
maximum differential pressure rating of the pump. The discharge of 
the pumping system shall be protected so that pressure does not exceed 
350 p.s.i.g. If a recirculation system discharges into the supply tank 
and contains a manual shutoff valve, an adequate secondary safety re- 
circulation system shall be incorporated which shall have no means of 
rendering it inoperative. Manual shutoff valves in recirculation systems 
shall be kept open except during an emergency or when repairs are be- 
ing made to the system. 
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(m) When necessary, unloading piping or hoses shall be provided 
with suitable bleeder valves for relieving pressure before disconnection. 

(n) Agricultural air moving equipment, including crop dryers, shall 
be shut down when supply containers are being filled unless the air in- 
takes and sources of ignition on the equipment are located 50 feet or 
more from the container. 

(o) Agricultural equipment employing open flames or equipment 
with integral containers, such as flame cultivators, weed burners, and, 
in addition, tractors, shall be shut down during refueling. 

(15) Tank car or transport truck loading or unloading points and 
operations. (a) The track of tank car siding shall be relatively level. 

(b) A "tank car connected" sign, as covered by DOT rules, shall be 
installed at the active end or ends of the siding while the tank car is 
connected. 

(c) While cars are on side track for loading or unloading, the wheels 
at both ends shall be blocked on the rails. 

(d) The employer shall insure that an employee is in attendance at 
all times while the tank car, cars, or trucks are being loaded or 
unloaded. 

(e) A backflow check valve, excess-flow valve, or a shutoff valve 
with means of remote closing, to protect against uncontrolled discharge 
of LP-gas from storage tank piping shall be installed close to the point 
where the liquid piping and hose or swing joint pipe is connected. 

(f) Except as provided in (15)(g) of this section, when the size (di- 
ameter) of the loading or unloading hoses and/or piping is reduced 
below the size of the tank car or transport truck loading or unloading 
connections, the adaptors to which lines are attached shall be equipped 
with either a backflow check valve, a properly sized excess flow valve, 
or shutoff valve with means of remote closing, to protect against un- 
controlled discharge from the tank car or transport truck. 

(g) The requirement of (15)(f) of this section shall not apply if the 
tank car or transport is equipped with a quick-closing internal valve 
that can be remotely closed. 

(h) The tank car or transport truck loading or unloading point shall 
be located with due consideration to the following: 

(i) Proximity to railroads and highway traffic. 

(ii) The distance of such unloading or loading point from adjacent 
property. 

(iii) With respect to buildings on installer's property. 

(iv) Nature of occupancy. 

(v) Topography. 

(vi) Type of construction of buildings. 

(vii) Number of tank cars or transport trucks that may be safely 
loaded or unloaded at one time. 

(viii) Frequency of loading or unloading. 

(i) Where practical, the distance of the unloading or loading point 
shall conform to the distances in (6)(b) of this section. 

(16) Instructions. Personnel performing installation, removal, opera- 
tion, and maintenance work shall be properly trained in such function. 

(17) Electrical equipment and other sources of ignition. (a) Electri- 
cal equipment and wiring shall be of a type specified by and shall be 
installed in accordance with WAC ((296—24—950—2nd—296-24—-955)) 
296-24—956, for ordinary locations except that fixed electrical equip- 
ment in classified areas shall comply with (18) of this section. 

(b) Open flames or other sources of ignition shall not be permitted 
in vaporizer rooms (except those housing direct-fired vaporizers), 
pumphouses, container charging rooms or other similar locations. Di- 
rect-fired vaporizers shall not be permitted in pumphouses or container 
charging rooms. 


NOTE: Liquefied petroleum gas storage containers do not require lightning 
protection. Since liquefied petroleum gas is contained in a closed sys- 
tem of piping and equipment, the system need not be electrically con- 
ductive or electrically bonded for protection against static electricity 
(see NFPA No. 77-1972-1973, Recommended Practice for Static 
Electricity). 


(c) Open flames (except as provided for in (17)(b) of this section), 


‘cutting or welding, portable electric tools, and extension lights capable 
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of igniting LP-gas, shall not be permitted within classified areas speci- 
fied in Table H—28 (see WAC 296-24—47505) unless the LP-gas fa- 
cilities have been freed of all liquid and vapor, or special precautions 
observed under carefully controlled conditions. 

(18) Fixed electrical equipment in classified areas. Fixed electrical 
equipment and wiring installed within classified areas shall comply 
with Table H-28 (see WAC 296—24—47505) and shall be installed in 
accordance with WAC ((296—24—950-2nd-296—24—955)) 296—24—956. 
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This provision does not apply to fixed electrical equipment at residen- TABLE H-28 
tial or commercial installations of LP-gas systems or to systems cov- 
ered by WAC 296-24-47511 or 296-24-47515. . Equipment shall 
(19) Liquid-level gaging device. (a) Each container manufactured be suitable for 
after December 31, 1965, and filled on a volumetric basis shall be Part Location Extent of National 
equipped with a fixed liquid-level gage to indicate the maximum per- classified area Electrical 
mitted filling level as provided in (19)(e) of this section. Each contain- Code, Class, 1, 
er manufactured after December 31, 1969, shall have permanently Group D 
attached to the container adjacent to the fixed level gage a marking 
showing the percentage full that will be shown by that gage. When a D Relief valve Within direct path Division 1. 
variable liquid-level gage is also provided, the fixed liquid-level gage discharge other of discharge. NOTE—Fixed 
will also serve as a means for checking the variable gage. These gages than those on DOT electrical 
shall be used in charging containers as required in (12) of this section. cylinders. equipment 
(b) All variable gaging devices shall be arranged so that the maxi- should 
mum liquid level for butane, for a 50-50 mixture of butane and pro- preferably 
pane, and for propane, to which the container may be charged is i 
readily determinable. The markings indicating the various liquid levels Within $ feet in es seda 
from empty to full shall be on the system nameplate or gaging device all directions from 
w. part pay be on the system nameplate and pari m the gaging AGAR point of discharge. 
ials of magnetic or rotary gages shall show whether they are for cy- Án 
lindrical or spherical containers and whether for aboveground or un- sesh Ad Division’: 
derground service. The dials of gages intended for use only on all directions from 
aboveground containers of over 1,200 gallons water capacity shall be point of discharge 
so marked. except within the 
(c) Gaging devices that require bleeding of the product to the at- direct path of 
mosphere, such as the rotary tube, fixed tube, and slip tube, shall be discharge. 
designed so that the bleed valve maximum opening is not larger than a E Pumps, ps slip 
No. 54 drill size, unless provided with excess flow valve. Lond iN 
rete Gaging devices shall have a design working pressure of at least Bude fired. 
p.s.i.g. $ 
(e) Length of tube or position of fixed liquid-level gage shall be de- Indoors without . NAE 
signed to indicate the maximum level to which the container may be Ventilatión pie room and any Division- 
filled for the product contained. This level shall be based on the volume Separated by. nor 
of the product at 40°F at its maximum permitted filling density for gastight partition. 
aboveground containers and at 50°F for underground containers. The r SAS 
employer shall calculate the filling point for which the fixed liquid level pos Ee ES 
gage shall be designed according to the method in this subsection. af any exterior 
TABLE H-28 wall or roof that 
is not vaportight 
or within 15 feet 
Equipment shall of any exterior 
be suitable for opening. 
Part Location Extent of National Indoors with Entire room and any Division 2. 
classified area Electrical adequate adjacent room not 
Code, Class, 1, ventilation. separated by a 
Group D gastight partition. 
Outdoors in open Within 15 feet n Division 2. 
air at or all directions from 
A Storage containers Within 15 feet in Division 2. abovegrade. this equipment and 
other than DOT all directions from within the 
cylinders. connections, except cylindrical volume 
connections between the 
otherwise covered horizontal equator 
in Table H-28. of the sphere and 
B Tank vehicle and Within 5 feet in Division 1. grade. See Figure 
tank car loading all directions from H-1. 
and unloading. connections F Service station Entire space within Division 1. 
regularly made or dispensing dispenser enclosure, 
disconnected for units. and 18 inches 
product transfer. horizontally from 
Beyond 5 feet but Division 2. Se MEAN 
within 15 feet in 4 ft. above 
all directions from dispenser base. 
à point where Entire pit or open 
segun made d space beneath 
reguiarty made or : 
disconnected and dipenser: 
within the Up to 18 inches Division 2. 
cylindrical volume abovegrade within 
between the 20 ft. horizontally 
horizontal equator from any edge of 
of the sphere and enclosure. 
grade. (See I 
Figure H-1.) NOTE: For pits 
C Gage vent openings Within 5 feet in Division 1. within this area, 
other than those all directions from see Part F of this 
on DOT cylinders. point of discharge. table. 
Beyond 5 feet but Division 2. 


within 15 feet in 
all directions from 
point of discharge. 
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TABLE H-28 
Equipment shall 
be suitable for 
Part Location Extent of National 
classified area Electrical 


Code, Class, l, 


Group D 
G  Pits or trenches 
containing or 
located beneath 
LP-gas valves, 
pumps, compressors, 
regulators, and 
similar equipment. 
Without mechanical Entire pit or trench Division 1. 
ventilation. 
Entire room and any Division 2. 
adjacent room not 
separated by a 
gastight partition. 
Within 15 feet in Division 2. 
all directions from 
pit or trench when 
located outdoors. 
With adequate Entire pit or trench Division 2. 
mechanical 
ventilation. 
Entire room and any Division 2. 
adjacent room not 
separated by a 
gastight partition. 
Within 15 feet in Division 2. 
all directions from 
pit or trench when 
located outdoors. 
H Special buildings Entire room Division 2. 
or rooms for 
storage of portable 
containers. 
I Pipelines and Within 5 ft. in all Division 1. 
connections directions from 
containing point of discharge. 
operational bleeds, 
drips, vents or 
drains. 
Beyond 5 ft. from 
point of discharge, 
same as Part E of 
this table. 
J Container filling: 
Indoors without Entire room Division 1. 
ventilation. 
Indoors with Within 5 feet in Division l. 
adequate all directions from 
ventilation. connections 
regularly made or 
disconnected for 
product transfer. 
Beyond 5 feet and Division 2. 
entire room 
Outdoors in open air Within 5 feet in Division 1. 
all directions from 
connections 
regularly made or 
disconnected for 
product transfer. 
Beyond 5 feet but Division 2. 


within 15 feet in 
all directions from 
a point where 
connections are 
regularly made or 
disconnected and 
within the 
cylindrical volume 
between the 
horizontal equator 
of the sphere and 
grade (See Fig. H-1.) 
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The classified area shall not extend beyond an unpierced wall, roof, or solid va- 
pottight partition. 

See chapter 296-46 WAC, and WAC ((296-24—950-and-296-24—955)) 296— 
24-956. 

When classifying extent of hazardous area, consideration shall be given to 
possible variations in the spotting of tank cars and tank vehicles at the unloading 
points and the effect these variations of actual spotting point may have on the 
point of connection. : 

Ventilation, either natural or mechanical, is considered adequate when the 
concentration of the gas in a gas-air mixture does not exceed 25 percent of the 
lower flammable limit under normal operating conditions. 
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Figure H-1 


NOTE: lt is impossible to set out in a table the length of a fixed dip tube for 
various capacity tanks because of the varying tank diameters and 
lengths and because the tank may be installed either in a vertical or 
horizontal position. Knowing the maximum permitted filling volume in 
gallons, however, the length of the fixed tube can be determined by the 
use of a strapping table obtained from the container manufacturer. The 
length of the fixed tube should be such that when its lower end touches 
the surface of the liquid in the container, the contents of the container 
will be the maximum permitted volume as determined by the following 
formula: 


Water capacity (gals.) 
of container* x filling 


density** Maximum 
= volume 
Specific gravity of of LP-gas 


LP-gas* x volume 
correction factor*** x 
100 


*Measure at 60?F. 
**From (12(a)) of this section "filling densities." 

***For aboveground containers the liquid temperature is assumed to 
be 40°F and for underground containers the liquid temperature is 
assumed to be 50?F. To correct the liquid volumes at these tem- 
peratures to 60°F. the following factors shall be used. 


(i) Formula for determining maximum volume of liquefied petrole- 
um gas for which a fixed length of dip tube shall be set: 


TABLE H-29 


VOLUME CORRECTION FACTORS 


Specific gravity Aboveground Underground 
0.500 1.033 1.017 
510 1.031 1.016 
.520 1.029 1.015 
.530 1.028 1.014 
.540 1.026 1.013 
.550 1.025 1.013 
.560 1.024 1.012 
.570 1.023 1.011 
.580 1.021 1.011 
.590 1.020 1.010 


(ii) The maximum volume of LP-gas which can be placed in a con- 
tainer when determining the length of the dip tube expressed as a per- 
centage of total water content of the container is calculated by the 
following formula. 
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(iii) The maximum weight of LP-gas which may be placed in a 
container for determining the length of a fixed dip tube is determined 
by multiplying the maximum volume of liquefied petroleum gas ob- 
tained by the formula in (19)(e)(i) of this section by the pounds of 
liquefied petroleum gas in a gallon at 40°F for aboveground and at 
50°F for underground containers. For example, typical pounds per 
gallon are specified below: 


Example: Assume a 100-gallon total water capacity tank for above- 
ground storage of propane having a specific gravity of 0.510 of 60°F. 


100 (gals.) x 42 (filling density 


from (12)(a) of this section) 4200 
0.510 x 1.031 (correction factor 52.6 

from Table H-29) x 100 

79.8 gallons propane, the maximum 
4200 amount permitted to be placed in a 
—— = ]00-gallon total water capacity 
52.6 aboveground container equipped 
with a fixed dip tube. 

Maximum volume of 

LP-gas (from formula 

in (19)(e)(i) of 

this section) x 100 Maximum 

= percent 

Total water content of LP-gas 

of container in 

gallons. 

Aboveground, Underground, 
pounds pounds 
per gallon per gallon 

Propane........... sasatan 4.37 4.31 
N Butane .................. 4.97 4.92 


(f) Fixed liquid-level gages used on containers other than DOT 
containers shall be stamped on the exterior of the gage with the letters 
"DT" followed by the vertical distance (expressed in inches and carried 
out to one decimal place) from the top of container to the end of the 
dip tube or to the centerline of the gage when it is located at the max- 
imum permitted filling level. For portable containers that may be filled 
in the horizontal and/or vertical position the letters " DT" shall be fol- 
lowed by "V" with the vertical distance from the top of the container 
to the end of the dip tube for vertical filling and with "H" followed by 
the proper distance for horizontal filling. For DOT containers the 
stamping shall be placed both on the exterior of the gage and on the 
container. On aboveground or cargo containers where the gages are 
positioned at specific levels, the marking may be specified in percent of 
total tank contents and the marking shall be stamped on the container. 

(g) Gage glasses of the columnar type shall be restricted to charging 
plants where the fuel is withdrawn in the liquid phase only. They shall 
be equipped with valves having metallic handwheels, with excess flow 
valves, and with extra-heavy glass adequately protected with a metal 
housing applied by the gage manufacturer. They shall be shielded 
against the direct rays of the sun. Gage glasses of the columnar type 
are prohibited on tank trucks, and on motor fuel tanks, and on con- 
tainers used in domestic, commercial, and industrial installations. 

(h) Gaging devices of the float, or equivalent type which do not re- 
quire flow for their operation and having connections extending to a 
point outside the container do not have to be equipped with excess flow 
valves provided the piping and fittings are adequately designed to 
withstand the container pressure and are properly protected against 
physical damage and breakage. 

(20) Requirements for appliances. (a) Except as provided in (20)(b) 
of this section, new commercial and industrial gas consuming appli- 
ances shall be approved. 

(b) Any appliance that was originally manufactured for operation 
with a gaseous fuel other than LP-gas and is in good condition may be 
used with LP-gas only after it is properly converted, adapted, and 
tested for performance with LP-gas before the appliance is placed in 
use. 

(c) Unattended heaters used inside buildings for the purpose of ani- 
mal or poultry production or care shall be equipped with an approved 
automatic device designed to shut off the flow of gas to the main 
burners, and pilot if used, in the event of flame extinguishment. 


WSR 85-05-043 


(d) All commercial, industrial, and agricultural appliances or equip- 
ment shall be ínstalled in accordance with the requirements of these 
standards and in accordance with the following: 

(i) Domestic and commercial appliances—NFPA 54—1969, Stand- 
ard for the Installation of Gas Appliances and Gas Piping. 

(ii) Industrial appliances—NFPA 54A-1969, Standard for the In- 
stallation of Gas Piping and Gas Equipment on Industrial Premises 
and Certain Other Premises. 

(iii) Standard for the Installation and Use of Stationary Combustion 
Engines and Gas Turbines—NFPA 37-1970. 

(iv) Standard for the Installation of Equipment for the Removal of 
Smoke and Grease-Laden Vapors from Commercial Cooking Equip- 
ment, NFPA 96-1970. 


AMENDATORY SECTION (Amending Order 84-24, filed 
12/11/84) 


WAC 296-56-60001 SCOPE AND APPLICABILITY. (1) The 
rules included in this chapter apply throughout the state of 
Washington, to any and all waterfront operations under the jurisdic- 
tion of the department of labor and industries, division of industrial 
safety and health. à 

(2) These minimum requirements are promulgated to augment the 
general safety and health standards, and any other safety and health 
standards promulgated by the department of labor and industries 
which are applicable to all places of employment under the jurisdiction 
of the department of labor and industries. The rules of this chapter, 
and the rules of chapters 296-24 and 296-62 WAC are applicable to 
all longshore, stevedore and related waterfront operations: PROVID- 
ED, That such rules shall not be applicable to those operations under 
the exclusive safety jurisdiction of the federal government. 

(3) The provisions of this chapter shall prevail in the event of a con- 
flict with, or duplication of, provisions contained in chapters 296-24 
and 296-62 WAC. 

(a) Electrical—W AC 296-24-956. 

(b) Toxic and hazardous substances. Chapter 296-62 WAC applies 
where specifically referenced in this standard, except that the require- 
ments of chapter 296-62 WAC do not apply when a substance or car- 
go is contained within a sealed, intact means of packaging or 
containment complying with department of transportation or Interna- 
tional Maritime Organization requirements. 

(c) Noise—WAC 296-62-09015. 

(d) Commercial diving operations—Chapter 296-37 WAC. 

(e) Safety requirements for scaffolding—WAC 296-24-825. 

(f) Abrasive blasting—W AC 296—24-675. 

(g) Access to employee exposure and medical records —WAC 296- 
62-052. 

(h) Respiratory protection—W AC 296-62-071. 

(i) Grain elevators—Chapter 296-88 WAC. 

(4) (CFhesecstandards-arc-consolidated-with-the-intent-that-they-wiH 
TU 

€5)) The provisions of WAC 296~56-600 through 296-56—60255 
do not apply to the following: 

(a) Fully automated bulk coal handling facilities contiguous to elec- 
trical power generating plants. 

(b) Facilities subject to the regulations of the office of pipeline safe- 
ty regulation of the materials transportation bureau, department of 
transportation, to the extent such regulations apply. 


AMENDATORY SECTION (Amending Order 84-24, filed 
12/11/84) 


WAC 296-56-60019 STANDARD GAUGE RAILROAD OP- 
ERATIONS. All sections of this chapter which include WAC 296-56- 
60019 through 296-56-60041 apply to standard gauge railroad 
operations. 

(1) Work shall be performed in railcars only if floors of the railcars 
are in visibly safe condition for the work activity being conducted and 
equipment being used. 

(2) A route shall be established to allow employees to pass to and 
from places of employment without passing under, over or through 
railcars, or between cars less than ten feet (3 m) apart on the same 
track. 

(3) The employer shall direct that no employees remain in railcars 
after work is concluded. 

(4) Railcars shall be chocked or otherwise prevented from moving: 

(a) While dockboards or carplates are in position; or 
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(b) While employees are working within, on or under the railcars or 
near the tracks at the ends of the cars. 

(5) When employees are working in, on, or under a railcar, positive 
means shall be taken to protect them from exposure to impact from 
moving railcars. 

(6) Work being carried on, in, or under cars which subjects employ- 
ees to the hazard of moving railroad equipment shall be protected by 
flags and derails set a minimum of fifty feet from one or both ends of 
the worksite. Where the spur track switch is less than fifty feet from 
the work location, the switch padlocked in the open position will take 
the place of the derail and the blue flag shall be placed at that point. 

(7) Before cars are moved, unsecured and over-hanging stakes, wire 
straps, banding, and similar objects shall be removed or placed so as 
not to create hazards. 

(8) The employer shall institute all necessary controls during railcar 
movement to safeguard personnel. If winches or capstans are employed 
for movement, employees shall stand clear of the hauling rope and 
shall not stand between the rope and the cars. 

(9) Before being opened fully, doors-shall be opened slightly to en- 
sure that the load has not shifted during transit. Special precautions 
shall be taken if the doors being opened are visibly damaged. 

(10) If power industrial trucks are used to open freight car doors, 
the trucks or the railcar doors shall be equipped with door opening at- 
tachments. Employees shall stand clear of the railcar doors while they 
are being opened and closed. 

(11) Only railcar door openers or power trucks equipped with door 
opening attachments shall be used to open jammed doors. 

(12) Employees shall not remain in or on gondolas or flat cars when 
drafts that create overhead, caught-in, caught-between or ((stuck- 
by)) struck-by hazards are being landed in or on the railcar; end gates, 
if raised, shall be secured. 

(13) Operators of railcar dumps shall have an unrestricted view of 
dumping operations and shall have emergency means of stopping 
movement. 

(14) Recessed railroad switches shall be enclosed to provide a level 
surface. 

(15) Warning signs shall be posted where doorways open onto 
tracks, at blind corners and at similar places where vision may be 
restricted. 

(16) Warning signs shall be posted if insufficient clearance for per- 
sonnel exists between railcars and structures. 


AMENDATORY SECTION (Amending Order 84-24, filed 
12/11/84) 


WAC 296-56-60045 COMMUNICATION. (1) Radio. When 
practical and safe, crane operators shall be provided with a radio or 
telephone to be in contact with the signalman or crane chaser in those 
cases where a signalman or crane chaser is required. 

(2) Interference. Cargo handling operations shall not be carried on 
when noise-producing maintenance, construction or repair((s)) work 
interferes with communication of warnings or instructions. 


AMENDATORY SECTION (Amending Order 84-24, filed 
12/11/84) 


WAC 296-56-60069 PERSONNEL. (1) Qualifications of ma- 
chinery operators. 

(a) Only those employees determined by the employer to be compe- 
tent by reason of training or experience, and who understand the signs, 
notices and operating instructions and are familiar with the signal code 
in use shall be permitted to operate a crane, winch or other power- 
operated cargo handling apparatus, or any power-operated vehicle, or 
give signals to the operator of any hoisting apparatus. Exception: Em- 
ployees being trained and supervised by a designated person may oper- 
ate such machinery and give signals to operators during training. 

(b) No employee known to have defective uncorrected eyesight or 
hearing, or to be suffering from heart disease, epilepsy, or similar ail- 
ments which may suddenly incapacitate him shall be permitted to op- 
erate a crane, winch or other power-operated cargo handling 
apparatus or a power—operated vehicle. 

(2) Supervisory accident prevention proficiency. 

(a) After October 3, 1985, immediate supervisors of cargo—handling 
operations of more than five persons shall satisfactorily complete a 
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course in accident prevention. Employees newly assigned to supervisory 
duties after that date shall be required to meet the provisions of this 
paragraph within ninety days of such assignment. 

(b) The course shall consist of instruction suited to the particular 
operations involved. 

(c) No minor under eighteen years of age shall be employed in oc- 
cupations involving the operation of any power—operated hoisting ap- 
paratus or assisting in such operations by performing work such as 
hooking on or landing drafts, rigging gear, etc. 


AMENDATORY SECTION (Amending Order 84-24, filed 
12/11/84) 


WAC 296-56-60073 MISCELLANEOUS 
GEAR. (1) Routine inspection. 

(a) At the completion of each use, loose gear such as slings, chains, 
bridles, blocks, and hooks shall be so placed as to avoid damage to the 
gear. Loose gear shall be inspected and any defects corrected before 
reuse. 

(b) All loose gear shall be inspected by the employer or his author- 
ized representative before each use and, when necessary, at intervals 
during its use, to ensure that it is safe. Any gear which is found upon 
such inspection to be visibly unsafe shall not be used until it is made 
safe. 

(c) Defective gear shall not be used. Distorted hooks, shackles, or 
similar gear shall be discarded. 

(d) Chains or other gear which have been lengthened, altered, or re- 
paired by welding shall be properly heat treated where necessary, and, 
before again being put into use, shall be tested and reexamined in the 
manner set forth in WAC 296-56-60097 and 296-56-60098. 

(2) The employer shall maintain a record of the dates and results of 
the tests with each unit of gear concerned clearly identifiable. The re- 
cords shall be available for examination by representatives of the divi- 
sion of industrial safety and health personnel and the employee safety 
committee. 

(3) Wire rope and wire rope slings. 

(a) The employer shall ascertain and adhere to the manufacturer's 
recommended ratings for wire rope and wire rope slings and shall have 
such ratings available for inspection. When the manufacturer is unable 
to supply such ratings, the employer shall use the tables for wire rope 
and wire rope slings found in American National Safety Standard for 
Slings, current ANSI B30.9. A design safety factor of at least five 
shall be maintained for the common sizes of running wire used as falls, 
in purchases or in such uses as light load slings. Wire rope with a 
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safety factor of less than five may be used only: 


(i) In specialized equipment, such as but not limited to cranes, de- 
signed to be used with lesser wire rope safety factors; 

(ii) In accordance with design factors in standing rigging applica- 
tions; or 

(iii) For heavy lifts or other purposes for which a safety factor of 
five is impracticable and for which the employer can demonstrate that 
equivalent safety is ensured. 

(b) Wire rope or wire rope slings having any of the following condi- 
tions shall not be used: 

(i) Ten randomly distributed broken wires in one rope lay or three 
or more broken wires in one strand in one rope lay; 

(ii) Kinking, crushing, bird caging, or other damage resulting in dis- 
tortion of the wire rope structure; 

(iii) Evidence of heat damage; 

(iv) Excessive wear or corrosion, deformation or other defect in the 
wire or attachments, including cracks in attachments, 

(v) Any indication of strand or wire slippage in end attachments; or 

(vi) More than one broken wire in the close vicinity of a socket or 
swaged fitting. 

(c) Protruding ends of strands in splices on slings and bridles shall 
be covered or blunted. Coverings shall be removable so that splices can 
be examined. Means used to cover or blunt ends shall not damage the 
wire. 

(d) Where wire rope clips are used to form eyes, the employer shall 
adhere to the manufacturer's recommendations, which shall be avail- 
able at the terminal. If "U" bolt clips are used and the manufacturer's 
recommendations are not available, Table C-1 shall be used to deter- 
mine the number and spacing of clips. "U" bolts shall be applied with 
the "U" section in contact with the dead end of the rope. 
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TABLE C-1—NUMBER AND SPACING OF U-BOLT 
Wire RoPE Cups 


% or less(1.3) 4 3(7.6) 
%(1.6) 4 3% (9.5) 
%(1.9) 5 A4A(11.4) 
*A(2.2) 5 5%(13.3) 
1(2.5) 7 6(15.2) 
1%(2.7) 7 6% (17.1) 
13.2) 8 7%4(18.1) 
1% (3.5) 8 6% (21.0) 
15(3.8) 9 9(22.9) 


(e) Wire rope shall not be secured by knots. 

(f) Eyes in wire rope bridles, slings, bull wires, or in single parts 
used for hoisting shall not be formed by wire rope clips or knots. 

(g) Eye splices in wire ropes shall have at least three tucks with a 
whole strand of the rope and two tucks with one-half of the wire cut 
from each strand. Other forms of splices or connections which are 
shown to be equivalently safe may be used. 

(h) Except for eye splices in the ends of wires and for endless rope 
slings, each wire rope used in hoisting or lowering, or in bulling cargo, 
shall consist of one continuous piece without knot or splice. 

(4) Natural fiber rope. 

(a) The employer shall ascertain the manufacturer's ratings for the 
specific natural fiber rope used and have such ratings available at the 
terminal. The manufacturer's ratings shall be adhered to and a mini- 
mum design safety factor of five maintained. 

(b) Eye splices shall consist of at least three full tucks. Short splices 
shall consist of at least six full tucks, three on each side of the center 
line. 

(5) Synthetic rope. 

(a) The employer shall adhere to the manufacturer's ratings and 
use recommendations for the specific synthetic fiber rope used and 
shall have such ratings available at the terminal. 

(b) Unless otherwise recommended by the manufacturer, when syn- 
thetic fiber ropes are substituted for manila ropes of less than three 
inches (7.62 cm) in circumference, the substitute shall be of equal 
size. Where substituted for manila rope of three inches or more in cir- 
cumference, the size of the synthetic rope shall be determined from 
the formula: 


C=/0.6C2+0.4C,2 


Where C = the required circumference of the synthetic rope in inches, 
C, = the circumference to the nearest one-quarter inch of a synthetic 
rope having a breaking strength not less than that of the size manila 
rope that would be required by subsection (4) of this section, and 

Cm = the circumference of manila rope in inches which would be re- 
quired by subsection (4) of this section. In making such substitution, it 
shall be ascertained that the inherent characteristics of the synthetic 
fiber are suitable for hoisting. 

(6) Removal of natural and synthetic rope from service. Natural 
and synthetic rope having any of the following defects shall be re- 
moved from service: 

(a) Abnormal wear; 

(b) Powdered fiber between strands; 

(c) Sufficient cut or broken fibers to affect the capability of the 
rope; 

(d) Variations in the size or roundness of strands; 

(e) Discolorations other than stains not associated with rope 
damage; 

(f) Rotting; or 

(g) Distortion or other damage to attached hardware. 

(7) Thimbles. Properly fitting thimbles shall be used where any rope 
is secured permanently to a ring, shackle or attachment, where 
practicable. 

(8) Synthetic web slings. 

(a) Slings and nets or other combinations of more than one piece of 
synthetic webbing assembled and used as a single unit (synthetic web 
slings) shall not be used to hoist loads in excess of the sling's rated 
capacity. 

(b) Synthetic web slings shall be removed from service if they ex- 
hibit any of the following defects: 

(i) Acid or caustic burns; 

(ii) Melting or charring of any part of the sling surface; 
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(iii) Snags, punctures, tears or cuts: 

(iv) Broken or worn stitches; or 

(v) Distortion or damage to fittings. 

(c) Defective synthetic web slings removed from service shall not be 
returned to service unless repaired by a sling manufacturer or similar 
entity. Each repaired sling shall be proof tested by the repairer to 
twice the slings' rated capacity prior to its return to service. The em- 
ployer shall retain a certificate of the proof test and make it available 
for examination. 

(d) Synthetic web slings provided by the employer shall only be 
used in accordance with the manufacturer's use recommendations, 
which shall be available. 

(e) Fittings shall have a breaking strength at least equal to that of 
the sling to which they are attached and shall be free of sharp edges. 

(9) Chains and chain slings used for hoisting. 

(a) The employer shall adhere to the manufacturer's recommended 
ratings for safe working loads for the sizes of alloy steel chains and 
chain slings used and shall have such ratings available. When the 
manufacturer is unable to provide such ratings, the employer shall use 
the tables for chains and chain slings found in American National 
Safety Standard for Slings, ANSI B30.9-current revision. 

(b) Proof coil steel chain, also known as common or hardware 
chain, and other chain not recommended by the manufacturer for 
slinging or hoisting shall not be used for slinging or hoisting. 

(c)(i) Sling chains, including end fastenings, shall be inspected for 
visible defects before each day's use and as often as necessary during 
use to ensure integrity of the sling. 

(ii) Thorough inspections of chains in use shall be made quarterly 
to detect wear, defective welds, deformation or increase in length or 
stretch. The month of inspection shall be indicated on each chain by 
color of paint on a link or by other equally effective means. 

(iii) Chains shall be removed from service when maximum allow- 
able wear, as indicated in Table C-2, is reached at any point of link. 

(iv) Chain slings shall be removed from service when stretch has in- 
creased the length of a measured section by more than five percent; 
when a link is bent, twisted or otherwise damaged; or when a link has 
a raised scarf or defective weld. 

(v) Only designated persons shall inspect chains used for slinging 
and hoisting. 


TABLE C-2.—MAXxIMUM ALLOWABLE WEAR AT 
ANY POINT OF LINK 


(d) Chains shall only be repaired under qualified supervision. Links 
or portions of chain defective under any of the criteria of WAC 296- 
56-60073 (9)(c)(v) shall be replaced with properly dimensioned links 
or connections of material similar to that of the original chain. Before 
repaired chains are returned to service, they shall be tested to the 
proof test load recommended by the manufacturer for the original 
chain. Tests shall be performed by the manufacturer or shall be certi- 
fied by an agency accredited for the purpose under WAC 296-56- 
60093. Test certificates shall be available at the terminal. 


(e) (( Wrought iror-chains-in-constant-use-shatt be-anneated or mor 
eates-shatt be-avatiable-at theterminat)) Alloy chains shall not be 


annealed. 

(f) Kinked or knotted chains shall not be used for lifting. Chains 
shall not be shortened by bolting, wiring or knotting. Makeshift links 
or fasteners such as wire, bolts or rods shall not be used. 

(g) Hooks, rings, links and attachments affixed to sling chains shall 
have rated capacities at least equal to that of the chains to which they 
are attached. 

(h) Chain slings shall bear identification of size, grade and rated 
capacity. 
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(10) Shackles. 
(a) If available, the manufacturer's recommended safe working 
loads for shackles shall not be exceeded. In the absence of manufac- 


: TABLE G-2 

turer's recommendations, Table C-3 shall apply. RAPED CAPACITIES FOR IMPROVED PLOW STEEL, 
: ; INDEPENDENT WIRE ROPE CORE, 

: (b) Screw pin shackles used aloft in house fall or other gear, except WIRE ROPE AND WINE ROPE SLINGS 

in cargo hook assemblies, shall have their pins moused or otherwise ef- (In tons of 2000 pounda) 


fectively secured. 


TABLE C-3.—SaFE WORKING LOADS FOR 
SHACKLES 


Ye (1.3) 1.4 
% (1.6) 22 
^ (1,9) a2 
% 23 43 
1 Q5 56 
1% eo 67 
1% Q.2) 82 
1% G5 10.0 
1% 2.8) 119 
1% (4.4 182 
2 (5.0) 212 
1 : (A) = Socket or Svaged Terminal attachment. 
(c) Tables G-2 through G-5 shall be used to determine the safe (B) - Mechanical Siceve attachsont. 
working loads of various sizes and classifications of improved plow (C) - Hand tucked Splios attachment. 


steel wire rope slings with various types of terminals. For sizes, classi- 
fications and grades not included in these tables the safe working load 
recommended by the manufacturer for specific, identifiable products 
shall be followed: PROVIDED, That a safety factor of not less than 


five is maintained. TABLE 0-3 
Mff» OP 
Imap cee ae mut mtem 
(Im toas of 1099 pounce) 


[VQ - ttr 931DLF Qa PAPE? wiTCH 
TABLE Q-1 
MANILA ROPE 

(1n pounds er tons of 2000 pounds) 


or beeqed Terminal Attachceat, 
19) © mechanics) Cleeve AttoCimaat. 
(C) = Bend Techo Splice Attachment. 


M 


1.9 
2.1 
2.5 
3.2 
3.7 
4.4 
5.1 


Ia making such a substitution it should be ascertained that the 
inherent characteristics of the aynthotic fiber are suitablo for 
the intended servios of the rope. 
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Tase C-$ 
RATED CAPACITIES FOR IXPIDVED PLOY FItEL, 
M COME, WIRE ROPE SLICE 
a tens of 2000 pnw490) 


(A) = Socket of Boote) Twralash attechnent, 
(9) © mechanical Sleeve attectnent. 
(C) * Mend Tucked Spiian ettechaent, 


Tu Cá. 
Attov crete. t" 
fte tone ef 2000 pounds) 


3.6 
LE. 
5.4 
L2 
1.5 
4.3 
9.3 
2.2 
... 
3.* 
9.* 
4.9 
"0 


(11) Hooks other than hand hooks. 

(a) The manufacturer's recommendations shall be followed in deter- 
mining the safe working loads of the various sizes and types of specific 
and identifiable hooks. All hooks for which no applicable manufactur- 
er's recommendations are available shall be tested to twice the intend- 
ed safe working load before they are initially put into use. The 
employers shall maintain a record of the dates and results of such 
tests. 

(b) Loads shall be applied to the throat of the hook since loading 
the point overstresses and bends or springs the hook. 

(c) Hooks shall be inspected once a month to see that they have not 
been bent by overloading. Bent or sprung hooks shall not be used. 

(d) Crane hooks. Magnetic particle or other suitable crack detecting 
inspection shall be performed at least once each year. When testing by 
x-ray, the pertinent provisions of the Nuclear Regulatory Commis- 
sion's standards for protection against radiation, relating to protection 
against occupational radiation exposure, shall apply. 

(e) Any activity which involves the use of radioactive materials or 
x-rays, whether or not under license from the Nuclear Regulatory 
Commission, shall be performed by competent persons specially 
trained in the proper and safe operation of such equipment. In the 
case of materials used under commission license, only persons actually 
licensed, or competent persons under direction and supervision of the 
licensee, shall perform such work. 

(f) Teeth of case hooks shall not be split, cracked, or deformed. 

(g) Jaws of patent clamp type plate hooks shall be kept in safe con- 
dition so that they will grip plates securely. 

(12) Pallets. 

(a) Pallets shall be made and maintained to safely support and car- 
ry loads being handled. Fastenings of reusable pallets used for hoisting 
shall be bolts and nuts, drive screws (helically threaded nails), annular 
threaded nails ((of)) or fastenings, or equivalent holding strength. 

(b) Damaged pallets shall be stored in designated areas and 
identified. 

(c) Reusable wing or lip-type pallets shall be hoisted by bar bridles 
or other suitable gear and shall have an overhanging wing or lip of at 
least three inches (76.2 mm). They shall not be hoisted by wire slings 
alone. 

(d) Loaded pallets that do not meet the requirements of this para- 
graph shall be hoisted only after being placed on pallets meeting such 
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requirements or shall be handled by other means providing equivalent 
safety. 

(e) Bridles for handling flush end or box-type pallets shall be de- 
signed to prevent disengagement from the pallet under load. 

(f) Pallets shall be stacked or placed to prevent falling, collapsing or 
otherwise causing a hazard under standard operating conditions. 

(g) Disposable pallets intended only for one use shall not be reused 
for hoisting. 
AMENDATORY SECTION (Amending Order filed 
12/11/84) 


WAC 296-56-60077 POWERED INDUSTRIAL TRUCKS. (1) 
Applicability. This section applies to every type of powered industrial 
truck used for material or equipment handling within a marine termi- 
nal. It does not apply to over-the-road vehicles. 

(2) General. 

(a) After October 3, 1983, modifications, such as adding counter- 
weights, that might affect the vehicle's capacity or safety shall not be 
performed without either the manufacturer's prior written approval or 
the written approval of a professional engineer experienced with the 
equipment who has consulted with the manufacturer, if available. Ca- 
pacity, operation and maintenance instruction plates, tags or decals 
shall be changed to conform to the equipment as modified. 

(b) Unauthorized personnel shall not ride on powered industrial 
trucks. A safe place to ride shall be provided when riding is authorized. 

(c) When a powered industrial truck is left unattended, load—en- 
gaging means shall be fully lowered, controls neutralized and brakes 
set. Unless the truck is in view and within twenty-five feet (7.6 m) of 
the operator, power shall be shut off. Wheels shall be blocked or 
curbed if the truck is on an incline. 

(d) Powered industrial trucks shall not be operated inside highway 
vehicles or railcars having damage which could affect operational 
safety. 

(e) Powered industrial trucks shall be marked with their rated ca- 
pacities, which shall be visible to the operator. 

(f) Only stable and safety arranged loads within the rated capacity 
of the truck shall be handled. 

(g) The employer shall direct drivers to ascend and descend grades 
slowly. 

(h) The employer shall direct drivers to slow down and sound the 
horn at crossaisles and other locations where visibility is obstructed. 

(i) If the load obstructs the forward view, the employer shall direct 
drivers to travel with the load trailing. 

() Steering knobs shall not be used unless the truck is equipped with 
power steering. 

(k) When powered industrial trucks use cargo lifting devices that 
have a means of engagement hidden from the operator, a means shall 
be provided to enable the operator to determine that the cargo has 
been engaged. 

(I) When cargo is being towed on pipe trucks or similar equipment, 
a safe means shall be provided to protect the driver from sliding loads. 

(3) Maintenance. 

(a) Only designated persons shall perform maintenance and repair. 

(b) Batteries on all powered trucks shall be disconnected during re- 
pairs to the primary electrical system unless power is necessary for 
testing and repair. On trucks equipped with systems capable of storing 
residual energy, that energy shall be safely discharged before work on 
the primary electrical system begins. 

(c) Replacement parts whose function might affect operational safe- 
ty shall be equivalent in strength and performance capability to the 
original parts which they replace. 

(d) Braking systems or other mechanisms used for braking shall be 
operable and in safe condition. 

(e) Powered industrial trucks shall be maintained in safe working 
order. Safety devices shall not be removed or made inoperative except 
as otherwise provided in this section. Trucks with a fuel system leak or 
any other safety defect shall not be operated. 

(f) Those repairs to the fuel and ignition systems of industrial trucks 
which involve fire hazards shall be conducted only in locations desig- 
nated as safe for such repairs. 

(4) Approved trucks. 

(a) "Approved power-operated industrial truck" means one listed or 
approved for the intended use by a nationally recognized testing 
laboratory. 

(b) Approved trucks acquired and used after February 15, 1972, 
shall bear a label or other identification indicating testing laboratory 
approval. 


84-24, 


WSR 85-05-043 


(c) When the atmosphere in an area is hazardous and the provisions 
of United States Coast Guard regulations at 33 CFR 126.15(e) do not 
apply, only power-operated industrial trucks approved for such loca- 
tions shall be used. 

(5) Duties of operator. 

(a) A power-driven vehicle operator's special duties are: 

(i) To operate the vehicle in a safe manner. 

(ii) To test brakes, steering gear, lights, horns, or other warning de- 
vices, clutches, etc., before starting work. 

(iii) To have the vehicle at all times under control so that it can be 
brought to an emergency stop in the clear space in front of the vehicle. 

(iv) To back down any incline of two percent or more when traveling 
with a load on the fork lift jitney. 

(b) Unobstructed view. When traveling, power-propelled vehicles 
shall at all times be operated in a manner giving the operator a rea- 
sonably unobstructed view in the direction of travel, or where this is 
impractical, the operator shall be directed in travel, by a person desig- 
nated to do so. 

(c) Employee riding safety. Operators and authorized passengers 
shall not be permitted to ride with legs or arms extending outside any 
vehicle nor shall they be permitted to ride while standing unless the 
vehicle is designed to be operated from a standing position. 

(d) Moving vehicles. Vehicles shall be controlled manually while be- 
ing pushed or towed except when a tow bar is used. Special precau- 
tions shall be taken when pushing vehicles where view is obstructed. 
Vehicles shall not be pushed with blades of a forklift. 

(e) Moving highway trailers. In all cargo operations involving the 
use of highway trailers, such trailers shall be moved in such a manner 
that at all times the moving trailer is completely under control. Special 
caution shall be exercised when such trailers are moving on inclines. 
Trailers shall be loaded in a manner which will prevent the cargo from 
shifting, and the load in the trailer shall be evenly distributed so as not 
to cause the trailer to tip to one side. 

(f) Prohibited forms of riding. Riding on tongue or handles of trail- 
ers or forks of power-propelled vehicles is prohibited. 

(g) Regular seats for riders. No one except the operator shall ride on 
power-driven vehicles unless regular seats are provided to accommo- 
date passengers. 

(h) Jumping on or off moving vehicles. Employees shall not jump on 
or off moving vehicles. 

(i) Reporting defects. If power-driven vehicle is at any time found 
to be in any way unsafe, the operator shall report same immediately to 
the person in charge and such vehicle shall not be used for production 
work until it has been made safe. 

(6) Vehicle equipment and maintenance. 

(a) Horns and lights. All power-propelled vehicles shall be provided 
with horns or other warning devices. 

(b) Power-propelled vehicles used for night work, when required to 
travel away from an illuminated work area shall be equipped with a 
light or lights directed in the direction of travel as required to safely 
travel about the area. 

(c) Guards on operator's platform. Every power truck operated from 
an end platform or standing position shall be equipped with a substan- 
tial guard securely attached to the platform or frame of the vehicle in 
such a manner as to protect the operator from falling objects and so 
designed that the operator can easily mount or dismount from the 
operating station. 

(d) Seat cushions. All vehicles having a driver's seat shall be provid- 
ed with resilient seat cushions fixed in place. 

(e) Securing of counterbalances. Counterbalances of all power— 
driven vehicles shall be positively secured to prevent accidentally dis- 
lodging, but may be a removable type which may be removed, if de- 
sired, prior to hoisting. 

(f) Exhaust pipes and mufflers. Exhaust pipes and mufflers of inter- 
nal combustion engines, where workers are exposed to contact shall be 
isolated or insulated. Exhaust pipes shall be constructed to discharge 
not less than seventy-two inches above the floor on jitneys and eighty- 
four inches on forklifts or less than twenty inches from the floor. 

(g) Ventilation where internal combustion-type vehicles are used. 
Internal combustion-type engines may be used only in areas where ad- 
equate ventilation is provided. 

(h) Concentration levels of carbon monoxide gas created by powered 
industrial truck operations shall not exceed the levels specified in WAC 
296-62-075 (General occupational health standards). 

(i) When disputes arise concerning degree of concentration, methods 
of sampling to ascertain the conditions should be referred to a qualified 
industrial hygienist. 
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(j) Cargo truck couplings. Couplings installed on cargo trucks 
(four-wheelers) shall be of a type which will prevent accidental 
disengaging. 

(k) Operating levers. Operating levers on power-driven vehicles 
shall be so placed as not to project toward the operator's body. 

(1) Front axle assembly secure. The front axle assembly on all trail- 
ers shall be securely fastened to the truck bed. 

(m) Air line hook-up. Tractors hauling heavy duty highway trailers 
shall have an air line brake hook-up. 

(n) Floor mats. On power-driven vehicles where the operator stands 
on a platform, resilient foot mats shall be securely attached. 

(o) Cleaning vehicles. All power-propelled vehicles shall be cleaned 
at frequent intervals to remove any accumulation of dust and grease 
that may present a hazard. 

(7) Forklift trucks. 

(a) Overhead guards. 

(i) When operators are exposed to overhead falling hazards, the em- 
ployer shall ensure that forklift trucks are equipped with securely at- 
tached overhead guards. Guards shall be constructed to protect the 
operator from falling boxes, cartons, packages, or similar objects. 

(ü) Overhead guards shall not obstruct the operator's view, and 
openings in the top of the guard shall not exceed six inches (15.2 cm) 
in one of the two directions, width or length. Larger openings are per- 
mitted if no opening allows the smallest unit of cargo being handled to 
fall through the guard. 

(iii) Overhead guards shall be built so that failure of the vehicle's 
mast tilting mechanism will not displace the guard. 

(iv) An overhead guard, otherwise required by this paragraph, may 
be removed only when it would prevent a truck from entering a work 
space and if the operator is not exposed to low overhead obstructions in 
the work space. 

(v) Overhead guards shall be large enough to extend over the opera- 
tor during all truck operations, including forward tilt. 

((&vi))) (b) Supplies to ship's rail. Cargo or supplies shall not be 
hoisted to or from ship's rail with a forklift. This does not apply to 
ramp or side port loading. 

((@m)) (c) Position of forks. When standing, lift forklift forks shall 
be lowered to floor. When moving, lift forklift forks shall be kept as 
low as possible. 

((¢vitt})) (d) Forklift use in gangplank moving. Not less than two 
forklifts shall be used to place or remove gangplanks unless fork width 
prevents tipping and manufacturer's rated lifting capacity of the fork- 
lift is not exceeded. 

((€tx})) (e) Forklift seat covers. Seats on forklifts shall be provided 
with a removable waterproof cover when they are exposed to the 
weather. 

((€x})) (f) Raised equipment to be blocked. Workers shall not work 
below the raised bed of a dump truck, raised buckets of front end 
loaders, raised blades of tractors or in similar positions without block- 
ing the equipment in a manner that will prevent it from falling. When 
working under equipment suspended by use of jacks, safety stands or 
blocking shall also be used in conjunction with the jack. 

((€&x3)) (g) Maximum speed. The maximum speed for forklifts on 
all docks shall not exceed eight miles per hour. This speed limit shall 
be prominently posted on such docks. 

((&)) (h) Load backrest extensions. Where necessary to protect the 
operator, forklift trucks shall be fitted with a vertical load backrest ex- 
tension to prevent the load from hitting the mast when the mast is po- 
sitioned at maximum backward tilt. For this purpose, a "load backrest 
extension" means a device extending vertically from the fork carriage 
frame to prevent raised loads from falling backward. 

((€e})) (i) Forks. Forks, fork extensions and other attachments shall 
be secured so that they cannot be accidentally dislodged, and shall be 
used only in accordance with the manufacturer's recommendations. 

((tH)) (J) Counterweights. Counterweights shall be so affixed that 
they cannot be accidentally dislodged. 

((€e})) (k) Capacities and weights. 

(i) Forklift truck rated capacities, with and without removable 
counterweights, shall not be exceeded. Rated capacities shall be 
marked on the vehicle and shall be visible to the operator. The vehicle 
weight, with and without counterweight, shall be similarly marked. 

(ii) If loads are lifted by two or more trucks working in unison, the 
total weight of the load shall not exceed the combined rated lifting ca- 
pacity of all trucks involved. 

((€5)) (D) Lifting of employees. Employees may be elevated by 
forklift trucks only when a platform is secured to the lifting carriage or 
forks. The platform shall meet the following requirements: 
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(i) The platform shall have a railing complying with WAC 296-56- 
60123(3). 

(ii) The platform shall have toeboards complying with WAC 296- 
56—-60123(4), if tools or other objects could fall on employees below. 

(iii) When the truck has controls which are elevated with the lifting 
carriage, means shall be provided for employees on the platform to 
shut off power to the vehicle. 

(iv) Employees on the platform shall be protected from exposure to 
moving truck parts. 

(v) The platform floor shall be skid resistant. 

(vi) A truck operator shall be at the truck's controls when employees 
are elevated unless the truck's controls are elevated with the lifting 
carriage. 

(vii) While employees are elevated, the truck may be moved only to 
make minor placement adjustments. 

(8) Bulk cargo-moving vehicles. 

(a) Where a seated operator may come into contact with projecting 
overheads, crawler-type bulk-cargo-moving vehicles that are rider op- 
erated shall be equipped with operator's guards. 

(b) Guards and their attachment points shall be so designed as to be 
able to withstand, without excessive deflection, a load applied horizon- 
tally at the operator's shoulder level equal! to the drawbar pull of the 
machine. 

(9) Straddle trucks. 

(a) Accessibility. Straddle trucks shall have a permanent means of 
access to the operator's station, including any handholds necessary for 
safe ascent and descent. 

(b) Guarding. 

(i) Main sprockets and chains to the wheels shall be guarded as 
follows: 

(A) The upper sprocket shall be enclosed; 

(B) The upper half of the lower sprocket shall be enclosed; and 

(C) The drive chain shall be enclosed to a height of eight feet (2.6 
m) except for that portion at the lower half of the lower sprocket. 

(ii) Gears shall be enclosed and revolving parts which may be con- 
tacted by the operator shall be guarded. 

(iii) When straddle trucks are used in the vicinity of employees, 
personnel-deflecting guards shall be provided around leading edges of 
front and rear wheels. 

(c) Visibility. Operator visibility shall be provided in all directions of 
movement. 

(10) Trailer-spotting tractors. 

(a) Trailer-spotting tractors (fifth wheels) shall be fitted with any 
hand grabs and footing necessary for safe access to the fifth wheel. 

(b) Rear cab windows shall be of safety glass or of equivalent 
material. 


AMENDATORY SECTION (Amending Order 84-24, filed 
12/11/84) 


WAC 296-56-60081 MULTIPIECE RIM WHEELS. (1) Scope. 
This section applies to the servicing of vehicle wheels containing tube- 
type tires mounted on multipiece rims. 

(2) Definition. "Multipiece rim" means a vehicle wheel rim consist- 
ing of two or more parts, one of which is a (side) locking ring designed 
to hold the tire on the rim by tension on interlocking components when 
the tire is inflated, regardless of the relative sizes of the component 
parts. 

(3) Employee training. 

(a) The ((employce)) employer shall ensure that only employees 
trained in the procedures required in subsection ... of this section and 
who have demonstrated their ability to service multipiece rim wheels 
shall be assigned such duties. 

(b) The employer shall ensure that each employee demonstrates his 
ability to service multipiece rim wheels, including performance of the 
following tasks: 

(i) Tire demounting (including deflation); 

(ii) Inspection of wheel components; 

(iii) Mounting of tires; 

(iv) Inflation of tires, including use of a restraining device; 

(v) Handling of wheels; 

(vi) Inflation of tires when a wheel is mounted on the vehicle; and 

(vii) Installation and removal of wheels. 

(4) Servicing procedures. The employer shall ensure that the follow- 
ing procedures are followed: 

(a) Tires shall be completely deflated before demounting by removal 
of the valve core; 
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(b) The valve core shall be removed before the wheel is removed 
from the axle when: 

(i) The tire has been operated underinflated at eighty percent or less 
of its recommended pressure; or 

(ii) There is discernible or suspected damage to the tire or wheel 
components; 

(c) Mating surfaces shall be free of dirt, surface rust, scale and rub- 
ber build up before mounting; 

(d) Rubber lubricant shall be applied to bead and rim mating sur- 
faces upon wheel assembly and inflation of the tire; 

(e) Air pressure shall not exceed 3 psig (0.21 kg/cm?) when seating 
the locking ring or rounding out the tube when a tire is being partially 
inflated without a restraining device; 

(f) While the tire is pressurized, components shall not be struck or 
forced to correct the seating of side or lock rings; 

(g) There shall not be any contact between an employee or unit of 
equipment and a restraining device during tire inflation; 

(h) After inflation, tires, rims, and rings shall be inspected while 
within the restraining device to ensure seating and locking. If adjust- 
ment is necessary the tire shall first be deflated by valve core removal; 
and 

(i) Before assembly, wheel components shall be inspected, and dam- 
aged rim components shall not be reused. 

(5) Charts and manuals. 

(a) The employer shall provide a chart containing as a minimum the 
instructions and information provided in the United States Department 
of Transportation, National Highway Traffic Safety Administration 
(NHTSA) publication "Safety Precautions for Mounting and 
Demounting Tube-Type Truck/Bus Tires" and "Multipiece Rim 
Wheel Matching Chart," and pertinent to the type(s) of multipiece 
rim wheels being serviced. The chart shall be available in the 
terminal's service area. 

(b) A current rim manual containing the manufacturer's instructions 
for mounting, demounting, maintenance and safety precautions relat- 
ing to the multipiece rim wheels being serviced shall be available in the 
terminal's service area. 

(6) Restraining devices. 

(a) Except as otherwise noted, inflation shall be done within a re- 
straining device such as a cage, rack or other device capable of with- 
standing the maximum force that would be transferred to it during an 
explosive wheel separation occurring at one hundred fifty percent of 
maximum tire specification pressure for the wheels being serviced. The 
restraining device shall be capable of preventing rim components from 
being thrown outside the frame of the device for any wheel position 
within the device. When the wheel assembly is mounted on a vehicle, 
tires may be inflated without a restraining device only if they have 
more than eighty percent of the recommended pressure and if remote 
control inflation equipment is used and employees are clear of the 
danger area. 

(b) Restraining devices shall be kept in good repair and be capable 
of preventing rim components from being thrown outside the device. 

(7) Inflation hoses. Inflation hoses shall have a manual clip-on 
chuck with sufficient hose to permit an employee to be clear of the 
danger zone. An in-line, manually operated valve with gauge or a pre- 
set pressure regulator shall be used to inflate tires. 

(8) Other equipment. 

(a) Only tools recommended in the rim manual for the type of wheel 
being serviced shall be used to service multipiece rim wheels. 

(b) Wheel components shall not be interchanged except as provided 
in the applicable chart or manual. 


AMENDATORY SECTION (Amending Order 84-24, filed 
12/11/84) 


WAC 296—-56—60083 
Coverage. 

(a) This section applies to every kind of crane and derrick and to 
any other type of equipment performing the functions of a crane or 


CRANES AND DERRICKS. (l) 


‘derrick except as noted in (b) of this subsection. 


(b) This section does not apply to small industrial truck-type cranes, 
container handling toploaders and sideloaders, chain hoists, and mobile 
straddle-type cranes incapable of straddling two or more intermodal 
containers (sixteen feet (4.88 m) in width). 

(2) Ratings. 

(a) Except for bridge cranes covered by subsection (7) of this sec- 
tion, cranes and derricks having ratings that vary with boom length, 
radius (outreach) or other variables shall have a durable rating chart 
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visible to the operator, covering the complete range of the manufac- 
turer's (or design) capacity ratings. The rating chart shall include all 
operating radii (outreach) for all permissible boom lengths and jib 
lengths as applicable, with and without outriggers, and alternate rat- 
ings for optional equipment affecting such ratings. Precautions or 
warnings specified by the owner or manufacturer shall be included 
along with the chart. 

(b) The manufacturer's (or design) rated loads for the conditions of 
use shall not be exceeded. 

(c) Designated working loads shall not be increased beyond the 
manufacturer's ratings or ((regtonat)) original design limitations unless 
such increase receives the manufacturer's approval. When the manu- 
facturer's services are not available or where the equipment is of for- 
eign manufacture, engineering design analysis shall be performed or 
approved by a person accredited for certificating the equipment under 
WAC 296-56-60093. Cranes shall conform with the manufacturer's 
specifications and/or any current ANSI standards that apply. Engi- 
neering design analysis shall be performed by a registered professional 
engineer competent in the field of cranes and derricks. Any structural 
changes necessitated by the change in rating shall be carried out. 

(3) Radius indicator. When the rated load varies with the boom ra- 
dius, the crane or derrick shall be fitted with a boom angle or radius 
indicator visible to the operator. 

(4) Prohibited usage. 

(a) Equipment shall not be used in a manner that exerts sideloading 
stresses upon the crane or derrick boom. 

(b) No crane or derrick having a visible or known defect that affects 
safe operation shall be used. 

(5) Protective devices. 

(a) When exposed moving parts such as gears, chains and chain 
sprockets present a hazard to employees during crane and derrick op- 
erations, those parts shall be securely guarded. 

(b) Crane hooks shall be latched or otherwise secured to prevent ac- 
cidental load disengagement. 

(c) When hoisting personnel in an approved man basket, the hook 
shall have a positive safety latch to prevent rollouts. 

(6) General. 

(a) Operating controls. 

(i) Crane and derrick operating controls shall be clearly marked, or 
a chart indicating their function shall be posted at the operator's 
position. 

(ii) All crane controls shall operate in a uniform manner within a 
given port. 

(iii) After October 3, 1984, overhead bridge and container gantry 
crane operating control levers shall be self-centering so that they will 
automatically move to the "off" position when the operator releases the 
control. 

(b) Booms. Cranes with elevatable booms and without operable au- 
tomatic limiting devices shall be provided with boom stops if boom el- 
evation can exceed maximum design angles from the horizontal. 

(c) Foot pedals. Foot pedals shall have a nonskid surface. 

(d) Access. Ladders, stairways, stanchions, grab irons, foot steps or 
equivalent means shall be provided as necessary to ensure safe access 
to footwalks, cab platforms, the cab and any portion of the superstruc- 
ture which employees must reach. 

(i) Footwalks shall be of rigid construction, and shall be capable of 
supporting a load of one hundred pounds (4.79 kPa) per square foot. 

(ü) If more than twenty feet (6.1 m) in height, vertical ladders shall 
comply with WAC 296-56-60209(4), (5)(a), (5)(b)(iii) and 
(5)(b)(iv). 

(iii) Stairways on cranes shall be equipped with rigid handrails 
meeting the requirements of WAC 296—56—60123(5)(a). 

(iv) If the top of a ladder or stairway or any position thereof is lo- 
cated where a moving part of a crane, such as a revolving house, could 
strike an employee ascending or descending the ladder or stairway, a 
prominent warning sign shall be posted at the foot of the ladder or 
stairway. A system of communication (such as a buzzer or bell) shall 
be established and maintained between the foot of the ladder or stair- 
way and the operator's cab. : 

(e) Operator's station. The cab, controls, and mechanism of the 
equipment shall be so arranged that the operator has a clear view of 
the load or signalman, when one is used. Cab glass, when used, shall be 
safety plate glass or equivalent and good visibility shall be maintained 
through the glass. Clothing, tools and equipment shall be stored so as 
not to interfere with access, operation, and the operator's view. 

(f) Counterweights or ballast. Cranes shall be operated only with the 
specified type and amount of ballast or counterweights. Ballast or 
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counterweight shall be located and secured only as provided in the 
manufacturer's or design specifications, which shall be available. 

(g) Outriggers. Outriggers shall be used according to the manufac- 
turer's specifications or design data, which shall be available. Floats, 
when used, shal! be securely attached to the outriggers. Wood blocks 
or other support shall be of sufficient size to support the outrigger, free 
of defects that may affect safety and of sufficient width and length to 
prevent the crane from shifting or toppling under load. 

(h) Exhaust gases. Engine exhaust gases shall be discharged away 
from the normal position of crane operating personnel. 

(i) Electrica! equipment shall be so located or enclosed that live 
parts will not be exposed to accidental contact. Designated persons 
may work on energized equipment only if necessary during inspection, 
maintenance, or repair. 

(j) Fire extinguisher. 

(i) At least one portable fire extinguisher of at least 5-BC rating or 
equivalent shall be accessible in the cab of the crane or derrick. 

(ii) No portable fire extinguisher using carbon tetrachloride or 
chlorobromomethane extinguishing agents shall be used. 

(k) Rope on drums. At least three full turns of rope shall remain on 
ungrooved drums, and two turns on grooved drums, under all operating 
conditions. Wire rope shall be secured to drums by clamps((:)), U- 
bolts, shackles or equivalent means. Fiber rope fastenings are 
prohibited. 

(1) Assembly or disassembly of boom sections. Mobile crane booms 
being assembled or disassembled on the ground with or without the 
support of the boom harness shall be blocked to prevent dropping of 
the boom or boom sections. 

(m) Brakes. 

(i) Each independent hoisting unit of a crane shall be equipped with 
at least one holding brake, applied directly to the motor shaft or gear 
train. 

(ii) Each independent hoisting unit of a crane, except worm geared 
hoists, the angle of whose worm is such as to prevent the load from 
accelerating in the lowering direction, shall, in addition to a holding 
brake, be equipped with a controlled braking means to control lowering 
speeds. 

(iii) Holding brakes for hoist units shall have not less than the fol- 
lowing percentage of the rated load hoisting torque at the point where 
the brake is applied: 

(A) One hundred twenty-five percent when used with a controlled 
braking means. 

(B) One hundred percent when used with a mechanically—controlled 
braking means. 

(C) One hundred percent when two holding brakes are provided. 

(iv) All power control braking means shall be capable of maintain- 
ing safe lowering speeds of rated loads. 

(n) Each crane or derrick shall be equipped with sufficient lights to 
maintain five foot candles in the working area around the load hook. 
All crane ladders and machinery houses shall be illuminated at a min- 
imum of two candle power. 

(o) Light fixtures connected to the boom, gantry legs, or machinery 
house shall be provided with safety devices which will prevent the light 
fixture from falling in case of bracket failure. 

(p) Electronic devices may be installed to prevent collision subject to 
approval of the accredited certification agency. 

(q) On all rail gantry cranes, truck guards shall extend on the ends 
of the trucks, close to the top of the rail to prevent worker's feet from 
being caught between the rail and wheel. This subsection would not 
apply if rail sweeps are present. 

(r) All hydraulic cylinders used to control crane booms or to provide 
crane stability (outriggers) shall be equipped with a pilot operated 
check valve or a device which will prevent the boom or outrigger from 
retracting in case of failure of a component of the hydraulic system. 

(s) Gantry cranes shall be provided with automatic rail clamps or 
other devices to prevent the crane from moving when not being used or 
when power is off. 

(7) Rail-mounted cranes (excluding locomotive types). 

(a) For the purposes of this section, rail-mounted cranes include 
bridge cranes and portal cranes. 

(b) Rated load marking. The rated loads of bridge cranes shall be 
plainly marked on each side of the crane and in the cab. If there is 
more than one hoisting unit, each hoist shall have its rated load 
marked on it or on its load block. Marking shall be legible from the 
ground level. 

(c) Wind-indicating devices. 
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(i) After October 3, 1983, each rail-mounted bridge and portal 
crane located outside of an enclosed structure shall be fitted with an 
operable wind-indicating device. 

(ii)) The wind indicating device shall provide a visible or audible 
warning to alert the operator of high wind conditions. That warning 
shall be transmitted whenever the following circumstances are present: 

(A) When wind velocity reaches the warning speed, not exceeding 
the crane manufacturer's recommendations; and 

(B) When wind velocity reaches the shutdown speed, not exceeding 
the crane manufacturer's recommendations, at which work is to be 
stopped and the crane secured. 

(iii) Instructions. The employer shall post operating instructions for 
high wind conditions in the operator's cab of each crane. Operators 
shall be directed to comply with these instructions. The instructions 
shall include procedures for responding to high wind alerts and for any 
coordination necessary with other cranes. 

(d) Securing of cranes in high winds. 

(i) When the wind reaches the crane's warning speed: 

(A) Gantry travel shall be stopped; and 

(B) The crane shall be readied for shutdown. 

(ii) When the wind reaches the crane's shutdown speed: 

(A) Any portion of the crane spanning or partially spanning a vessel 
shall be moved clear of the vessel if safe to do so; and 

(B) The crane shall be secured against travel, using all available 
means of securing. 

(e) The employer shall monitor local weather conditions by sub- 
scribing to a weather service or using equally effective means. 

(f) Stops and bumpers. 

(i) The ends of all tracks shall be equipped with stops or bumpers. If 
a stop engages the tread of the wheel, it shall be of a height not less 
than the radius of the wheel. 

(ü) When more than one crane operates on the same runway or 
more than one trolley on the same bridge, each crane or trolley shall 
be equipped with bumpers or equivalent devices at adjacent ends sub- 
ject to impact. 

(g) Employee exposure to crane movement. When employees may be 
in the vicinity of the tracks, crane trucks shall be equipped with per- 
sonnel-deflecting guards. 

(h) Pedestrian clearance. If the track area is used for employee pas- 
sage or for work, a minimum clearance of three feet (0.9 m) shall be 
provided between trucks or the structures of rail-mounted cranes and 
any other structure or obstruction. When the required clearance is not 
available on at least one side of the crane's trucks, the area shall not be 
used and shall be marked and identified. 

(i) Warning devices. Rail-mounted cranes shall be equipped with an 
effective travel, audible and ((viswat)) visible, warning device which 
shall be used to warn employees who may be in the path of the moving 
crane. 

((1) Communications. Means of communication shall be provided 
between the operator's cab and the base of the gantry of all rail- 
mounted cranes. This requirement may be met by telephone, radio, 
sound-signaling system or other effective methods, but not solely by 
hand-signaling. 

(ii) All rail-mounted cranes thirty ton and above capacity will be 
equipped with a voice hailing device (PA systems) from the operator to 
the ground, audible within one hundred feet. 

(k) Cranes and crane operations—Scope and application. The sec- 
tions of this chapter, WAC 296—-56-60083 through 296-56-60099, 
apply to cranes and crane operations. 

(I) Signalmen. A signalman shall be required when a crane opera- 
tor's visibility is obstructed. When a signalman is required to transmit 
hand signals, he shall be in such a position that the operator can 
plainly see the signals. 

(m) Signals. All operators and signalmen shall use standard signals 
as illustrated for longshore crane operations. (See Appendix C and D, 
at the end of this chapter.) 

(n) Signalman for power units. Where power units, such as cranes 
and winches are utilized and signaling is required, the operator shall 
have definite instructions as to who is authorized to give signals. The 
operator shall take signals only from such authorized person. In case of 
emergency, any worker shall be authorized to give a stop signal. 

(i) No draft shall be hoisted unless the winch or crane operator(s) 
can clearly see the draft itself or see the signals of any signalman as- 
sociated with the operation. 

(ii) Loads requiring continuous manual guidance while in motion 
shall be provided with tag lines. 
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(o) Landing loads. Persons assisting in landing a load shall face the 
load and use caution to prevent themselves from getting in a position 
where they may be caught between the load and a fixed object. 

(8) Stabilizing of locomotive cranes. Loads may be hoisted by loco- 
motive cranes only if outriggers are in place, unless means are taken to 
prevent the load being carried by the truck springs of the crane. 

(9) Operations. 

(a) Use of cranes together. When two or more cranes hoist a load in 
unison, a designated person shall direct the operation and instruct per- 
sonnel in positioning, rigging of the load and movements to be made. 

(b) Guarding of swing radius. Accessible areas within the swing ra- 
dius of the body of a revolving crane shall be physically guarded dur- 
ing operations to prevent an employee from being caught between the 
body of the crane and any fixed structure or between parts of the 
crane. 

(c) Securing mobile crane components in transit. The crane's super- 
structure and boom shall be secured against rotation and carried in 
line with the direction of travel except when negotiating turns with an 
operator in the cab or when the boom is supported on a dolly. The 
empty hook or other attachment shall be secured. 

(d) Unattended cranes. The following steps shall be taken before 
leaving a crane unattended between work periods: 

(i) Suspended loads, such as those hoisted by lifting magnets or 
clamshell buckets, shall be landed unless the storage position or maxi- 
mum hoisting of the suspended device will provide equivalent safety; 

(ii) Clutches shall be disengaged; 

(iii) The power supply shall be shut off; 

(iv) The crane shall be secured against accidental travel; and 

(v) The boom shall be lowered or secured against movement. 

(e) Operating near electric power lines. 

(i) Clearance. Unless electrical distribution and transmitting lines 
are deenergized and visibly grounded at point of work, or unless insu- 
lating barriers not a part of or an attachment to the crane have been 
erected to prevent physical contact with lines, cranes may be operated 
near power lines only in accordance with following: 

(A) For lines rated 50 kV or below, minimum clearance between the 
lines and any part of the crane or load shall be ten feet (3 m)((:)); 

(B) For lines rated over 50 kV, minimum clearance between the 
lines and any part of the crane or load shall be either 10 feet (3 m) 
plus 0.4 inch (10 mm) for each | kV over 50 kV, or twice the length of 
the line insulator, but never less than ten feet; and 

(C) In transit with no load and boom lowered, the clearance shall be 
a minimum of four feet (1.2 m). 

(ii) Boom guards. Cage-type boom guards, insulating links or prox- 
imity warning devices may be used on cranes, but they shall not be 
used in place of the clearances required by subsection (9)(e)(i) of this 
section. 

(iii) Determination of energized lines. Any overhead line shall be 
presumed to be energized until the owner of the line indicates that it is 
not energized. 

(10) Protection for employees being hoisted. 

(a) No employee shall be hoisted by the load hoisting apparatus of a 
crane or derrick except: 

(i) On intermodal container spreaders, equipped in accordance with 
subsection (10) of this section; or 

(ii) In a boatswain's chair or other device rigged to prevent it from 
accidental disengagement from the hook or supporting member; or 

(iii) On a platform meeting the following requirements: 

(A) Enclosed by a railing or other means providing protection 
equivalent to that described in WAC 296-56-60123(3). If equipped 
with open railings, the platform shall be fitted with toe boards; 

(B) Having a safety factor of four based on ultimate strength; 

(C) Bearing a plate or permanent marking indicating maximum 
load rating, which shall not be exceeded, and the weight of the plat- 
form itself; 

(D) Equipment with a device to prevent access doors, when used, 
from opening accidentally; 

(E) Equipped with overhead protection for employees on the plat- 
form if they are exposed to falling objects or overhead hazards; 

(F) Secured to the load line by means other than wedge and socket 
attachments, unless the free (bitter) end of the line is secured back to 
itself by a clamp placed as close above the wedge as possible. 

(b) Except in an emergency, the hoisting mechanism of all overhead 
and container gantry cranes used to hoist personnel shall operate in 
power up and power down, with automatic brake application when not 
hoisting or lowering. 
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(c) Variable radius booms of a crane or derrick used to hoist per- 
sonnel shall be so constructed or secured as to prevent accidental boom 
movement. 

(d) Platforms or devices used to hoist employees shall be inspected 
for defects before each day's use and shall be removed from service if 
defective. 

(e) Employees being hoisted shall remain in continuous sight of and 
communication with the operator or signalman. 

(f) Operators shall remain at the controls when employees are 
hoisted. 

(g) Cranes shall not travel while employees are hoisted, except in 
emergency or in normal tier to tier transfer of employees during con- 
tainer operations. 

(h) When intermodal container spreaders are used to transfer em- 
ployees to or from the tops of containers, the spreaders shall be 
equipped with a personnel platform equipped with fixed railings, pro- 
vided that the railings have one or more openings for access. The 
openings shall be fitted with a means of closure, such as chains with 
hooks. Existing railings shall be at least thirty-six inches (0.91 m) in 
height. New railings installed after October 3, 1983 shall be forty-two 
inches (1.07 m), plus or minus three inches (7.6 cm), in height. The 
provisions of (a)(iii)(C), (D), and (F) of this subsection also apply to 
personnel platforms when such container spreaders are used. 

(i) Positive safety latch-type hooks or moused hooks shall be used. 

(11) Routine inspection. 

(a) Designated persons shall visually inspect each crane and derrick 
on each day of use for defects in functional operating components and 
shall report any defect found to the employer. The employer shall in- 
form the operator of the findings. 

(b) A designated person shall thoroughly inspect all functional com- 
ponents and accessible structural features of each crane or device at 
monthly intervals. 

(c) Any defects found during such inspections which may create a 
safety hazard shall be corrected before further equipment use. Repairs 
shall be performed only by designated persons. 

(d) A record of monthly inspections shall be maintained for six 
months in or on the crane or derrick or at the terminal. 


AMENDATORY SECTION (Amending Order 84-24, filed 
12/11/84) 


WAC 296-56-60085 CRANE LOAD AND LIMIT DEVICES. 
(1)(a) Except as provided in (a)(viii) of this subsection, every crane 
after October 3, 1984 shall be fitted with a load indicating device or 
alternative device in proper working condition which shall meet the 
following criteria: 

(i) The type or model or any load indicating or alternate device 
which is used shall provide: 

(A) A direct indication in the cab of actual weight hoisted or a 
means of determining this by referencing a weight indication to crane 
ratings posted and visible to the operator, except that the use of a dy- 
namometer or simple scale alone will not meet this requirement; or 

(B) Indications in the cab according to the radius and load at the 
moment; or 

(C) A direct means to prevent an overload from occurring. 

(ii) Accuracy of the devices required by this section shall be such 
that any indicated load (or limit), including the sum of actual weight 
hoisted and additional equipment or "add ons" such as slings, sensors, 
blocks, etc., is within the range from no less than ninety-five percent of 
the actual true total load (five percent overload) to one hundred ten 
percent of the actual true total load (ten percent underload). Such ac- 
curacy shall be required over the range of the daily operating variables 
to be expected under the conditions of use. 

(iii) The device shall permit the operator to determine, before mak- 
ing any lift, that the indicating or substitute system is operative. In the 
alternative, if a device is so mounted or attached to preclude such a 
determination, it may not be used unless it has been certified by the 
manufacturer to remain operable within the limits stated in (a)(ii) of 
this subsection for a specific period of use. Checks for accuracy, using 
known values of load, shall be performed at the time of every certifi- 
cation survey (see WAC 296-56—60093) and at such additional times 
as may be recommended by the manufacturer. 

(iv) When a load indicating device or alternative system is so ar- 
ranged in the supporting system (crane structure) that its failure could 
cause the load to be dropped, its strength shall not be the limiting fac- 
tor of the supporting system (crane structure). 

(v) Marking shall be conspicuously placed giving: Units of measure 
in pounds or both pounds and kilograms, capacity of the indicating 
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system, accuracy of the indicating system, and operating instructions 
and precautions. In the case of systems utilizing indications other than 
actual weights, the ((marketing)) marking shall include data on: The 
means of measurement, capacity of the system, accuracy of the system, 
and operating instructions and precautions. If the system used provides 
no readout, but it is such as to automatically cease crane operation 
when the rated load limit under any specific condition of use is 
reached, marking shall be provided giving the make and model of the 
device installed, a description of what it does, how it is operated, and 
any necessary precautions regarding the system. All weight indications, 
other types of loading indications, and other data required shall be 
readily visible to the operator. 

(vi) All load indicating devices shall be operative over the full oper- 
ating radius. Overall accuracy shall be based on actual applied load 
and not on full scale (full capacity) load. 

Explanatory note. For example, if accuracy of the load indicating 
device is based on full scale load and the device is arbitrarily set at 
plus/minus ten percent, it would accept a reading between ninety 
thousand and one hundred ten thousand pounds, at full capacity of a 
machine with one hundred thousand pounds, maximum rating, but 
would also allow a reading between zero and twenty thousand pounds, 
at that outreach (radius) at which the rating would be ten thousand 
pounds, capacity—an unacceptable figure. If, however, accuracy is 
based on actual applied load under the same conditions, the acceptable 
range would remain the same with the one hundred thousand pound 
load but becomes a figure between nine thousand and eleven thousand 
pounds, a much different and acceptable condition, at the ten thousand 
pound load. 

(vii) When the device uses the radius as a factor in its use or in its 
operating indications, the indicated radius (which may be in feet 
and/or meters, or degrees of boom angle, depending on the system 
used) shall be a figure which is within the range of a figure no greater 
than one hundred ten percent of the actual radius to a figure which is 
no less than ninety-seven percent of the actual (true) radius. A con- 
version chart shall be provided whenever it is necessary to convert be- 
tween degrees of radius and feet or meters. 

(viii) The load indicating device requirements of this item do not 
apply to a crane: . 

(A) Of trolley equipped bridge type while handling container known 
to be and identified as empty, or loaded, and in either case in compli- 
ance with the provisions of WAC 296-56-60103, or while hoisting 
other lifts by means of a lifting beam supplied by the crane manufac- 
turer for the purpose, and in all cases within the crane rating; 

(B) While handling bulk commodities or cargoes by means of clam- 
shell bucket or magnet; 

(C) While used to handle or hold hoses in connection with transfer 
of bulk liquids or other hose handled products; or 

(D) While the crane is used exclusively to handle cargo or equip- 
ment the total actual gross weight of which is known by means of 
marking of the unit or units hoisted, when such total actual gross 
weight never exceeds eleven thousand two hundred pounds, and when 
eleven thousand two hundred pounds, is less than the rated capacity of 
the crane at the maximum outreach that is possible under the condi- 
tions of use at the time. 

(ix) Limit switches shall be installed on the main line and whip line 
assemblies which will deactivate the hoisting power when a load 
reaches the upper limits of travel and at such other places as required 
by this chapter. Line limit switches shall be tested prior to or at the 
beginning of each shift to determine if they are functioning properly. 
Any malfunction shall be reported to the person in charge immediately 
and shall be repaired at the first reasonable opportunity. 


AMENDATORY SECTION (Amending Order 84-24, filed 
12/11/84) 


WAC 296-56-60089 CONVEYORS. (1) Guards. 

(a) Danger zones at or adjacent to conveyors shall be guarded to 
protect employees. 

(b) An elevated walkway with guardrail or equivalent means of pro- 
tection shall be provided where employees cross over moving convey- 
ors, and suitable guarding shall be provided when employees pass 
under moving conveyors. . 

(2) Moving parts. Conveyor rollers and wheels shall be secured in 
position. 

(3) Positioning. Gravity conveyor sections shall be firmly placed and 
secured to prevent them from falling. 

(4) Braking. 
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(a) When necessary for safe operation, provisions shall be made for 
braking objects at the delivery end of the conveyor. 

(b) Conveyor using electrically released brakes shall be constructed 
so that the brakes cannot be released until power is applied, and that 
the brakes are automatically engaged if the power fails or the operat- 
ing control is returned to the "stop" position. 

(5) Stability. Portable conveyors shall be stable within their operat- 
ing ranges. When used at variable fixed levels, the unit shall be secured 
at the operating level. 

(6) Emergency stop devices. Readily accessible stop controls shall be 
provided for use in an emergency((;)) whenever employees are required 
to walk or work in the vicinity of the conveyor. The emergency stop 


((must-be-accessible-throughout-the-fati-Tength-of)) device shall be 
Pur within easy reach from any position on or adjacent to the 
conveyor((s)). 

(7) Starting powered conveyors. Powered conveyors shall not be 
started until all employees are clear of the conveyor or have been 
warned that the conveyor is about to start. 

(8) Loading and unloading. The area around conveyor loading and 
unloading points shall be kept clear of obstructions during conveyor 
operations. 

(9) Lockout/tagout. 

(a) Conveyors shall be stopped and their power sources locked out 
and tagged out during maintenance, repair, and servicing, unless power 
is necessary for testing. 

(b) The starting device shall be locked out and tagged out in the 
stop position before an attempt is made to remove the cause of a jam 
or overload of the conveying medium, unless it is necessary to have the 
power on to remove the jam. 

(10) Chutes, gravity conveyors and rollers. 

(a) Chutes used in the manual handling of cargo shall be adequate 
for the use to which they are put and shall be kept free of splinters and 
sharp edges. 

(b) Chutes shall be equipped with sideboards of sufficient height to 
prevent cargo from falling off. 

(c) Chutes and gravity roller sections shall be firmly placed or se- 
cured to prevent displacement. 

(d) Gravity rollers shall be of sufficient strength for the weight of 
material which is placed upon them. Rollers shall be locked in position 
to prevent them from falling or jumping out of the frame. 

(e) Frames shall be kept free of burrs and sharp edges. 

(f) When necessary, provision shall be made for braking objects at 
the delivery end of the roller or chute. 

(11) Safe practices. 

(a) Only designated persons shall operate, repair or service powered 
conveyors. 

(b) The employer shall direct employees to stay off operating 
conveyors. 

(c) Conveyors shall be operated only with all overload devices, 
guards and safety devices in place and operable. 


AMENDATORY SECTION (Amending Order 84-24, filed 
12/11/84) 


WAC 296-56-60093 CERTIFICATION OF MARINE TER- 
MINAL MATERIAL HANDLING DEVICES. (1) The employer 
shall not use any material handling device listed in ((strbsectron-(3)-of 
this-section)) WAC 296-56—60098(22) until he has ascertained that 
the device has been certificated, as evidenced by current and valid 
documents attesting to compliance with the requirements of WAC 
296-56-60098(21). 

(2) Certification surveys are to be completed for the conditions of 
use found at the time such surveys are completed, with the under- 
standing that equipment owners/users can change the configurations of 
the equipment according to the manufacturer's specifications without 
affecting the established certification status for the equipment. 

(3) These rules apply to employment within a marine terminal in- 
cluding the loading, unloading, movement, or other handling of cargo, 
ship's stores, or gear within the terminal or into or out of any land 
carrier, holding or consolidation area, or any other activity within and 
associated with the overall operation and functions of the terminal, 
such as the use and routine maintenance of facilities and equipment. 

(4) Inspection and test certificates shall be issued only for that 
equipment which meets or exceeds the requirements as specified in 
these rules. All inspection and test certificates shall be issued through 
the office of the assistant director of the division of industrial safety 
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and health, department of labor and industries, and shall be valid for a 
period not to exceed one year from the date of issuance. 

(5) Equipment requiring certification shall be inspected by represen- 
tatives of the division of industrial safety and health; or individuals 
who have received a “certificate of competency” from the supervisor of 
industrial safety and health indicating that they are qualified and ca- 
pable of performing such work. 

(6) When deficiencies are found they shall be noted on forms pro- 
vided for such purpose by the division of industrial safety and health. 
Copies shall be delivered to the owner of the equipment and the divi- 
sion of industrial safety and health at the Olympia office by the person 
conducting such tests and/or inspections. 

(7) A certificate of unit test and/or examination of equipment shall 
not be issued for any equipment found not to be in compliance with the 
provisions of this chapter. 

(8) Persons desiring a “certificate of competency" shall demonstrate 
and document their capabilities and qualifications to the assistant di- 
rector of the division of industrial safety and health, who will issue 
such certificates to those persons whom he considers qualified. The as- 
sistant director reserves the right to revoke such certificates at any 
time for cause. A "certificate of competency” shall be issued for a pe- 
riod of not more than three years. Applications for renewal may be 
made not more than sixty days prior to the expiration date shown on 
the certificate. 

(9) The assistant director of industrial safety and health or his rep- 
resentative, reserves the right to inspect such equipment or to witness 
or attend any test or inspection in order to ascertain the adequacy of 
any certification activity performed. 

(10) Unless otherwise exempted, all cranes or derricks required to 
be certificated by these regulations shall have a current test certificate 
posted in the operator's cab or station. No person shall be required to 
operate such crane or derrick unless a current valid certificate is 
posted. 


AMENDATORY SECTION (Amending Order 84-24, filed 
12/11/84) 


WAC 296-56-60098 EXAMINATION AND INSPECTION 
OF CRANES AND DERRICKS. An examination shall be carried 
out in conjunction with each annual unit proof load test. The accredit- 
ed person, or his authorized representative, shall make a determination 
as to correction of deficiencies found. The examination shall cover the 
following points as applicable: (Refer to WAC 296—56-60093 for defi- 
nition of accredited person.) 

(1) All functional operating mechanisms shall be examined for im- 
proper function, maladjustment, and excessive component wear, with 
particular attention to sheaves, pins, and drums. The examinations 
shall include operation with partial load, in which all functions and 
movements, including, where applicable, maximum possible rotation in 
both directions, are performed. 

(2) All safety devices shall be examined for malfunction. 

(3) Lines, tanks, valves, drains, pumps, and other parts of air or hy- 
draulic systems shall be examined for deterioration or leakage. 

(4) Rope reeving shall comply with the manufacturer's 
recommendations. 

(5) Deformed, cracked, or excessively corroded members in crane 
structure and boom shall be repaired or replaced as necessary. 

(6) Loose bolts, rivets, or other connections shall be corrected. 

(7) Worn, cracked, or distorted parts affecting safe operation shall 
be corrected. 

(8) All brakes, used to control the load, boom or travel of the crane, 
shall be tested. Air, hydraulic, or electrically operated brakes shall be 
of such design as to set and stop the load if the source of power fails. 

(9) Brake and clutch system parts, linings, pawls, and ratchets shall 
be examined for excessive wear and free operation. 

(10) Load, boom angle, or other indicators shall be checked over 
their full range. Defects in such indicators shall be immediately 
corrected. 

(11) Where used, clamshell buckets or other similar equipment, 
such as magnets, etc., shall be carefully examined in all respects, with 
particular attention to closing line wires and sheaves. The accredited 
person may supplement such examination by requesting any opera- 
tional tests as may be appropriate. 

(12) Careful examination of the junction areas of removable boom 
sections, particularly for proper seating, cracks, deformities, or other 
defects in securing bolts and in the vicinity of such bolts, shall be 
made. 
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(13) All platforms, steps and footwalks located on cranes where 
workers are exposed to the hazard of slipping shall be of a nonslip ma- 
terial. Wire rope used for railings on cranes shall be kept taut at all 
times. 

Note: In critical areas such as footwalks along booms, a grating 
material should be used. 

(14) It shall be ascertained that no counterweights in excess weight 
of the manufacturer's specifications shall be fitted or used. 

(15) Such other examination or supplemental functional tests shall 
be made as may be deemed necessary by the accredited person under 
the circumstances. 

(16) Wire rope. 

(a) All wire rope shall be inspected once a month, dependent upon 
conditions to which the wire ropes are subjected, and at intervals not 
exceeding a twelve-month period. Records of inspection of wire rope 
shall be kept and shall be available to the department of labor and in- 
dustries representative. Records shall be kept for one year. Refer to the 
general safety and health standards, WAC 296—24-240. 

(b) Wire rope shall not be used if in any length of eight diameters, 
the total number of visible broken wires exceeds ten percent of the to- 
tal number of wires, or if the rope shows other signs of excessive wear, 
corrosion, or defect. Particular attention shall be given to the condition 
of those sections of wire rope adjacent to any terminal connections, 
those sections exposed to abnormal wear, and those sections not nor- 
mally exposed for examination. 

(c) Documentation, available for inspection, shall include wire rope 
test certificates relating to any replacements made since the last unit 
test or annual examination as required. 

(d) Wire rope and replacement wire rope shall be of the same size, 
same or better grade, and same construction as originally furnished by 
the equipment manufacturer or contemplated in the design, unless 
otherwise recommended by the equipment or wire rope manufacturer 
due to actual working condition requirements. In the absence of spe- 
cific requirements as noted, wire rope shall be of a size and construc- 
tion suitable for the purpose, and shall have the capacity to handle 
four times the heaviest expected load and verified by wire rope test 
certificate. 

(e) Wire rope in use on equipment previously constructed and prior 
to initial certification of said equipment shall not be required to be 
tested but shall be subject to thorough examination at the time of ini- 
tial certification of the equipment. 

(17)(a) Accessory components, such as hooks. Container spreader 
bar twist locks shall be carefully examined periodically and at the time 
of annual examination and inspection. Cracked or deformed hooks 
shall be discarded immediately and not reused on any equipment sub- 
ject to the provisions of this chapter. 

(b) Crane hooks and container spreader bar twist lock. Magnetic 
particle or other suitable crack detecting inspection shall be performed 
at least once each year. When testing by x-ray, the pertinent provi- 
sions of the Nuclear Regulatory Commission's standards for protection 
against radiation, relating to protection against occupational radiation 
exposure, shall apply. 

(18) In the event that heat treatment of any loose gear is recom- 
mended by the manufacturer, the latest heat treatment certificate, at- 
testing to compliance with the manufacturer's specifications shall be 
part of the available documentation. Heat treatment shall be carried 
out in accordance with the specifications of the manufacturer by per- 
sons competent to perform such work. 

(19) Replacement parts shall be of equal or better quality than the 
original equipment and suitable for the purpose. Repairs or modifica- 
tions shall be such as to render the equipment equal to or better than 
the original construction or design. 

(20) In cases of foreign manufactured cranes, there shall be an 
owner's warranty that the design is adequate for the intended use. The 
warranty shall be based on a thorough examination of the design spec- 
ifications by a registered professional engineer familiar with the 
equipment. 

(21) The certifications required by this section shall be performed((: 

€)) in accordance with WAC 296—56-60093 by persons ((them 
currentty)) accredited by the (( i T 


the-secretary)) assistant director of industrial safety and health. 
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(22) The marine terminal material handling devices listed below 
shall be certificated in the following manner: 

(a) Each crane and derrick shall be tested and examined as a unit 
annually. A copy of the certificate of tests and examinations shall be 
posted in the crane operators cab. 

(b) Bulk cargo spouts and suckers, together with any portable ex- 
tensions and rigging or outriggers supporting them vertically, shall be 
examined annually. Certificates attesting to the required examination 
shall be made readily available for inspection. 

(c) Vertical pocket or bucket conveyors such as banana, sugar, and 
grain marine legs (other than those ((with)) within a grain elevator 
structure) used within a marine terminal facility shall be examined 
annually. The annual examination shall include all supporting struc- 
tures, rigging and mechanical components and observation of all steps 
of operations. Certificates attesting to the required examinations shall 
be readily available for inspection. 

(d)(i) House fall cargo-handling gear in use shall be proof load 
tested as a unit upon initial certification and every fourth year thereaf- 
ter. An examination shall be carried out in conjunction with each unit 
proof load test and annually thereafter. The unit test shall consist of a 
proof load of twenty-five percent in excess of the rated safe working 
load. Examinations shall include all supporting structures and compo- 
nents. Certificates attesting to the required tests and examinations 
shall be readily available for inspection. 

(ii) House fall span beams or other house fall block supports shall be 
marked with the safe working load, which shall not be exceeded. 

(e) Special gear. 

(i) Special stevedoring gear provided by the employer, the strength 
of which depends upon components other than commonly used stock 
items such as shackles, ropes or chains, shall be tested as a unit in ac- 
cordance with the following table before initially being put into use. 


Safe working load Proof load 


Up to 20 short tons .. 25 percent in excess 
Over 20 to 50 short tons . .. Sshort tons in excess 
Over 50 short tons.......................... 10 percent in excess 


(ii) Every spreader not a part of ship's gear and used for hoisting 
intermodal containers shall be tested to a proof load equal to twenty- 
five percent in excess of its rated capacity. Additionally, any spreader 
which suffers damage necessitating structural repair shall be retested 
after repair and before being returned to service. 

(iii) Certificates attesting to the required tests shall be available for 
inspection. 

(f) Wire rope and loose gear obtained after October 3, 1983, and 
used for material handling shall have been tested and certificated be- 
fore being placed into use in accordance with the provisions of WAC 
296-56-60097 as applicable. Certificates attesting to the required 
tests, inspections and examinations shall be available. 

(23) Disassembly and reassembly of equipment does not require re- 
certification of the equipment provided that the equipment is reassem- 
bled and used in a manner consistent with its certification. 

(24) For equipment certificated in accordance with subsection 
(21)(b) of this section and transferred to a job site in another state, the 
current certification shall remain valid until the next inspection or ex- 
amination becomes duc. 

(25) Certification procedures shall not be construed as a substitute 
for, or cause for elimination of, normal operational inspection and 
maintenance routine throughout the year. 

(26)(a) Every unit of equipment requiring annual certification shall 
have had such annual certification within the previous twelve months. 
Equipment requiring annual certification shall have had such annual 
certification within the previous twelve months, except that no annual 
certification is required within twelve months after any required certi- 
fication. Annual examinations for certification may be accomplished up 
to one month early without effect on subsequent due dates. 

(b) When certificated equipment is out of service for six months or 
more beyond the due date of a certification inspection, an examination 
equivalent to an initial certification, including unit proof load test, 
shall be performed before the equipment reenters service. 

(27) Loose gear obtained after October 3, 1983, shall bear a legible 
mark indicating that it has been tested (see WAC 296—56-60097 
(22)(f)). Single sheave blocks shall be marked with safe working loads 
and proof test loads. Marks relating to testing shall be identifiable on 
the related certificates, which shall be available. 
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(28) The certification requirements of this section do not apply to 
the following equipment: 

(a) Industrial trucks and small industrial crane trucks; and 

(b) Any straddle truck not capable of straddling two or more inter- 
modal containers sixteen feet (4.88 m) in width. 


AMENDATORY SECTION (Amending Order 84-24, filed 
12/11/84) 


WAC 296-56-60099 HAND TOOLS. (1) Hand tools used by 
employees shall be maintained in safe operating condition. 

(2)(a) Hand-held portable electric tools shall be equipped with 
switches that must be manually held in a closed position to operate the 
tool. 

(b) Portable power-driven circular saws shall be equipped with 
guards above and below the base plate or shoe. The upper guard shall 
cover the saw to the depth of the teeth, except for the minimum arc 
needed to permit the base to be tilted for bevel cuts. The lower guard 
shall cover the saw to the depth of the teeth, except for the minimum 
arc needed to allow proper retraction and contact with the work. When 
the tool is withdrawn from the work, the lower guard shall automati- 
cally and instantly return to the covering position. 

(3) Only cutting tools shall be used to cut metal strapping or ban- 
ding used to secure cargo. 


AMENDATORY SECTION (Amending Order 84-24, filed 
12/11/84) 


WAC 296-56-60115 OTHER PROTECTIVE MEASURES. (1) 
Protective clothing. 

(a) Employees performing work that requires special protective 
clothing shall be directed by the employer to wear the necessary spe- 
cial protective clothing. 

(b) When necessary, protective clothing previously worn shall be 
cleaned and disinfected before reissuance. 

(2) Personal floatation devices. 

(a) The employer shall provide, and shall direct the wearing of per- 
sonal floatation devices for those employees, such as line handlers, who 
are engaged in work in which they may be pulled into the water: 

(i) When such employees are working in isolation: or 

(ii) Where physical limitations of available working space creates a 
hazard of falling into the water; or 

(iii) Where the work area is obstructed by cargo or other obstacles 
so as to prevent employees from obtaining safe footing for their work. 

(b) Employees working on, over or along water, where the danger of 
drowning exists, shall be provided with and shall wear approved per- 
sonal flotation devices. 

(i) Employees are not considered exposed to the danger of drowning 
when: 

(A) The water depth is known to be less than chest deep on the ex- 
posed individual; 

(B) Working behind standard height and strength guardrails; 

(C) Working inside operating cabs or stations which eliminate the 
possibility of accidentally falling into the water; 

(D) Wearing approved safety belts with lifeline attached so as to 
preclude the possibility of falling into the water. 

(ii) Prior to and after each use, personal floatation devices shall be 
inspected for defects which would reduce their designed effectiveness. 
Defective personal floatation devices shall not be used. 

(iii) To meet the approved criteria required by (b) of this subsection, 
a personal floatation device shall be approved by the United States 
coast guard as a Type I PFD, Type If PFD, Type III PFD, or Type V 
PFD, or their equivalent, pursuant to 46 CFR 160 (Coast Guard Life- 
saving Equipment Specifications) and 33 CFR 175.23 (Coast guard 
table of devices equivalent to personal floatation devices). Ski belt or 
inflatable type personal floatation devices are specifically prohibited. 

(c) Life ring. 

(i) Along docks, walkways or other fixed installations on or adjacent 
to open water more than five feet deep, approved life rings with line 
attached shall be provided. The life rings shall be spaced at intervals 
not to exceed two hundred feet and shall be kept in easily visible and 
readily accessible locations. 

(ii) When employees are assigned work at other casual locations 
where exposure to drowning exists, at least one approved life ring with 
line attached shall be provided in the immediate vicinity of thc work 
assigned. 
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(iii) Work assigned over water where the vertical drop from an ac- 
cidental fall would exceed fifty feet, shall be subject to specific proce- 
dures as approved by the department. 

(iv) Lines attached to life rings shall be at least ninety feet in length, 
at least one-quarter inch in diameter and have a minimum breaking 
strength of five hundred pounds. 

(v) Life rings must be United States coast guard approved thirty 
inch size. 

(vi) Life rings and attached lines must be maintained to retain at 
least seventy-five percent of their designed buoyance and strength. 

(3) Emergency facilities. When employees are exposed to hazardous 
substances which may require emergency bathing, eye washing or oth- 
er facilities, the employer shall provide such facilities and maintain 
them in good working order. 


AMENDATORY SECTION (Amending Order 84-24, filed 
12/11/84) 


WAC 296-56-60117 MAINTENANCE AND LOAD LIMITS. 
(1) The structural integrity of docks, piers, wharves, terminals and 
working surfaces shall be maintained. 

(2)((€a})) Maximum safe load limits, in pounds per square foot 
(kilograms per square meter), of floors elevated above ground level, 
and pier structures over the water shall be conspicuously posted in all 
cargo areas. 

((€5))) ExcEPTION: Pier structures used primarily for vehicle traffic 
((shaH)) may be posted in maximum pounds per axle weight. 

(3) Maximum safe load limits shall not be exceeded. 

(4) All walking and working surfaces in the terminal area shall be 
maintained in good repair. 

(5) All steel plates, boards, etc., used to temporarily cover small 
holes or weakened surfaces shall be secured in such a manner as to 
prevent accidental movement. 

(6) All large openings or weakened surfaces shall be barricaded on 
all exposed sides with barricades equipped with blinkers, flashing 
lights, or reflectors. 

(7) Areas around bitts or cleats where workers perform their duties 
shall be lighted as required in this section and have a nonslip surface 
around each bitt or cleat. 


MANLIFTS: ELECTRIC 


AMENDATORY SECTION (Amending Order 84-24, filed 
12/11/84) 


WAC 296-56-60135  ((EEECTRI€C)) MANLIFTS. Reserved. 


MANLIFTS—HAND POWER ((NFANEFFFS)) 


AMENDATORY SECTION (Amending Order 84-24, filed 
12/11/84) 


WAC 296-56-60209 FIXED LADDERS. (1) Scope and applica- 
bility. This section applies to all fixed ladders except: 

(a) Ladders forming an integral part of railway cars, highway carri- 
ers, cargo containers, or other transportation carrier equipment; 

(b) Climbing devices such as step bolts or structural members of 
tanks and towers; 

(c) Ladders built into or vertically attached to tubular scaffold 
framing; and 

(d) Ladders used only for fire fighting or emergency purposes are 


exempt from the provisions of subsection (5) of this section. All other 


requirements of this section will apply. 
(2) Definitions. 


(a) 'Cage" (basket guard) means a barrier enclosing or nearly en- 
closing a ladder's climbing space and fastened to one or both of the 
ladder's side rails or to another structure. 

(b) "Fixed ladder" means a ladder, including individual rung lad- 
ders, permanently attached to a structure, building, or piece of 
equipment. 

(c) "Ladder safety device" means a support system limiting an em- 
ployee's drop or fall from the ladder, and which may incorporate fric- 
tion brakes, lifelines and lanyards, or sliding attachments. 

(d) "Well" means a permanent complete enclosure around a fixed 
ladder, which is attached to the walls of the well. 

(3) Defects. 
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(a) Ladders with broken, split, or missing rungs, steps or rails, bro- 
ken welds or connections, corrosion or wastage, or other defect which 
may affect safe use shall be removed from service. 

(b) Ladder repairs shall provide strength at least equivalent to that 
of the original ladder. 

(4) Ladder specifications. 

(a)(i) Ladders installed before October 3, 1983, shall be capable of 
withstanding without damage a minimum concentrated load, applied 
uniformly over a three and one-half inch (8.8 cm) width at the rung 
center, of two hundred pounds (890 N). 

(ii) Ladders installed after October 3, 1983, shall be capable of 
withstanding two hundred fifty pounds (1120 N) applied as described 
in (a)(i) of this subsection. If used by more than one employee simul- 
taneously, the ladder as a unit shall be capable of simultaneous addi- 
tional loading in two hundred fifty pound (1120 N) increments for 
each additional employee, applied to a corresponding number of rungs. 
The unit shall have a safety factor of four based on ultimate strength, 
in the designed service. 

(b)(i) Ladders installed before October 3, 1983, shall have rungs 
evenly spaced from nine to sixteen and one-half inches (22.9 to 41.9 
cm) apart, center to center. 

(ii) Ladders installed after October 3, 1983, shall have rungs evenly 
spaced from 122 inches (305 cm) apart, center to center. 

(c)(i) Ladders installed before October 3, 1983, shall have a width 
between side rails of at least ten inches (25.4 cm). 

(ii) Ladders installed after October 3, 1983, shall have a width be- 
tween side rails of at least twelve inches (30.48 cm). 

(d) The minimum distance between the rung center line and the 
nearest permanent object behind the rung shall be four inches (10.2 
cm), except that in ladders installed after October 3, 1983, the mini- 
mum distance shall be seven inches (17.8 cm) unless physical limita- 
tions make a lesser distance, not less than four and one-half inches 
(11.5 cm), necessary. 

(e) When a ladder passes through an opening or past overhead ob- 
structions, a minimum twenty-four inch (.61 m) clearance shall exist 
between the climbing side and any obstruction. Where this distance is 
less than thirty inches (0.76 m), a deflection device shall be installed 
for guidance through the opening. 

(f) The side rails of ladders shall extend at least thirty-six inches 
(0.91 m) above the top landing surface, unless grab bars or equivalent 
holds are provided. 

(g) Ladders whose pitch exceeds ninety degrees to the horizontal 
(slanting backward on the climbing side) shall not be used. 

(5) Protection against falls. 

(a) Fixed ladders more than twenty feet (6.1 m) in height shall be 
provided with a cage, well, or ladder safety device. 

(b) When a well or cage is used, ladders with length of climb ex- 
ceeding thirty feet (9.14 m) shall comply with the following provisions: 

(i) The ladder shall consist of multiple sections not exceeding thirty 
feet (9.14 m) each; 

(ii) Each section shall be horizontally offset from adjacent sections, 
except as specified in (b)(iv) of this subsection; and 

(iii) A landing platform capable of supporting a load of one hundred 
pounds per square foot (4.79 kPa) and fitted with guardrails complying 
with WAC 296—56—60123(3) shall be provided at least every thirty 
feet, except as specified in (b)(iv) of this subsection; 

(iv) For ladders installed after October 3, 1983, offset sections and 
landing platforms are not required if hinged platforms capable of sup- 
porting one hundred pounds per square foot (4.79 kPa), and which are 
kept closed except when opened for passage, are within the cage or 
well at intervals not exceeding thirty feet (9.14 m). 

(c) Ladders equipped with ladder safety devices shall have rest 
platforms: 

(i) Capable of supporting a load of one hundred pounds per square 
foot (4.79 kPa); 

(ii) Located at intervals of one hundred fifty feet (46 m) or less; and 

(iii) Protected by guardrails complying with WAC 296-56- 
60123(3) of three sides. 

(d) Where used, ladder safety devices shall: 

(i) Be installed and maintained in accordance with the manufactur- 
er's instructions, which shall be available for inspection; 

(ii) Be repaired only with replacement parts having performance ca- 
pability at least equal to that of the original parts; 

(iii) Have a connection length between carrier centerlines and safety 
belts of 1042 inches (25.445.08 cm); and 

(iv) Be installed in a manner that does not reduce the ladder's 
structural capability. 
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(e) Ladder cages or wells shall: 

(i) Be of rigid construction that allows unobstructed use but pre- 
vents an employee from falling through or dislodging the cage or well 
by falling against it; 

(ii) Have smooth inner surfaces; 

(iii) Extend at least thirty-six inches (0.9 m) above landings; and 

(iv) Extend to within eight feet (2.4 m) above the ground or base, 
except that a maximum of twenty feet (6.1 m) is permitted where the 
cage or well would extend into traffic lanes. 

(f) Ladders installed after (effective date of standard) on radio, mi- 
crowave communications, electrical power and similar towers, poles 
and structures, including stacks and chimneys, shall meet the require- 
ments of this subsection. 

(6) Individual rung ladders. Ladders consisting of individual rungs 
that are attached to walls, conical manhole sections or river cells shall: 

(a) Be capable of supporting a load of three hundred fifty pounds 
(1557 N) without deformation; 

(b) Form a continuous ladder, uniformly spaced vertically from 
twelve inches to sixteen inches (30.5 to 41 cm) apart, with a minimum 
width of ten inches (25.4 cm), and projecting at least four and one- 
half inches (1 cm) from the wall; 

(c) Be so constructed that an employee's foot cannot slide off the 
ends; and 

(d) Be firmly attached and without sharp edges. 


AMENDATORY SECTION (Amending Order 84-24, filed 
12/11/84) 


WAC 296-56-60211 PORTABLE LADDERS. (1) Scope and 
applicability. This section applies to all portable ladders, including 
job-made ladders for temporary use, unless otherwise specified. 

(2) Standards for existing manufactured portable ladders. 

(a) Rungs of manufactured portable ladders obtained before Octo- 
ber 3, 1983, shall be capable of supporting a two hundred pound (896 
N) load without deformation. 

(b) Rungs shall be evenly spaced from nine to sixteen and one-half 
inches (22.9 to 41.9 cm), center to center. 

(c) Rungs shall be continuous members between rails. Each rung of 
a double-rung ladder (two side rails and a center rail) shall extend the 
full width of the ladder. 

(d) Width between side rails at the base of the ladder shall be at 
least twelve inches (30 cm) for ladders ten feet (3.05 m) or less in 
overall length, and shall increase at least one-fourth inch (0.6 cm) for 
each additional two feet (0.61 m) of ladder length. 

(3) Standards for manufactured portable ladders. Portable manu- 
factured ladders obtained after October 3, 1983, shall bear identifica- 
tion indicating that they meet the appropriate ladder construction 
requirements of the following standards: 

ANSI ((A4-4)) Al4.1-Current Safety Requirements for Portable 
Wood Ladders 

ANSI A14.2-Current Safety Requirements for Portable Metal 
Ladders 

ANSI A14.5-Current Safety Requirements for Portable Reinforced 
Plastic Ladders 

(4) Standards for job-made portable ladders. Job-made ladders 
shall: 

(a) Have a minimum and uniform distance between rungs of twelve 
inches (30 cm), center to center; 

(b) Are capable of supporting a two hundred fifty pound (1100 N) 
load without deformation; and 

(c) Have a minimum width between side rails of twelve inches (30 
cm) for ladders ten feet (3.05 m) in height. Width between rails shall 
increase at least one-fourth inch (0.6 cm) for each additional two feet 
(0.61 m) of ladder length. 

(5) Maintenance and inspection. 

(a) The employer shall maintain portable ladders in safe condition. 
Ladders with the following defects shall not be used and either shall be 
tagged as unusable if kept on the premises or shall be removed from 
the worksite: 

(i) Broken, split or missing rungs, cleats, or steps; 

(ii) Broken or split side rails; 

(iii) Missing or loose bolts, rivets, or fastenings; 

(iv) Defective ropes; or 

(v) Any other structural defect. 

(b) Ladders shall be inspected for defects prior to each day's use, 
and after any occurrence, such as a fall, which could damage the 
ladder. 

(6) Ladder usage. 
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(a) Ladders made by fastening rungs or devices across a single rail 
are prohibited. 

(b) Ladders shall not be used: 

(i) As guys, braces, or skids; or 

(ii) As platforms, runways, or scaffolds. 

(c) Metal and wire-reinforced ladders with wooden side rails shall 
not be used when employees on the ladder might come into contact 
with energized electrical conductors. 

(d) Individual sections from different multisectional ladders or two 
or more single straight ladders shall not be tied or fastened together to 
achieve additional length. 

(e) Except for combination ladders, self-supporting ladders shall not 
be used as single straight ladders. 

(f) Unless intended for cantilever operation, nonself-supporting lad- 
ders shall not be used to climb above the top support point. 

(g) Ladders shall extend at least thirty-six inches (0.91 m) above 
the upper support level if employees are to leave or mount the ladder 
at that level, except that where such extension is impractical other 
equivalent means such as grab bars may be used to provide a hand 

rip. 
E () Ladders shall be securely positioned on a level and firm base. 

(i) Ladders shall be fitted with slip-resistant bases and secured at 
top or bottom to prevent the ladder from slipping. 

(j) The employer shall direct that ladders shall be placed so that 
employees climbing are not exposed to injury from projecting objects 
or doors that open toward the ladder. 
filed 


AMENDATORY SECTION (Amending Order 84-24, 


12/11/84) 
WAC 296-56-60217 SPIRAL STAIRWAYS. (1) Definition. 
"Spiral stairway" means one with closed circular form, uniform sec- 


tor-shaped treads and a supporting column. 
(2) Requirements. Spiral stairways shall meet the following 


requirements: 
(a) Stairways shall conform to the minimum dimensions of Figure 


F-1; 


Figure FA 


Spiral Stairway—Minimum Dimensions 


A(Half-tread 


width) B 
Normal use by 11 inches (27.9 6 inches (15.2 
employees ... cm) cm) 
Limited access ... 9 inches (22.9 5 inches (12.7 
cm) cm) 


(b) Stairway risers shall be uniform and shall range from six and 
one-half to ten and one-half inches (16.5 to 26.7 cm) in height; 

(c) Minimum loading capability shall be one hundred pounds per 
square foot (448 N), and minimum tread center concentrated loading 
shall be three hundred pounds (1344 N); 

(d) Railing shall conform to the requirements of WAC 296-56- 
60123 (3)(a). If balusters are used, there shall be a minimum of one 
per tread. Handrails shall be a minimum ((om)) of one and one-fourth 
inches (3.3 cm) in outside diameter; and 

(e) Vertical clearance shall be at least six feet, six inches (1.98 m) 
above the top step. 

(3) Maintenance. Spiral stairways shall be maintained in safe 
condition. 
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AMENDATORY SECTION (Amending Order filed 


12/11/84) 


WAC 296-56-60219 EMPLOYEE EXITS. (1) Employee exits 
shall be clearly marked. 

(2) If an employee exit is not visible from employees' work stations, 
directional signs indicating routes to the exit shall be posted. 

(3) ((Extsts)) Exits shall be readily accessible and sufficient in num- 
ber to provide employees with a convenient means of escape in emer- 
gencies. A clear passage to the exit shall be maintained. 

(4) The minimum width of any employee exit shall be twenty-eight 
inches (71.1 cm). 

(5) All fire exits and aisleways of all docks and warehouses shall be 
clearly marked and kept clear. All main aisleways shall be wide 
enough to permit passage of a fire truck. 

(6) There shall be a twenty-eight inch clearance maintained where 
employees use a passageway to an exit. 

(7) Every building, structure or crane, new or old, shall be provided 
with an emergency means of egress to permit the prompt escape of oc- 
cupants in case of fire or other emergency, at all locations with a ver- 
tical height of thirty feet or more. Crane, building or structure 
installed prior to the effective date of this standard will have until July 
1, 1986, to comply. 


84-24, 


AMENDATORY SECTION (Amending Order filed 


12/11/84) 


WAC 296-56-60227 RIVER BANKS. (1) This section applies to 
temporary installations or temporary operations near a river bank. 

(2) Where working surfaces at river banks slope so steeply that an 
employee could slip or fall into the water, the employer shall ensure 
that the outer perimeter of the working surface is protected by posting 
or other portable protection such as roping off, and that employees 
wear a personal flotation device meeting the requirements of WAC 


296-56-60115((€3}))(2). 


AMENDATORY SECTION 
12/11/84) rou 


WAC 296-56-60233 RELATED TERMINAL OPERATIONS 
AND EQUIPMENT—MACHINE GUARDING. (1) Definition. 
"Guarded" means shielded, fenced, or enclosed by covers, casings, 
shields, troughs, spillways or railings, or guarded by position or loca- 
tion. Examples of guarding methods are guarding by location (posi- 
tioning hazards so they are inaccessible to employees) and point of 
operation guarding (using barrier guards, two-hand tripping devices, 
electronic safety devices, or other such devices). 

(2) General. 

(a) Danger zones on machines and equipment used by employees 
shall be guarded. 

(b) Where chips and dust produced by machine operation may re- 
sult in a hazard to the operator, the machinery shall be equipped with 
an effective exhaust system at the point of origin, or other equally ef- 
fective means shall be provided to protect the operator. 

(c) Fixed machinery shall be secured to prevent shifting. 

(d) A power cut-off device for machinery and equipment shall be 
provided at the operator's working position. 

(e) Machines driven by belts and shafting shall be fitted with a belt— 
locking or equivalent protective device if the belt can be shifted. 

(f) In operations where injury to the operator might result if motors 
were to restart after power failures, provisions shall be made to prevent 
machines from automatically restarting upon restoration of power. 

(g) The power supply to machines shall be turned off, locked out, 
and tagged out during repair, adjustment, or servicing. 

(h) Machines shall be maintained in a safe working condition. 

(i) Only designated employees shall maintain or repair machinery 
and equipment. 

(j) Machines with defects that affect the safety of operation shall 
not be used. 

(3) Hand-fed circular ripsaws and hand-fed circular crosscut table 
saws. Unless fixed or manually adjustable enclosures or guarding pro- 
vides equivalent protection, hand-fed circular ripsaws and hand—fed 
circular crosscut table saws shall be guarded as follows to keep em- 
ployees clear of any danger zones: 

(a) They shall be equipped with hoods completely enclosing those 
portions of the saw above the table and the material being cut; 

(b) They shall have spreaders to prevent material from squeezing 
the saw. Spreaders shall be in true alignment with the saw. Spreaders 


84—24, 


(Amending Order 84-24, filed 


WSR 85-05-043 


may be removed only during grooving, dadoing, or rabbeting opera- 
tions, and shall be replaced at the completion of such operations; and 

(c) They shall have nonkickback fingers or dogs to oppose the ten- 
dency of the saw to pick up material or throw material toward the 
operator. 

(4) Swing cutoff saws. 

(a) Swing cutoff saws shall have hoods completely enclosing the up- 
per half of the saw, the arbor end and the point of operation at all saw 
positions to protect the operator from material thrown up by the saw. 
The hood shall automatically cover the lower portion of the blade, so 
that when the saw returns to the back of the table the hood rises on 
top of the fence, and when the saw is moved forward the hood drops on 
top, remaining in contact with the table or the material. 

(b) Swing cutoff saws shall have a device to return the saw auto- 
matically to the back of the table without rebound. The device shall 
not be dependent upon rope, cord or springs. 

(c) Devices shall be provided to prevent saws from swinging beyond 
the front or back edges of the table. 

(d) Inverted swing cutoff saws shall have hoods covering the part of 
the saw protruding above the table top or the material being cut. 
Hoods shall automatically adjust to the thickness of, and remain in 
contact with, material being cut. 

(5) Radial saws. Unless fixed or manually adjustable enclosures or 
guards provide equivalent protection, radial saws shall be guarded as 
follows: 

(a) The upper hood of radial saws shall enclose the upper portion of 
the blade up to and including the end of the saw arbor and shall pro- 
tect the operator from being struck by debris. The sides of the lower 
exposed portion of the blade shall be guarded to the blade diameter by 
a device automatically adjusting to the thickness of the stock and re- 
maining in contact with the stock. The lower guard may be removed 
only when the saw is used for bevel cuts; 

(b) Radial saws used for ripping shall have nonkickback fingers or 
dogs on both sides to oppose the thrust or tendency of the saw to pick 
up material or throw material toward the operator; 

(c) Adjustable stop shall be provided to prevent travel of radial saw 
blades beyond the table's edge; 

(d) Radial saws shall be installed so that the cutting head returns to 
the starting position without rebound when released; and 

(e) The employer shall direct that employees perform ripping and 
ploughing against the saw turning direction. Rotation direction and an 
indication of the end of the saw to be used shall be conspicuously 
marked on the hood. 

(6) Band saws and band resaws. 

(a) Saw blades and band saw wheels shall be enclosed or guarded, 
except for the working portion of the blade between the bottom of the 
guide rolls and the table, to protect employees from point—of—operation 
hazards and flying debris. 

(b) Band saws shall be equipped with brakes to stop the band saw 
wheel if the blade breaks. 

(c) Band saws shall be equipped with a tension control device to 
keep the blade taut. 

(7) Abrasive wheels and machinery. 

(a) Abrasive wheels shall be used only on machines having enclosure 
guards to restrain pieces of grinding wheels and to protect employees if 
the wheel breaks, except as provided in (b) and (c) of this subsection. 
Where the operator must stand in front of the safety guard opening, 
the safety guard shall be adjustable or have an adjustable tongue or 
piece at the top of the opening. The safety guard or the tongue shall be 
adjusted so that they are always close to the periphery of the wheel. 
Guards shall be aligned with the wheel and the strength of fastenings 
shall be greater than the strength of the guard. 

(b) When the work provides equivalent protection, or when the ma- 
chine is designed as a portable saw, guards may be constructed with 
the spindle end, nut and outer flange exposed. When the work entirely 
covers the side of the wheel, the side covers of the guard may be 
removed. 

(c) Guarding is not required: 

(i) For wheels used for interna! work while the wheel is contained 
within the work being ground; or 

(ii) For mounted wheels two inches (5 cm) and smaller in diameter 
used in portable operations. 

(d) Work rests shall be used on fixed grinding machines. Work rests 
shall be rigidly constructed and adjustable for wheel wear. They shall 
be adjusted closely to the wheel with a maximum opening of one— 
eighth inch (3.2 mm) and shall be securely clamped. Adjustment shall 
not be made while the wheel is in motion. 
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(e) Grinding wheels shall fit freely on the spindle. The spindle nut 
shall be tightened only enough to hold the wheel in place. 

(f) Grinding machine wheels shall turn at a speed that is compatible 
with the rated speed of the wheel. 

(g) Flanges and blotters shall be used only with wheels designed for 
their use. Flanges shall be of a type ensuring retention of pieces of the 
wheel in case of breakage. 

(h) Abrasive wheels with operational! defects shall not be used. 

(8) Rotating parts, drives and connections. 

(a) Rotating parts, such as gears and pulleys, that are located seven 
feet (2.1 m) or less above working surfaces shall be guarded to prevent 
employee contact with moving parts. 

(b) Belt, rope and chain drives shall be guarded to prevent employ- 
ees from coming into contact with moving parts. 

(c) Gears, sprockets and chains shall be guarded to prevent employ- 
ees coming into contact with moving parts. This requirement does not 
apply to manually operated sprockets. 


AMENDATORY SECTION (Amending Order 84-24, filed 
12/11/84) 


WAC 296-56-60235 WELDING, CUTTING AND HEATING 
(HOT WORK). (1) Definition. "Hot work" means riveting, welding, 
flame cutting or other fire or spark-producing operation. 

(2) Hot work in confined spaces. Hot work shall not be performed in 
a confined space until a designated person has tested the atmosphere 
and determined that it is not hazardous. 

(3) Fire protection. 

(a) To the extent possible, hot work shall be performed in designat- 
ed locations that are free of fire hazards. 

(b) When hot work must be performed in a location that is not free 
of fire hazards, all necessary precautions shall be taken to confine heat, 
sparks, and slag so that they cannot contact flammable or combustible 
material. 

(c) Fire extinguishing equipment suitable for the location shall be 
immediately available and shall be maintained in readiness for use at 
all times. 

(d) When the hot work operation is such that normal fire prevention 
precautions are not sufficient, additional personnel shall be assigned to 
guard against fire during hot work and for a sufficient time after com- 
pletion of the work to ensure that no fire hazard remains. The employ- 
er shall instruct all employees involved in hot work operations as to 
potential fire hazards and the use of fire fighting equipment. 

(e) Drums and containers which contain or have contained flamma- 
ble or combustible liquids shall be kept closed. Empty containers shall 
be removed from the hot work area. 

(f) When openings or cracks in flooring cannot be closed, precau- 
tions shall be taken to ensure that no employees or flammable or com- 
bustible materials on the floor below are exposed to sparks dropping 
through the floor. Similar precautions shall be taken regarding cracks 
or holes in walls, open doorways and open or broken windows. 

(g) Hot work shall not be performed: 

(i) In flammable or potentially flammable atmospheres; 

(ii) On or in equipment or tanks that have contained flammable gas 
or liquid or combustible liquid or dust-producing material, until a des- 
ignated person has tested the atmosphere inside the equipment or tanks 
and determined that it is not hazardous; or 

(iii) Near any area in which exposed readily ignitable materials such 
as bulk sulphur, baled paper or cotton are stored. Bulk sulphur is ex- 
cluded from this prohibition if suitable precautions are followed, the 
person in charge is knowledgeable and the person performing the work 
has been instructed in preventing and extinguishing sulphur fires. 

(h)(i) Drums, containers or hollow structures that have contained 
flammable or combustible substances shall either be filled with water 
or cleaned, and shall then be ventilated. A designated person shall test 
the atmosphere and determine that it is not hazardous before hot work 
is performed on or in such structures. 

(ii) Before heat is applied to a drum, container or hollow structure, 
an opening to release built-up pressure during heat application shall be 
provided. 

(4) Gas welding and cutting. 

(a) Compressed gas cylinders: 

(i) Shall have valve protection caps in place except when in use, 
hooked up or secured for movement. Oil shall not be used to lubricate 
caps; 
(ii) Shall be hoisted only while secured, as on a cradle or pallet, and 
shall not be hoisted by magnet, choker sling or cylinder caps; 

(iii) Shall be moved only by tilting or rolling on their bottom edges; 
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(iv) Shall be secured when moved by vehicle; 

(v) Shall be secured while in use; 

(vi) Shall have valves closed when cylinders are empty, being moved 
or stored; 

(vii) Shall be secured upright except when hoisted or carried; 

(viii) Shall not be freed when frozen by prying the valves or caps 
with bars or by hitting the valve with a tool; 

(ix) Shall not be thawed by boiling water; 

(x) Shall not be exposed to sparks, hot slag, or flame; 

(xi) Shall not be permitted to become part of electrical circuits or 
have electrodes struck against them to strike arcs; 

(xii) Shall not be used as rollers or supports; 

(xiii) Shall not have contents used for purposes not authorized by 
the supplier; 

(xiv) Shall not be used if damaged or defective; 

(xv) Shall not have gases mixed within, except by gas suppliers; 

(xvi) Shall be stored so that oxygen cylinders are separated from 
fuel gas cylinders and combustible materials by either a minimum dis- 
tance of twenty feet (6 m) or a barrier having a fire—resistance rating 
of thirty minutes; and 

(xvii) Shall not have objects that might either damage the safety 
device or obstruct the valve placed on top of the cylinder when in use. 

(b) Use of fuel gas. Fuel gas shall be used only as follows: 

(i) Before regulators are connected to cylinder valves, the valves 
shall be opened slightly (cracked) and closed immediately to clear 
away dust or dirt. Valves shall not be cracked if gas could reach possi- 
ble sources of ignition; 

(ii) Cylinder valves shall be opened slowly to prevent regulator 
damage and shall not be opened more than one and one-half turns. 
Any special wrench required for emergency closing shall be positioned 
on the valve stem during cylinder use. For manifolded or coupled cyl- 
inders, at least one wrench shall be immediately available. Nothing 
shall be placed on top of a cylinder or associated parts when the cylin- 
der is in use; 

(iii) Pressure-reducing regulators shall be attached to cylinder 
valves when cylinders are supplying torches or devices equipped with 
shut-off valves; 

(iv) Cylinder valves shall be closed and gas released from the regu- 
lator or manifold before regulators are removed; 

(v) Leaking fuel gas cylinder valves shall be closed and the gland 
nut tightened. If the leak continues, the cylinder shall be tagged, re- 
moved from service, and moved to a location where the leak will not be 
hazardous. If a regulator attached to a valve stops a leak, the cylinder 
need not be removed from the workplace but shall be tagged and may 
not be used again before it is repaired; and 

(vi) If a plug or safety device leaks, the cylinder shall be tagged, re- 
moved from service, and moved to a location where the leak will not be 
hazardous. 

(c) Hose. 

(i) Fuel gas and oxygen hoses shall be easily distinguishable from 
each other by color or sense of touch. Oxygen and fuel hoses shall not 
be interchangeable. Hoses having more than one gas passage shall not 
be used. 

(ii) When oxygen and fuel gas hoses are taped together, not more 
than four of each twelve inches (10.2 cm of each 30.5 cm) shall be 
taped. 

(iii) Hose shall be inspected before use. Hose subjected to flashback 
or showing evidence of severe wear or damage shall be tested to twice 
the normal working pressure but not less than two hundred p.s.i. 
(1378.96 kPa) before reuse. Defective hose shall not be used. 

(iv) Hose couplings shall not unlock or disconnect without rotary 
motion. 

(v) Hose connections shall be clamped or securely fastened to with- 
stand twice the normal working pressure but not less than three hun- 
dred p.s.i. (2068.44 kPa) without leaking. 

(vi) Gas hose storage boxes shall be ventilated. 

(d) Torches. 

(i) Torch tip openings shall only be cleaned with devices designed 
for that purpose. 

(ii) Torches shall be inspected before each use for leaking shut-off 
valves, hose couplings and tip connections. Torches shall be inspected 
before each use for leaking shut-off valves, hose couplings and tip 
connections. Torches with such defects shall not be used. 

(iii) Torches shall not be lighted from matches, cigarette lighters, 
other flames or hot work. 

(e) Pressure regulators. Pressure regulators, including associated 
gauges, shall be maintained in safe working order. 
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(f) Operational precaution. Gas welding equipment shall be main- 
tained free of oil and grease. 

(5) Arc welding and cutting. 

(a) Manual electrode holders. 

(i) The employer shall ensure that only manual electrode holders in- 
tended for arc welding and cutting and capable of handling the maxi- 
mum current required for such welding or cutting shall be used. 

(ii) Current-carrying parts passing through those portions of the 
holder gripped by the user and through the outer surfaces of the jaws 
of the holder shall be insulated against the maximum voltage to 
ground. 

(b) Welding cables and connectors. 

(i) Arc welding and cutting cables shall be insulated, flexible and 
capable of handling the maximum current required by the operations, 
taking into account the duty cycles. 

(ii) Only cable free from repair or splice for ten feet (3 m) from the 
electrode holder shall be used unless insulated connectors or splices 
with insulating quality equal to that of the cable are provided. 

(iii) When a cable other than the lead mentioned in (b)(ii) of this 
subsection wears and exposes bare conductors, the portion exposed 
Shall not be used until it is protected by insulation equivalent in per- 
formance capacity to the original. 

(iv) Insulated connectors of equivalent capacity shall be used for 
connecting or splicing cable. Cable lugs, where used as connectors, 
Shall provide electrical contact. Exposed metal parts shall be insulated. 

(c) Ground returns and machine grounding. 

(i) Ground return cables shall have current-carrying capacity equal 
to or exceeding the total maximum output capacities of the welding or 
cutting units served. 

(ii) Structures or pipelines, other than those containing gases or 
flammable liquids or conduits containing electrical circuits, may be 
used in the ground return circuit if their current-carrying capacity 
equals or exceeds the total maximum output capacities of the welding 
or cutting units served. 

(iii) Structures or pipelines forming a temporary ground return cir- 
cuit shall have electrical contact at all joints. Arcs, sparks or heat at 
any point in the circuit shall cause rejection as a ground circuit. 

(iv) Structures or pipelines acting continuously as ground return 
circuits shall have joints bonded and maintained to ensure that no 
electrolysis or fire hazard exists. 

(v) Arc welding and cutting machine frames shall be grounded, ei- 
ther through a third wire in the cable containing the circuit conductor 
or through a separate wire at the source of the current. Grounding cir- 
cuits shall have resistance low enough to permit sufficient current to 
flow to cause the fuse or circuit breaker to interrupt the current. 

(vi) Ground connections shall be mechanically and electrically ade- 
quate to carry the current. 

(d) When electrode holders are left unattended, electrodes shall be 
removed and holders placed to prevent employee injury. 

(e) Hot electrode holders shall not be dipped in water. 

(f) The employer shall ensure that when arc welders or cutters leave 
or stop work or when machines are moved, the power supply switch 
shall be kept in the off position. 

(g) Arc welding or cutting equipment having a functional defect 
shall not be used. 

(h) (i) Arc welding and cutting operations shall be separated from 
other operations by shields, screens, or curtains to protect employees in 
the vicinity from the direct rays and sparks of the arc. 

(ii) Employees in areas not protected from the arc by screening shall 
be protected by appropriate filter lenses in accordance with subsection 
(8) of this section. When welders are exposed to their own arc or to 
each other's arc, they shall wear filter lenses complying with the re- 
quirements of subsection (8) of this section. 

(i) The control apparatus of arc welding machines shall be enclosed, 
except for operating wheels, levers, and handles. 

(j) Input power terminals, top change devices and live metal parts 
connected to input circuits shall be enclosed and accessible only by 
means of insulated tools. 

(k) When arc welding is performed in wet or high-humidity condi- 
tions, employees shall use additional protection, such as rubber pads or 
boots, against electric shock. 

(6) Ventilation and employee protection in welding, cutting and 
heating. 

(a) Mechanical ventilation requirements. The employer shall ensure 
that general mechanical ventilation or local exhaust systems shall meet 
the following requirements: 
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(i) General mechanical ventilation shall maintain vapors, fumes and 
smoke below a hazardous level; 

(ii) Local exhaust ventilation shall consist of movable hoods posi- 
tioned close to the work and shall be of such capacity and arrangement 
as to keep breathing zone concentrations below hazardous levels; 

(iii) Exhausts from working spaces shall be discharged into the open 
air, clear of intake air sources; 

(iv) Replacement air shall be clean and respirable; and 

(v) Oxygen shall not be used for ventilation, cooling or cleaning 
clothing or work areas. 

(b) Hot work in confined spaces. Except as specified in (c) (ii) and 
(iii) of this subsection, when hot work is performed in a confined space 
the employer shall ensure that: 

(i) General mechanical or local exhaust ventilations shall be provid- 
ed; or 

(ii) Employees in the space shall wear supplied air respirators in ac- 
cordance with WAC 296—62-071 and a standby on the outside shall 
maintain communication with employees inside the space and shall be 
equipped and prepared to provide emergency aid. 

(c) Welding, cutting or heating of toxic metals. 

(i) In confined or enclosed spaces, hot work involving the following 
metals shall only be performed with general mechanical or local ex- 
haust ventilation that ensures that employees are not exposed to haz- 
ardous levels of fumes: 

(A) Lead base metals; 

(B) Cadmium-bearing filler materials; and 

(C) Chromium-bearing metals or metals coated with chromium- 
bearing materials. 

(ii) In confined or enclosed spaces, hot work involving the following 
metals shall only be performed with local exhaust ventilation meeting 
the requirements of this subsection or by employees wearing supplied 
air respirators in accordance with chapter 296-62 WAC; 

(A) Zinc-bearing base or filler metals or metals coated with zinc— 
bearing materials; 

(B) Metals containing lead other than as an impurity, or coated with 
lead—bearing materials; 

(C) Cadmium-bearing or cadmium-coated base metals; and 

(D) Metals coated with mercury-bearing materials. 

(iii) Employees performing hot work in confined or enclosed spaces 
involving beryllium-containing base or filler metals shall be protected 
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(b) Appropriate precaution shall be taken to prevent ignition of 
highly flammable hardened preservative coatings. Highly flammable 
coatings shall be stripped from the area to be heated. An uncoiled fire 
hose with fog nozzle, under pressure, shall be immediately available in 
the hot work area. 

(c) Surfaces covered with preservative coatings shall be stripped for 
at least four inches (10.2 cm) from the area of heat application or em- 
ployees shall be protected by supplied air respirators in accordance 
with the requirements of chapter 296-62 WAC. 

(8) Protection against radiant energy. 

(a) Employees shall be protected from radiant energy eye hazards 
by spectacles, cup goggles, helmets, hand shields or face shields with 
filter lenses complying with the requirements of this subsection. 

(b) Filter lenses shall have an appropriate shade number, as indicat- 
ed in Table G-1, for the work performed. Variations of one or two 
shade numbers are permissible to suit individual preferences. 

(c) If filter lenses are used in goggles worn under the helmet, the 
shade numbers of both lenses equals the value shown in Table G-1 for 
the operation. 


Table G-1.—Filter Lenses for Protection 
Against Radiant Energy 


Operation Shade No. 

Soldering .. 0.0... 6 60. cece eee eee nes 2 
Torch Brazing ....................... erent eee 3 or 4 
Light cutting, up to | inch ........-...--- eee eee eee 3 or 4 
Medium cutting, 1-6 inches .................... eee 4or5 
Heavy cutting, over 6 inches ............--. eee eee 5 or 6 
Light gas welding, up to 1/8((=+/2)) inch ........... 4or 5 
Medium gas welding, 1/8-1/2 inch...........-..... 5 or 6 
Heavy gas welding, over 1/2 inch .............. 1... 6 or 8 
Shielded Metal-Arc Welding 1/16 to 

5/32-inch electrodes ........ sse 10 
Inert gas Metal-Arc Welding (non-ferrous) 

1/16 to 5/32-inch electrodes ...................: 11 
Shielded Metal-Arc Welding: 

3/16 to 1/4-inch electrodes .............. r... 12 

5/16 and 3/8-inch electrodes................ 1... 14 


by local exhaust ventilation and wear supplied air respirators or self: 
contained breathing apparatus, in accordance with the requirements of 
chapter 296-62 WAC. 

(iv) The employer shall ensure that employees performing hot work 
in the open air that involves any of the metals listed in (c) (i) and (ii) 
of this subsection shall be protected by respirators in accordance with 
the requirements of chapter 296-62 WAC and those working on 
beryllium-containing base or filler metals shall be protected by sup- 
plied air respirators, in accordance with the requirements of chapter 
296-62 WAC. 

(v) Any employee exposed to the same atmosphere as the welder or 
burner shall be protected by the same type of respiratory and other 
protective equipment as that worn by the welder or burner. 

(d) Inert-gas metal-arc welding. Employees shall not engage in and 
shall not be exposed to the inert-gas metal-arc welding process unless 
the following precautions are taken: 

(i) Chlorinated solvents shall not be used within two hundred feet 
(61 m) of the exposed arc. Surfaces prepared with chlorinated solvents 
shall be thoroughly dry before welding is performed on them. 

(ii) Employees in areas not protected from the arc by screening shall 
be protected by appropriate filter lenses in accordance with the re- 
quirements of subsection (8) of this section. When welders are exposed 
to their own arc or to each other's arc, filter lenses complying with the 
requirements of subsection (8) of this section shall be worn to protect 
against flashes and radiant energy. 

(iii) Employees exposed to radiation shall have their skin covered 
completely to prevent ultraviolet burns and damage. Helmets and hand 
shields shall not have leaks, openings or highly reflective surfaces. 

(iv) Inert-gas metal-arc welding on stainless steel shall not be per- 
formed unless exposed employees are protected either by local exhaust 
ventilation or by wearing supplied air respirators. 

(7) Welding, cutting and heating on preservative coatings. 

(a) Before hot work is commenced on surfaces covered by a preser- 
vative coating of unknown flammability, a test shall be made by a des- 
ignated person to determine the coating's flammability. Preservative 
coatings shall be considered highly flammable when scrapings burn 
with extreme rapidity. 


AMENDATORY SECTION (Amending Order 84-24, filed 
12/11/84) 


WAC 296-56-60237 SPRAY PAINTING. (1) Scope. This sec- 
tion covers painting operations connected with maintenance of struc- 
tures, equipment and gear at the marine terminal and of ((the)) 
transient equipment serviced at the terminal. It does not apply to over- 
all painting of terminal structures under construction, major repair or 
rebuilding of terminal structures, or portable spraying apparatus not 
used regularly in the same location. 

(2) Definitions. 

(a) "Spraying area" means any area where flammable vapors, mists 
or combustible residues, dusts or deposits may be present due to paint 
spraying operations. 

(b) "Spray booth" means an enclosure containing a flammable or 
combustible spraying operation and confining and limiting the escape 
of paint, vapor and residue by means of a powered exhaust system. 

(c) "Approved" means, for the purpose of this section, that the 
equipment has been approved for the specified use by a nationally rec- 
ognized testing laboratory. 

(3) Spray painting requirements for indoor and outdoor spraying 
areas and booths. 

(a) Shut-off valves, containers or piping with attached hoses or flex- 
ible connections shall have shut-off valves closed at the connection 
when not in use. 

(b) Pumps used to transfer paint supplies shall have automatic pres- 
sure-relieving devices. 

(c) Hoses and couplings shall be inspected before use. Hoses show- 
ing deterioration, leakage or weakness in the carcass or at the cou- 
plings shall be removed from service. 

(d)(i) No open flame or spark-producing equipment shall be within 
twenty feet (6 m) of a spraying area unless it is separated from the 
spraying area by a fire-retardant partition. 

(ii) Hot surfaces shall not be located in spraying areas. 
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(iii) Whenever combustible residues may accumulate on electrical 
installations, wiring shall be in rigid conduit or in boxes containing no 
taps, splices or connections. 

(iv) Portable electric lights shall not be used during spraying opera- 
tions. Lights used during cleaning or repairing operations shall be ap- 
proved for the location in which they are used. 

(e) When flammable or combustible liquids are being transferred 
between containers, both containers shall be bonded and grounded. 

(f)(i) Spraying shall be performed only in designated spray booths 
or spraying areas. 

(ii) Spraying areas shall be kept as free from combustible residue 
accumulations as practicable. 

(iii) Residue scrapings, debris, rags, and waste shall be removed 
from the spraying area as they accumulate. 

(g) Spraying with organic peroxides and other dual-component 
coatings shall only be conducted in sprinkler-equipped spray booths. 

(h) Only the quantity of flammable or combustible liquids required 
for the operation shall be allowed in the spraying area, and in no case 
shall the amount exceed a one-day supply. 

(i) Smoking shall be prohibited and "No Smoking" signs shall be 
posted in spraying and paint storage areas. 

(4) Additional requirements for spraying areas and spray booths. 

(a) Distribution or baffle plates shall be of noncombustible material 
and shall be removable or accessible for cleaning. They shall not be 
located in exhaust ducts. 

(b) Any discarded filter shall be removed from the work area or 
placed in water. 

(c) Filters shall not be used when the material being sprayed is 
highly susceptible to spontaneous heating and ignition. 

(d) Filters shall be noncombustible or of an approved type. The 
same filter shall not be used when spraying with different coating ma- 
terials if the combination of materials may spontaneously ignite. 

(e) Spraying areas shall be mechanically ventilated for removal of 
flammable and combustible vapor and mist. 

(f) Mechanical ventilation shall be in operation during spraying op- 
erations and long enough thereafter to exhaust hazardous vapor 
concentrations. 

(g) Rotating fan elements shall be nonsparking or the casing shall 
consist of or be lined with nonsparking material. 

(h) Piping systems conveying flammable or combustible liquids to 
the spraying booth or area shall be made of metal and be both bonded 
and grounded. 

(i) Air exhausted from spray operations shall not contaminate 
makeup air or other ventilation intakes. Exhausted air shall not be re- 
circulated unless it is first cleaned of any hazardous contaminants. 

(j) Original closed containers, approved portable tanks, approved 
safety cans or a piping system shall be used to bring flammable or 
combustible liquids into spraying areas. 

(k) If flammable or combustible liquids are supplied to spray nozzles 
by positive displacement pumps, the pump discharge line shall have a 
relief valve discharging either to a pump section or detached location, 
or the line shall be equipped with a device to stop the prime mover 
when discharge pressure exceeds the system's safe operating pressure. 

(1) Wiring, motors and equipment in a spray booth shall be of ap- 
proved explosion-proof type for Class 1, Group D locations and con- 
form to WAC 296-24-956 for Class I, Division 1, Hazardous 
Locations. Wiring, motors and equipment within twenty feet (6 m) of 
any interior spraying area and not separated by vapor-tight partitions 
shall not produce sparks during operation and shall conform to the re- 
quirements of WAC 296-24-956 for Class I, Division 2, Hazardous 
Locations. 

(m) Outside electrical lights within ten feet (3 m) of spraying areas 
and not separated from the areas by partitions shall be enclosed and 
protected from damage. 

(5) Additional requirements for spray booths. 

(a) Spray booths shall be substantially constructed of noncombusti- 
ble material and have smooth interior surfaces. Spray booth floors 
shall be covered with noncombustible material. As an aid to cleaning, 
paper may be used to cover the floor during painting operations if it is 
removed after the painting is completed. 

(b) Spray booths shall be separated from other operations by at least 
three feet (0.91 m) or by fire-retardant partitions or walls. 

(c) A space of at least three feet (0.91 m) on all sides of the spray 
booth shall be maintained free of storage or combustible materials. 

(d) Metal parts of spray booths, exhaust ducts, piping and airless 
high-pressure spray guns and conductive objects being sprayed shall be 
grounded. 
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(e) Electric motors driving exhaust fans shall not be located inside 
booths or ducts. 

(f) Belts shall not enter ducts or booths unless the belts are com- 
pletely enclosed. 

(g) Exhaust ducts shall be made of steel, shall have sufficient access 
doors to permit cleaning, and shall have a minimum clearance of 
eighteen inches (0.46 m) from combustible materials. Any installed 
dampers shall be fully opened when the ventilating system is operating. 

(h) Spray booths shall not be alternately used to spray different 
types of coating materials if the combination of the materials may 
spontaneously ignite unless deposits of the first material are removed 
from the booth and from exhaust ducts before spraying of the second 
material begins. 


REPEALER 


The following sections of the Washington Administrative Code are 
repealed: 


WAC 296-56-60137 WAIVER AND VARIANCE. 
WAC 296-56-60182 WAIVER AND VARIANCE. 


AMENDATORY SECTION (Amending Order 84-22, filed 
10/30/84) 


WAC 296-62-05403 SCOPE AND APPLICATION. (1) This 
section requires chemical manufacturers or importers to assess the 
hazards of chemicals which they produce or import, and all employers 
except those in agriculture (SIC Codes 01, 02 and 07) to provide in- 
formation to their employees about the hazardous chemicals to which 
they are exposed, by means of a hazard communication program, la- 
bels and other forms of warning, material safety data sheets, and in- 
formation and training. In addition, this section requires distributors to 
transmit the required information to employers. 

(2) This section applies to any chemical which is known to be 
present in the workplace in such a manner that employees may be ex- 
posed under normal conditions of use or in a foreseeable emergency. 

(3) This section applies to laboratories only as follows: 

(a) Employers shall ensure that labels on incoming containers of 
hazardous chemicals are not removed or defaced; 

(b) Employers shall maintain any material safety data sheets that 
are received with incoming shipments of hazardous chemicals, and en- 
sure that they are readily accessible to laboratory employees; and, 

(c) Employers shall ensure that laboratory employees are apprised 
of the hazards of the chemicals in their workplaces in accordance with 
WAC 296-62-05415. 

(4) This section does not require labeling of the following chemicals: 

(a) Any pesticide as such term is defined in the Federal Insecticide, 
Fungicide, and Rodenticide Act (7 U.S.C. 136 et seq.), when subject 
to the labeling requirements of that act and labeling regulations issued 
under that act by the Environmental Protection Agency; 

(b) Any food, food additive, color additive, drug, or cosmetic, in- 
cluding materials intended for use as ingredients in such products (e.g., 
flavors and fragrances), as such terms are defined in the Federal Food, 
Drug, and Cosmetic Act (21 U.S.C. 301 et seq.) and regulations issued 
under the act, when they are subject to the labeling requirements of 
that act and labeling regulations issued under that act by the Food and 
Drug Administration; 

(c) Any distilled spirits (beverage alcohols), wine, or malt beverages 
intended for nonindustrial use, as such terms are defined in the Federal 
Alcohol Administration Act (27 U.S.C. 201 et seq.) and regulations 
issued under that act, when subject to the labeling requirements of that 
act and labeling regulations issued under that act by the Bureau of 
Alcohol, Tobacco, and Firearms; and, 

(d) Any consumer product or hazardous substance as those terms 
are defined in the Consumer Product Safety Act (15 U.S.C. 2051 et 
Seq.) and Federal Hazardous Substances Act (15 U.S.C. 1261 et seg.) 
respectively, when subject to a consumer product safety standard or 
labeling requirement of those acts, or regulations issued under those 
acts by the Consumer Product Safety Commission. 

(5) This section does not apply to: 

(a) Any hazardous waste as such term is defined by the Solid Waste 
Disposal Act, as amended by the Resource Conservation and Recovery 
Act of 1976, as amended (42 U.S.C. 6901 et seq.) when subject to 
regulations issued under that act by the Environmental Protection 
Agency; 

(b) Tobacco or tobacco products; 

(c) Wood or wood products; 
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(d) Articles; and, 
(e) Foods, drugs, or cosmetics intended for personal consumption by 
employees while in the workplace. 
(f) Any transportation of a hazardous chemical or substance ((whtte 
)), provided such transportation is subject to regula- 
tions issued by the United States department of transportation or the 
Washington utilities and transportation commission. 


(g) Any distributor who makes retail sales to the general public of 
consumer products packaged for distribution to, and used by, the gen- 
eral public, shall not be required to disseminate material safety data 
sheets to the retail purchasers of such products. 


(6) Where there are two or more employers at the same workplace, 
each employer shall be solely responsible under the provisions of WAC 
296—62—-054 through 296-62-05425 for his or her own employees. 


AMENDATORY SECTION (Amending Order 84-22, filed 
10/30/84) 


WAC 296-62-05405 DEFINITIONS APPLICABLE TO THIS 
SECTION. (1) Article — a manufactured item: 

(a) Which is formed to a specific shape or design during 
manufacture; 

(b) Which has end use function(s) dependent in whole or in part 
upon its shape or design during end use; and 

(c) Which does not release, or otherwise result in exposure to, a 
hazardous chemical under normal conditions of use. 

(2) Chemical - any element, chemical compound or mixture of ele- 
ments and/or compounds. 

(3) Chemical manufacturer — an employer in SIC Codes 20 through 
39 with a workplace where chemical(s) are produced for use or 
distribution. 

(4) Chemical name - the scientific designation of a chemical in ac- 
cordance with the nomenclature system developed by the International 
Union of Pure and Applied Chemistry (IUPAC) or the Chemical Ab- 
stracts Service (CAS) rules ((or)) of nomenclature, or a name which 
will clearly identify the chemical for the purpose of conducting a haz- 
ard evaluation. 

(5) Combustible liquid — any liquid having a flashpoint at or above 
100°F (37.8°C), but below 200°F (93.3°C), except any mixture hav- 
ing components with flashpoints of 200°F (93.3°C), or higher, the to- 
tal volume of which make up 99 percent or more of the total volume of 
the mixture. 

(6) Common name - any designation or identification such as code 
name, code number, trade name, brand name or generic name used to 
identify a chemical other than by its chemical name. 

(7) Compressed gas 

(a) A gas or mixture of gases having, in a container, an absolute 
pressure exceeding 40 psi at 70°F (21.19C); or 

(b) A gas or mixture of gases having, in a container, an absolute 
pressure exceeding 104 psi at 130? F (54.4°C) regardless of the pres- 
sure at 70°F (21.1°C); or 

(c) A liquid having a vapor pressure exceeding 40 psi at 100°F 
(37.8°C) as determined by ASTM D-323-72. 

(8) Container — any bag, barrel, bottle, box, can, cylinder, drum, 
reaction vessel, storage tank, or the like that contains a hazardous 
chemical. For purposes of this section, pipes or piping systems are not 
considered to be containers. 

(9) Designated representative — any individual or organization to 
whom an employee gives written authorization to exercise such em- 
ployee's rights under this section. A recognized or certified collective 
bargaining agent shall be treated automatically as a designated repre- 
sentative without regard to written employee authorization. 

(10) Director — the director of the department of labor and indus- 
tries or his/her designee. 

(11) Distributor — a business, other than a chemical manufacturer 
or importer, which supplies hazardous chemicals to other distributors 
or to purchasers. 

(12) Employee - a worker employed by an employer who may be 
exposed to hazardous chemicals under normal operating conditions or 
foreseeable emergencies, including, but not limited to production 
workers, line supervisors, and repair or maintenance personnel. Office 
workers, grounds maintenance personnel, security personnel or nonres- 
ident management are included if their job performance routinely in- 
volves potential exposure to hazardous chemicals. 

(13) Employer — a person engaged in a business where chemicals are 
either used, or are produced for use or distribution. 
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(14) Explosive — a chemical that causes a sudden, almost instanta- 
neous release of pressure, gas, and heat when subjected to sudden 
shock, pressure, or high temperature. 

(15) Exposure or exposed — an employee that is subjected to a haz- 
ardous chemical in the course of employment through any route of en- 
try (inhalation, ingestion, skin contact or absorption, etc.), and 
includes potential (e.g. accidental or possible) exposure. 

(16) Flammable — a chemical that falls into one of the following 
categories: 

(a) Aerosol flammable ~ an aerosol that, when tested by the method 
described in 16 CFR 1500.45, yields a flame projection exceeding 18 
inches at full valve opening, or a flashback (a flame extending back to 
the valve) at any degree of valve opening; 

(b) Gas, flammable: 

(i) A gas that, at ambient temperature and pressure, forms a flam- 
mable mixture with air at a concentration of thirteen percent by vol- 
ume or less; or 

(ii) A gas that, at ambient temperature and pressure, forms a range 
of flammable mixtures with air wider than twelve percent by volume, 
regardless of the lower limit; 

(c) Liquid, flammable — any liquid having a flashpoint below 100°F 
(37.8°C), except any mixture having components with flashpoints of 
100°F (37.8?C) or higher, the total of which make up 99 percent or 
more of the total volume of the mixture. 

(d) Solid, flammable — a solid, other than a blasting agent or explo- 
sive as defined in s1910.109(a), that is liable to cause fire through 
friction, absorption of moisture, spontaneous chemical change, or re- 
tained heat from manufacturing or processing, or which can be ignited 
readily and when ignited burns so vigorously and persistently as to 
create a serious hazard. A chemical shall be considered to be a flam- 
mable solid if, when tested by the method described in 16 CFR 
1500.44, it ignites and burns with a self-sustained flame at a rate 
greater than one-tenth of an inch per second along its major axis. 

(17) Flashpoint — the minimum temperature at which a liquid gives 
off a vapor in sufficient concentration to ignite when tested as follows: 

(a) Tagliabue closed tester — (see American National Standard 
Method of Test for Flash Point by Tag Closed Tester, Z11.24-1979 
(ASTM D 56-79)) for liquids with a viscosity of less than 45 Saybolt 
Universal Seconds (SUS) at 1009? F (37.8°C), that do not contain sus- 
pended solids and do not have a tendency to form a surface film under 
test; or 

(b) Pensky-Martens closed tester — (see American National Stand- 
ard Method of Test for Flash Point by Pensky-Martens Closed Tester, 
Z11.7-1979 (ASTM D 93-79)) for liquids with a viscosity equal to or 
greater than 45 SUS at 100?F (37.8?C), or that contain suspended 
solids, or that have a tendency to form a surface film under test; or 

(c) Setaflash closed tester — (see American National Standard 
Method of Test for Flash Point by Setaflash Closed Tester (ASTM D 
3278-78)). 

Organic peroxides, which undergo autoaccelerating thermal decom- 
position, are excluded from any of the flashpoint determination meth- 
ods specified above. 

(18) Foreseeable emergency — any potential occurrence such as, but 
not limited to, equipment failure, rupture of containers, or failure of 
control equipment which could result in an uncontrolled release of a 
hazardous chemical into the workplace. 

(19) Hazardous chemical - any chemical which is a physical hazard 
ora health hazard (( 


)). 

(20) Hazard warning - any words, pictures, symbols, or combination 
thereof appearing on a label or other appropriate form of warning 
which convey the hazards of the chemical(s) in the container(s). 

(21) Health hazard — a chemical for which there is statistically sig- 
nificant evidence based on at least one study conducted in accordance 
with established scientific principles that acute or chronic health effects 
may occur in exposed employees. The term "health hazard" includes 
chemicals which are carcinogens, toxic or highly toxic agents, repro- 
ductive toxins, irritants, corrosives, sensitizers, hepatotoxins, 
nephrotoxins, neurotoxins, agents which act on the hematopoietic sys- 
tem, and agents which damage the lungs, skin, eyes, or mucous mem- 
branes. Appendix A provides further definitions and explanations of 
the scope of health hazards covered by this section, and Appendix B 
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describes the criteria to be used to determine whether or not a chemi- 
cal is to be considered hazardous for purposes of this standard. 

(22) Identify — any chemical or common name which is indicated on 
the material safety data sheet (MSDS) for the chemical. The identity 
used shall permit cross-references to be made among the required list 
of hazardous chemicals, the label and the MSDS. 

(23) Immediate use — that the hazardous chemical will be under the 
control of and used only by the person who transfers it from a labeled 
container and only within the work shift in which it is transferred. 

(24) Importer - the first business with employees within Washington 
which receives hazardous chemicals produced in other states or coun- 
tries, for the purpose of supplying them to distributors or purchasers 
within Washington. 

(25) Label — any written, printed, or graphic material displayed on 
or affixed to containers of hazardous chemicals. 

(26) Material safety data sheet (MSDS) - written or printed mate- 
rial concerning a hazardous chemical which is prepared in accordance 
with WAC 296-62-05413. 

(27) Mixture — any combination of two or more chemicals if the 
combination is not, in whole or in part, the result of a chemical 
reaction. 

(28) Organic peroxide — an organic compound that contains the bi- 
valent-0—0-structure and which may be considered to be a structural 
derivative of hydrogen peroxide where one or both of the hydrogen at- 
oms has been replaced by an organic radical. 

(29) Oxidizer — a chemical other than a blasting agent or explosive 
as defined in WAC 296—-52-030, that initiates or promotes combustion 
in other materials, thereby causing fire either of itself of [or] through 
the release of oxygen or other gases. 

(30) Physical hazard — a chemical for which there is scientifically 
valid evidence that it is a combustible liquid, a compressed gas, explo- 
sive, flammable, an organic peroxide, an oxidizer, pyrophoric, unstable 
(reactive) or water-reactive. 

(31) Produce - to manufacture, process, formulate, or repackage. 

(32) Purchaser — an employer with a workplace who purchases a 
hazardous chemical for use within that workplace. 

(33) Pyrophoric — a chemical that will ignite spontaneously in air at 
a temperature of 130°F (54.4°C) or below. 

(34) Responsible party — someone who can provide additional infor- 
mation on the hazardous chemical and appropriate emergency proce- 
dures, if necessary. 

(35) Specific chemical identity — the chemical name, Chemical Ab- 
stracts Service (CAS) registry number, or any other information that 
reveals the precise chemical designation of the substance. 

(36) Trade secret — any confidential formula, pattern, process, de- 
vice, information or compilation of information (including chemical 
name or other unique chemical identifier) that is used in an employer's 
business, and that gives the employer an opportunity to obtain an ad- 
vantage over competitors who do not know or use it. 

(37) Unstable (reactive) — a chemical which in the pure state, or as 
produced or transported, will vigorously polymerize, decompose, con- 
dense, or will become self—reactive under conditions of shocks, pressure 
or temperature. 

(38) Use - to package, handle, react, or transfer. 

(39) Water-reactive — a chemical that reacts with water to release a 
gas that is either flammable or presents a health hazard. 

(40) Work area — a room or defined space in a workplace where 
hazardous chemicals are produced or used, and where employees are 
present. 

(41) Workplace — an establishment at one geographical location 
containing one or more work areas. 


AMENDATORY SECTION (Amending Order 84-14, filed 6/7/84) 


WAC 296-62-05411 LABELS AND OTHER FORMS OF 
WARNING. (1) The chemical manufacturer, importer, or distributor 
shall ensure that each container of hazardous chemicals leaving the 
workplace is labeled, tagged or marked with the following information: 

(a) Identity of the hazardous chemical(s); 

(b) Appropriate hazard warnings; and 

(c) Name and address of the chemical manufacturer, importer, or 
other responsible party. 

(2) Chemical manufacturers, importers, or distributors shall ensure 
that each container of hazardous chemicals leaving the workplace is 
labeled, tagged, or marked in accordance with this section in a manner 
which does not conflict with the requirements of the Hazardous Mate- 


rials Transportation Act (18 U.S.C. 1801 et seq.) and regulations is- 


sued under that act by the department of transportation. 
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(3) If the hazardous chemical is regulated by WISHA in a sub- 
stance-specific health standard, the chemical manufacturer, importer, 
distributor or employer shall ensure that the labels or other forms of 
warning used are in accordance with the requirements of that 
standard. 

(4) Except as provided in subsection (5) and (6) of this section, the 
employer shall ensure that each container of hazardous chemicals in 
the workplace is labeled, tagged or marked with the following 
information: 

(a) Identity of the hazardous chemical(s) contained therein; and 

(b) Appropriate hazard warnings. 

(5) The employer may use signs, placards, process sheets, batch 
tickets, operating procedures, or other such written materials in lieu of 
affixing labels to individual stationary process containers, ((astong-as 
the-alternative-method-identiftesthe-containers;)) as long as the alter- 
native method identifies the containers to which it is applicable and 
conveys the information required by subsection (4) of this section to be 
on a label. The written materials shall be readily accessible to the em- 
ployees in their work area throughout each work shift. 

(6) The employer is not required to label portable containers into 
which hazardous chemicals are transferred from labeled containers, 
and which are intended only for the immediate use of the employee 
who performs the transfer. 

(7) The employer shall not remove or deface existing labels on in- 
coming containers of hazardous chemicals, unless the container is im- 
mediately marked with the required information. 

(8) The employer shall ensure that labels or other forms of warning 
are legible, in English, and prominently displayed on the container, or 
readily available in the work area throughout each work shift. Em- 
ployers having employees who speak other languages may add the in- 
formation in their language to the material presented, as long as the 
information is presented in English as well. 

(9) The. chemical manufacturer, importer, distributor or employer 
need not affix new labels to comply with this section if existing labels 
already convey the required information. 


AMENDATORY SECTION (Amending Order 84-22, filed 
10/30/84) 


WAC 296-62-05413 MATERIAL SAFETY DATA SHEETS. 
(1) Chemical manufacturers and importers shall obtain or develop a 
material safety data sheet for each hazardous chemical they produce 
or import. Employers shall have a material safety data sheet for each 
hazardous chemical which they use. 

(2) Each material safety data sheet shall be in English and shall 
contain at least the following information: 

(a) The identity used on the label, and, except as provided for in 
WAC 296~62-05417 on trade secrets: 

(i) If the hazardous chemical is a single substance, its chemical and 
common name(s); 

(ii) If the hazardous chemical is a mixture which has been tested as 
a whole to determine its hazards, the chemical and common name(s) 
of the ingredients which contribute to these known hazards, and the 
common name(s) of the mixture itself; or, 

(iii) 1f the hazardous chemical is a mixture which has not been test- 
ed as a whole: 

(A) The chemical and common name(s) of all ingredients which 
have been determined to be health hazards, and which comprise 1% or 
greater of the composition, except that chemicals identified as carcino- 
gens under WAC 296-62-05407(4) shall be listed if the concentra- 
tions are 0.196 or greater; and, 

(B) The chemical and common name(s) of all ingredients which 
have been determined to present a physical hazard when present in the 
mixture; 

(b) Physical and chemical characteristics of the hazardous chemical 
(such as vapor pressure, flash point); 

(c) The physical hazards of the hazardous chemical, including the 
potential for fire, explosion, and reactivity; 

(d) The health hazards of the hazardous chemical, including signs 
and symptoms of exposure, and any medical conditions which are gen- 
erally recognized as being aggravated by exposure to the chemical; 

(e) The primary route(s) of entry; 

(f) The WISHA permissible exposure limit, ACGIH threshold limit 
value, and any other exposure limit used or recommended by the 
chemical manufacturer, importer, or employer preparing the material 
safety data sheet, where available; 

(g) Whether the hazardous chemical is listed in the National Toxi- 
cology Program (NTP) Annual Report on Carcinogens (latest edition) 


[121] 


WSR 85-05-043 


or has been found to be a potential carcinogen in the International 
Agency for Research on Cancer (IARC) Monographs (latest editions), 
or by WISHA; 

(h) Any generally applicable precautions for safe handling and use 
which are known to the chemical manufacturer, importer or employer 
preparing the material safety data sheet, including appropriate hygien- 
ic practices, protective measures during repair and maintenance of 
contaminated equipment, and procedures for clean-up of spills and 
leaks; 

(i) Any generally applicable control measures which are known to 
the chemical manufacturer, importer or employer preparing the mate- 
rial safety data sheet, such as appropriate engineering controls, work 
practices, or personal protective equipment; 

(j) Emergency and first aid procedures; 

(k) The date of preparation of the material safety data sheet or the 
last change to it; and, 

(1) The name, address and telephone number of the chemical manu- 
facturer, importer, employer or other responsible party preparing or 
distributing the material safety data sheet, who can provide additional 
information on the hazardous chemical and appropriate emergency 
procedures, if necessary. 

(3) If no relevant information is found for any given category on the 
material safety data sheet, the chemical manufacturer, importer or 
employer preparing the material safety data sheet shall mark it to in- 
dicate that no applicable information was found. 

(4) Where complex mixtures have similar hazards and contents (i.e. 
the chemical ingredients are essentially the same, but the specific com- 
position varies from mixture to mixture), the chemical manufacturer, 
importer or employer may prepare one material safety data sheet to 
apply to all of these similar mixtures. 

(5) The chemical manufacturer, importer or employer preparing the 
material safety data sheet shall ensure that the information recorded 
accurately reflects the scientific evidence used in making the hazard 
determination. If the chemical manufacturer, importer or employer 
becomes newly aware of any significant information regarding the 
hazards of a chemical, or ways to protect against the hazards, this new 
information shall be added to the material safety data sheet within 
three months. If the chemical is not currently being produced or im- 
ported the chemical manufacturer or importer shall add the informa- 
tion to the material safety data sheet before the chemical is introduced 
into the workplace again. 

(6) Chemical manufacturers or importers shall ensure that distribu- 
tors and purchasers of hazardous chemicals are provided an appropri- 
ate material safety data sheet with their initial shipment, and with the 
first shipment after a material safety data sheet is updated. The chem- 
ical manufacturer or importer shall either provide material safety data 
Sheets with the shipped containers or send them to the purchaser prior 
to or at the time of the shipment. If the material safety data sheet is 
not provided with the shipment, the purchaser shall obtain one from 
the chemical manufacturer, importer, or distributor as soon as possible. 

(7) Distributors shall ensure that material safety data sheets, and 
updated information, are provided to other distributors and purchasers 
of hazardous chemicals. 

(8) The employer shall maintain copies of the required material 
safety data sheets for each hazardous chemical in the workplace, and 
shall ensure that they are readily accessible during each work shift to 
employees when they are in their work area(s). 

(9) Material safety data sheets may be kept in any form, including 
operating procedures, and may be designed to cover groups of hazard- 
ous chemicals in a work area where it may be more appropriate to ad- 
dress the hazards of a process rather than individual hazardous 
chemicals. However, the employer shall ensure that in all cases the re- 
quired information is provided for each hazardous chemical, and is 
readily accessible during each work shift to employees when they are 
in their work area(s). 

(10) Material safety data sheets shall also be made readily available, 
upon request, to designated representatives and to the director or 
his/her designee in accordance with the requirements of WAC 296- 
62-05209. 

(11) If a purchaser has not received a material safety data sheet 
within twenty calendar days after making a written request to the 
chemical manufacturer, importer, or distributor in accordance with 
WAC 296-62-05413(6), he/she may make a written request for as- 
sistance to the Department of Labor and Industries, Right-to-Know 
Program, Industrial Hygiene Section, P.O. Box 207, Olympia, 
Washington 98504. Such written request shall include: 
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(a) A copy of the purchaser's written request to the chemical manu- 
facturer, importer, or distributor; 

(b) The name of the product suspected of containing a hazardous 
chemical; 

(c) The identification number of the product if available; 

(d) A copy of the product label if available; and 

(e) The name and address of the chemical manufacturer, importer, 
or distributor from whom the product was obtained. 
Upon receipt of a written request for material safety data sheet, the 
department shall attempt to procure the material safety data sheet 
from the chemical manufacturer, importer or distributor and upon 
procurement, shall forward a copy of the material safety data sheet at 
no cost to the purchaser. 


AMENDATORY SECTION (Amending Order 84-22, filed 
10/30/84) 


WAC 296-62-05421 APPENDIX A—HEALTH HAZARD 
DEFINITIONS (MANDATORY). Although safety hazards related 
to the physical characteristics of a chemical can be objectively defined 
in terms of testing requirements (e.g. flammability), health hazard 
definitions are less precise and more subjective. Health hazards may 
cause measurable changes in the body—such as decreased pulmonary 
function. These changes are generally indicated by the occurrence of 
signs and symptoms in the exposed employees—such as shortness of 
breath, a nonmeasurable, subjective feeling. Employees exposed to 
such hazards must be apprised of both the change in body function and 
the signs and symptoms that may occur to signal that change. 

The determination of occupational health hazards is complicated by 
the fact that many of the effects or signs and symptoms occur com- 
monly in nonoccupationally exposed populations, so that effects of ex- 
posure are difficult to separate from normally occurring illnesses. 
Occasionally, a substance causes an effect that is rarely seen in the 
population at large, such as angiosarcomas caused by vinyl chloride 
exposure, thus making it easier to ascertain that the occupational ex- 
posure was the primary causative factor. More often, however, the ef- 
fects are common, such as lung cancer. The situation is further 
complicated by the fact that most chemicals have not been adequately 
tested to determine their health hazard potential, and data do not exist 
to substantiate these effects. 

There have been many attempts to categorize effects and to define 
them in various ways. Generally, the terms "acute" and "chronic" are 
used to delineate between effects on the basis of severity or duration. 
"Acute" effects usually occur rapidly as a result of short-term expos- 
ures, and are of short duration. "Chronic" effects generally occur as a 
result of long-term exposure, and are of long duration. 

The acute effects referred to most frequently are those defined by 
the American National Standards Institute (ANSI) standard for Pre- 
cautionary Labeling of Hazardous Industrial Chemicals (Z129.1— 
1982) — irritation, corrosivity, sensitization and lethal dose. Although 
these are important health effects, they do not adequately cover the 
considerable range of acute effects which may occur as a result of oc- 
cupational exposure, such as, for example, narcosis. 

Similarly, the term chronic effect is often used to cover only 
carcinogenicity, teratogenicity, and mutagenicity. These effects are ob- 
viously a concern in the workplace, but again, do not adequately cover 
the area of chronic effects, excluding, for example, blood dyscrasias 
(such as anemia), chronic bronchitis and liver atrophy. 

The goal of defining precisely, in measurable terms, every possible 
health effect that may occur in the workplace as a result of chemical 
exposures cannot realistically be accomplished. This does not negate 
the need for employees to be informed of such effects and protected 
from them. 

Appendix B, which is also mandatory, outlines the principles and 
procedures of hazard assessment. 

For purposes of this section, any chemicals which meet any of the 
following definitions, as determined by the criteria set forth in Appen- 
dix B are health hazards: 

(1) Carcinogen. A chemical is considered to be a carcinogen if: 

(a) It has been evaluated by the International Agency for Research 
on Cancer (IARC), and found to be a carcinogen or potential carcino- 
gen; or 

(b) It is listed as a carcinogen or potential carcinogen in the Annual 
Report on Carcinogens published by the National Toxicology Program 
(NTP) (latest edition); or, 

(c) It is regulated by WISHA as a carcinogen. 

(2) Corrosive. A chemical that causes visible destruction of, or irre- 
versible alterations in, living tissue by chemical action at the site of 
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contact. For example, a chemical is considered to be corrosive if, when 
tested on the intact skin of albino rabbits by the method described by 
the U.S. Department of Transportation in Appendix A to 49 CFR Part 
173, it destroys or changes irreversibly the structure of the tissue at the 
site of contact following an exposure period of four hours. This term 
shall not refer to action on inanimate surfaces. 

(3) Highly toxic. A chemical falling within any of the following 
categories: 

(a) A chemical that has a median lethal dose (LDso) of 50 milli- 
grams or less per kilogram of body weight when administered orally to 
albino rats weighing between 200 and 300 grams each. 

(b) A chemical that has a median lethal dose (LDso) of 200 milti- 
grams or less per kilogram of body weight when administered by con- 
tinuous contact for 24 hours (or less if death occurs within 24 hours) 
with the bare skin of albino rabbits weighing between two and three 
kilograms each. 

(c) A chemical that has a median lethal concentration (LCso) in air 
of 200 parts per million by volume or less of gas or vapor, or 2 milli- 
grams per liter or less of mist, fume, or dust, when administered by 
continuous inhalation for one hour (or less if death occurs within one 
hour) to albino rats weighing between 200 and 300 grams each. 

(4) Irritant. A chemical, which is not corrosive, but which causes a 
reversible inflammatory effect on living tissue by chemical action at the 
site of contact. A chemical is a skin irritant if, when tested on the in- 
tact skin of albino rabbits by the methods of 16 CFR 1500.41 for four 
hours exposure or by other appropriate techniques, it results in an em- 
pirical score of five or more. A chemical is an eye irritant if so deter- 
mined under the procedure listed in 16 CFR 1500.42 or other 
appropriate techniques. 

(5) Sensitizer. A chemical that causes a substantial proportion of 
exposed people or animals to develop an allergic reaction in normal 
tissue after repeated exposure to the chemical. 

(6) Toxic. A chemical falling within any of the following categories: 

(a) A chemical that has a median lethal dose (LD59) of more than 
50 milligrams per kilogram but not more than 500 milligrams per 
kilogram of body weight when administered orally to albino rats 
weighing between 200 and 300 grams each. 

(b) A chemical that has a median lethal dose (LDso) of more than 
200 milligrams per kilogram but not more than 1,000 milligrams per 
kilogram but not more than 1,000 milligrams per kilogram of body 
weight when administered by continuous contact for 24 hours (or less 
if death occurs within 24 hours) with the bare skin of albino rabbits 
weighing between two and three kilograms each. 

(c) A chemical that has a median lethal concentration (LC;o) in air 
of more than 200 parts per million but not more than 2,000 parts per 
million by volume of gas or vapor, or more than two milligrams per 
liter but not more than 20 milligrams per liter of mist, fume, or dust, 
when administered by continuous inhalation for one hour (or less if 
death occurs within one hour) to albino rats weighing between 200 and 
300 grams each. 

(7) Target organ effects. The following is a target organ categoriza- 
tion of effects which may occur, including examples of signs and 
symptoms and chemicals which have been found to cause such effects. 
These examples are presented to illustrate the range and diversity of 
effects and hazards found in the workplace, and the broad scope em- 
ployers must consider in this area, but are not intended to be all- 
inclusive. 


Chemicals which produce 

liver damage. 

Jaundice, liver enlargement 
Carbon tetrachloride, nitrosamines. 


(a) Hepatotoxins: 


Signs & symptoms: 
Chemicals: 


Chemicals which produce 
kidney damage. 

Edema; proteinuria 
Halogenated hydrocarbons; 
uranium. 


(b) Nephrotoxins: 


Signs & symptoms: 
Chemicals: 


Chemicals which produce their 
primary toxic effects on 

the nervous system. 

Narcosis; behavioral changes; 
decrease in motor functions. 
Mercury, carbon ((dtsurfide)) 
disulfide. 


(c) Neurotoxins: 


Signs & symptoms: 


Chemicals: 


Decrease hemoglobin function; 
deprive the body tissues 

of oxygen. 

Cyanosis; loss of consciousness 
Carbon monoxide; cyanides. 


(d) Agents which act on 
the blood or hemato- 
poietic system: 

Signs & symptoms: 
Chemicals: 
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Chemicals which irritate 
or damage the 
pulmonary tissue. 

Cough; tightness in chest; 
shortness of breath. 
Silica; asbestos. 


(e) Agents which damage 
the lung: 


Signs & symptoms: 


Chemicals: 


Chemicals which affect the 
reproductive capabilities 
including chromosomal damage 
(mutations) and effects 

on fetuses (teratogenesis). 
Birth defects; sterility 

Lead; DBCP. 


(f) Reproductive toxins: 


Signs & symptoms: 
Chemicals: 


Chemicals which affect the 
dermal layer of the body. 
Defatting of the skin; 

rashes; irritation 
((Organrc-sotvents;-acids)) 
Ketones; chlorinated compounds. 


Chemicals which affect the 


eye or visual capacity. 
Conjunctivitis; corneal damage. 
Organic solvents; acids. 


(g) Cutaneous hazards: 
Signs & symptoms: 


Chemicals: 


(h) Eye hazards: 
Signs & symptoms: 


Chemicals: 


AMENDATORY SECTION (Amending Order 84-14, filed 6/7/84) 


WAC 296-62-05425 APPENDIX C—INFORMATION 
SOURCES (ADVISORY). The following is a list of available data 
sources which the chemical manufacturer, importer, or employer may 
wish to consult to evaluate the hazards of chemicals they produce or 
import: 

(1) Any information in their own company files such as toxicity 
testing results or illness experience of company employees. 

(2) Any information obtained from the supplier of the chemical, 
such as material safety data sheets or product safety bulletins. 

(3) Any pertinent information obtained from the following source 
list (latest editions should be used): 


Condensed Chemical Dictionary 
Van Nostrand ((znd)) Reinhold Co. 


135 West 50th Street 
New York, NY 10020 


The Merck Index: An Encyclopedia of Chemicals and Drugs 
Merck and Company, Inc. 


126 E. Lincoln Avenue 
Rahway, NJ 07065 


IARC Monographs on the Evaluation of the Carcinogenic Risk of 


Chemicals to Man 

Geneva: World Health Organization 

International Agency for Research on Cancer, 1972-1977 (Multivolume 
work) 

49 Sheridan Street 

Albany, New York 


Industria! Hygiene and Toxicology, by F.A. Patty 
John Wiley & Sons, Inc. 


New York, NY 
(Five volumes) 


Clinical Toxicology of Commercial Products 
Gleason, Gosselin and Hodge 


Casarett and Doull's Toxicology; The Basic Science of Poisons 


Doull, Klaassen, and Amdur 
Macmillan Publishing Co., Inc. 
New York, NY 


Industrial Toxicology, by Alice Hamilton and Harriet L. Hardy 
Publishing Sciences Group, Inc. 


Action, MA 


Toxicology of the Eye, by W. Morton Grant 
Charles C. Thomas 


301-327 East Lawrence Avenue 
Springfield, IL 


Recognition of Health Hazards in industry 
William A. Burgess 


John Wiley and Sons 
605 Third Avenue 
New York, NY 10158 
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Chemical Hazards of the Workplace 
Nick H. Proctor and James P. Hughes 


J.P. Lipincott Company 
6 Winchester Terrace 
New York, NY 10022 


Handbook of Chemistry and Physics 
Chemical Rubber Company 


18901 Cranwood Parkway 
Cleveland, OH 44128 


Threshold Limit Values for Chemical Substances and Physical 
Agents in the Workroom Environment with Intended Changes 


American Conference of Governmental Industrial Hygienists 


6500 ((Gtenaway)) Glenway Avenue, Bldg. D-5 
Cincinnati, OH 45211 


NOTE: The following documents are on sale by the Superintendent of Docu- 


ments, U.S. Government Printing Office, Washington, D.C. 20402 


Occupational Health Guidelines 
NIOSH/OSHA (NIOSH Pub. No. 81-123) 


NIOSH/OSHA Pocket Guide to Chemical Hazards 
NIOSH Pub. NO. 78-210 


Registry of Toxic Effects of Chemical Substances 


U.S. Department of Health and Human Services 
Public Health Service 

Center for Disease Control 

National Institute for Occupational Safety and Health 
(NIOSH Pub. No. 80-102) 


The Industrial Environment - Its Evaluation and Control 
U.S. Department of Health and Human Services 

Public Health Service 

Center for Disease Control 

National Institute for Occupational Safety and Health 
(NIOSH Pub. No. 74-117) 


Miscellaneous Documents — National institute for Occupational 
Safety and Health 


(1) Criteria for a recommended standard... 
Occupational Exposure to " V 


(2) Special Hazard Reviews 
(3) Occupational Hazard Assessment 


(4) Current Intelligence Bulletins 


BIBLIOGRAPHIC DATA BASES 


Service Provider File Name 
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NTIS 
POLLUTION 
SSIE 


Chemical Information System (CIS) 
Chemical Information Systems, Inc. 
7215 Yorke Road 

Baltimore, MD 21212 


Structure & Nomenclature 
Search system 

Acute Toxicity (RTECS) 

Clinical Toxicology of 
Commercial Products 

Oil and Hazardous Materials 
Technical Assistance Data 
System 


National Library of Medicine Toxicology Data Bank (TDB) 


Department of Health and MEDLINE 
Human Services TOXLINE 
Public Health Service CANCERLIT 

National Institutes of Health RTECS 


Bethesda, MD 20209 


AMENDATOR Y SECTION (Amending Order 82-22, filed 6/11/82) 


WAC 296-62-07302 LIST OF CARCINOGENS. (1) The fol- 
lowing substances are deemed to be carcinogens for the purposes of 
WAC 296—62-073 through 296-62-07316. 

(2) Any reference to carcinogens in WAC 296-62-07304 through 
296-62—-07316 shall mean only those carcinogens listed in WAC 296— 
62-07302. 

(a) 4-Nitrobiphenyl — Chemical Abstracts Registry Number 92933. 

(b) Alpha-Naphthylamine — Chemical Abstracts Registry Number 
134327. 

(c) 4,4' Methylene bis (2 — chloroaniline) — Chemical Abstracts 
Service Registry Number 101144. 

(d) Methyl chloromethy! ether — Chemical Abstracts Service Regis- 
try Number 107302. 

(e) 3,3-Dichlorobenzidine (and its salts) — Chemical Abstracts 
Service Registry Number 91941. 

(f) Bis-Chloromethyl ether — Chemical Abstracts Service Registry 
Number 542881. 

(g) Beta-Naphthylamine — Chemical Abstracts Service Registry 
Number 91598. 

(h) Benzidine — Chemical Abstracts Service Registry Number 
92875. 

(i) 4-Aminodiphenyl — Chemical Abstracts Service Registry Num- 
ber 92671. 

(j) Ethyleneimine — Chemical Abstracts Service Registry Number 
151564. 

(k) Beta-Propiolactone — Chemical Abstracts Service Registry 


Bibliographic Retrieval Services (BRS) AGRICOLA 


Number 57578. 


Corporation Park, Bldg. 702 BIOSIS PREVIEWS 
Scotia, New York 12302 


Lockheed — DIALOG 
Lockheed Missiles & Space 
Company, Inc. 

P.O. Box 44481 

San Francisco, CA 94144 


SDC — ORBIT 

SDC Search Service 
Department No. 2230 
Pasadena, CA 91051 


CA CONDENSATES 

CA SEARCH 

DRUG INFORMATION 
MEDLARS 

MEDOC 

NTIS 

POLLUTION ABSTRACTS 
SCIENCE CITATION INDEX 
SSIE 


AGRICOLA 
BIOSIS PREV. 1972—PRESENT 
BIOSIS PREV. 1969-71 

CA CONDENSATES 1970-71 
CA SEARCH 1972-76 

CA SEARCH 1977—PRESENT 
CHEMNAME 

CONFERENCE PAPERS INDEX 


FOOD SCIENCE & TECH. ABSTR. 


FOODS ADLIBRA 

INTL. PHARMACEUTICAL 
ABSTR. 

NTIS 

POLLUTION ABSTRACTS 

SCISEARCH 1978-PRESENT 

SCISEARCH 1974—77 

SSIE CURRENT RESEARCH 


AGRICOLA 
BIOCODES 
BIOSIS/B106973 
CAS6771/cAS7276 
CAST7 

CHEMDEX 
CONFERENCE 
ENVIROLINE 
LABORDOC 


(1) 2-Acetylaminofluorene — Chemical Abstracts Service Registry 
Number 53963. 

(m) 4-Dimethylaminoazobenzene — Chemical Abstract Service 
Registry Number 60117. 

(n) N-Nitrosodimethylamine — Chemical Abstracts Service Registry 
Number 62759. 


AMENDATORY SECTION (Amending Order 81—20, filed 7/27/81) 


WAC 296-62-07306 REQUIREMENTS FOR AREAS CON- 
TAINING CARCINOGENS LISTED IN WAC 296-62-07302. (1) 
A regulated area shall be established by an employer where listed car- 
cinogens are manufactured, processed, used, repackaged, released, 
handled or stored. 

(2) All such areas shall be controlled in accordance with the re- 
quirements for the following category or categories describing the op- 
eration involved: 

(a) Isolated systems. Employees working with carcinogens within an 
isolated system such as a "glove box" shall wash their hands and arms 
upon completion of the assigned task and before engaging in other ac- 
tivities not associated with the isolated system. 

(b) Closed system operation. Within regulated areas where carcino- 
gens are stored in sealed containers, or contained in a closed system 
including piping systems with any sample ports or openings closed 
while carcinogens are contained within: 

(i) Access shall be restricted to authorized employees only; 

(ii) Employees shall be required to wash hands, forearms, face and 
neck upon each exit from the regulated areas, close to the point of exit 
and before engaging in other activities. 

(c) Open vessel system operations. Open vessel system operations as 
defined in WAC 296—62-07304 (2){I) are prohibited. 
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(d) Transfer from a closed system. Charging or discharging point 
operations, or otherwise opening a closed system. In operations involv- 
ing "laboratory-type hoods," or in locations where a carcinogen is 
contained in an otherwise "closed system," but is transferred, charged, 
or discharged into other normally closed containers, the provisions of 
this section shall apply. 

(i) Access shall be restricted to authorized employees only; 

(ii) Each operation shall be provided with continuous local exhaust 
ventilation so that air movement is always from ordinary work areas to 
the operation. Exhaust air shall not be discharged to regulated areas, 
nonregulated areas or the external environment unless decontaminated. 
Clean makeup air shall be introduced in sufficient volume to maintain 
the correct operation of the local exhaust system. 

(iii) Employees shall be provided with, and required to wear, clean, 
full body protective clothing (smocks, coveralls, or long-sleeved shirt 
and pants), shoe covers and gloves prior to entering the regulated area. 

(iv) Employees engaged in a carcinogen handling operation shall be 
provided with and required to wear and use a half-face, filter-type 
respirator for dusts, mists, and fumes, in accordance with chapter 296— 
62 WAC, of the general safety and health standards. A respirator af- 
fording higher levels of protection may be substituted. 


ExcEPTION: N-Nitrosodimethylamine is not a dust, mist, or fume at 
normal temperatures and a positive-pressure supplied-air respirator 


shall be used. 

(v) Prior to each exit from a regulated area, employees shall be re- 
quired to remove and leave protective clothing and equipment at the 
point of exit and at the last exit of the day, to place used clothing and 
equipment in impervious containers at the point of exit for purposes of 
decontamination or disposal. The contents of such impervious contain- 
ers shall be identified, as required under WAC 296-62-07310 (2), (3) 
and (4). 

(vi) Employees shall be required to wash hands, forearms, face and 
neck on each exit from the regulated area, close to the point of exit, 
and before engaging in other activities. 

(vii) Employees shall be required to shower after the last exit of the 
day. 

(viii) Drinking fountains are prohibited in the regulated area. 

(e) Maintenance and decontamination activities. In clean up of leaks 
or spills, maintenance or repair operations on contaminated systems or 
equipment, or any operations involving work in an area where direct 
contact with carcinogens could result, each authorized employee enter- 
ing the area shall: 

(i) Be provided with and required to wear, clean, impervious gar- 
ments, including gloves, boots and continuous-air supplied hood in ac- 
cordance with chapter 296-24 WAC, the general safety and health 
standards; 

(ii) Be decontaminated before removing the protective garments and 
hood; 

(iii) Be required to shower upon removing the protective garments 
and hood. 

(f) Laboratory activities. The requirements of this subdivision shall 
apply to research and quality control activities involving the use of 
carcinogens listed in WAC 296-62-07302. 

(i) Mechanical pipetting aids shall be used for all pipetting 
procedures. 

(ii) Experiments, procedures and equipment which could produce 
aerosols shall be confined to laboratory-type hoods or glove boxes. 

(iii) Surfaces on which carcinogens are handled shall be protected 
from contamination. 

(iv) Contaminated wastes and animal carcasses shall be collected in 
impervious containers which are closed and decontaminated prior to 
removal from the work area. Such wastes and carcasses shall be incin- 
erated in such a manner that no carcinogenic products are released. 

(v) All other forms of listed carcinogens shall be inactivated prior to 
disposal. 

(vi) Laboratory vacuum systems shall be protected with high effi- 
ciency scrubbers or with disposable absolute filters. 

(vii) Employees engaged in animal support activities shall be: 

(A) Provided with, and required to wear, a complete protective 
clothing change, clean each day, including coveralls or pants and shirt, 
foot covers, head covers, gloves, and appropriate respiratory protective 
equipment or devices; and 

(B) Prior to each exit from a regulated area, employees shall be re- 
quired to remove and leave protective clothing and equipment at the 
point of exit and at the last exit of the day, to place used clothing and 
equipment in impervious containers at the point of exit for purposes of 
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decontamination or disposal. The contents of such impervious contain- 
ers shall be identified as required under WAC 296-62-07310 (2), (3) 
and (4). 

(C) Required to wash hands, forearms, face and neck upon each exit 
from the regulated area close to the point of exit, and before engaging 
in other activities; and 

(D) Required to shower after the last exit of the day. 

(viii) Employees, other than those engaged only in animal support 
activities, each day shall be: 

(A) Provided with and required to wear a clean change of appropri- 
ate laboratory clothing, such as a solid front gown, surgical scrub suit, 
or fully buttoned laboratory coat. 

(B) Prior to each exit from a regulated area, employees shall be re- 
quired to remove and leave protective clothing and equipment at the 
point of exit and at the last exit of the day, to place used clothing and 
equipment in impervious containers at the point of exit for purposes of 
decontamination or disposal. The contents of such impervious contain- 
ers Shall be identified as required under WAC 296-62-07310 (2), (3) 
and (4). 

(C) Required to wash hands, forearms, face and neck upon each exit 
from the regulated area close to the point of exit, and before engaging 
in other activities. 

(ix) Air pressure in laboratory areas and animal rooms where car- 
cinogens are handled and bioassay studies are performed shall be neg- 
ative in relation to the pressure in surrounding areas. Exhaust air shall 
not be discharged to regulated areas, nonregulated areas or the exter- 
nal environment unless decontaminated. 

(x) There shall be no connection between regulated areas and any 
other areas through the ventilation system. 

(xi) A current inventory of the carcinogens shall be maintained. 

(xii) Ventilated apparatus such as laboratory-type hoods, shall be 
tested at least semi-annually or immediately after ventilation modifi- 
cation or maintenance operations, by personnel fully qualified to certify 
correct containment and operation. 


AMENDATORY SECTION (Amending Order 84-24, filed 
12/11/84) 


WAC 296-62-07353 ETHYLENE OXIDE. (1) Scope and 
application. 

(a) This section applies to all occupational exposures to ethylene ox- 
ide (EtO), Chemical Abstracts Service Registry No. 75-21-8, except 
as provided in (b) of this subsection. 

(b) This section does not apply to the processing, use, or handling of 
products containing EtO where objective data are reasonably relied 
upon that demonstrate that the product is not capable of releasing EtO 
in airborne concentrations at or above the action level under the ex- 
pected conditions of processing, use, or handling that will cause the 
greatest possible release. 

(c) Where products containing EtO are exempted under (b) of this 
subsection, the employer shall maintain records of the objective data 
supporting that exemption and the basis for the employer's reliance on 
the data, as provided in subsection (11)(a) of this section. 

(2) Definitions: For the purpose of this section, the following defini- 
tions shall apply: 

(a) "Action level" means a concentration of airborne EtO of 0.5 
ppm calculated as an eight-hour time-weighted average. 

(b) "Authorized person" means any person specifically authorized 
by the employer whose duties require the person to enter a regulated 
area, or any person entering such an area as a designated representa- 
tive of employees for the purpose of exercising the right to observe 
monitoring and measuring procedures under subsection (12) of this 
section, or any other person authorized by chapter 49.17 RCW or reg- 
ulations issued under chapter 49.17 RCW. 

(c) "Director" means the director of the department of labor and 
industries, or designee. 

(d) "Emergency" means any occurrence such as, but not limited to, 
equipment failure, rupture of containers, or failure of control equip- 
ment that is likely to or does result in an unexpected significant release 
of Eto. 

(e) "Employee exposure" means exposure to airborne EtO which 
would occur if the employee were not using respiratory protective 
equipment. 

(f) "Ethylene oxide" or "EtO" means the three-membered ring or- 
ganic compound with chemical formula C,H,O. 

(3) Permissible exposure limits (PEL). Eight-hour time-weighted 
average (TWA). The employer shall ensure that no employee is ex- 
posed to an airborne concentration of EtO in excess of one part EtO 
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per million parts of air (1 ppm) as an eight-hour time-weighted aver- 
age. (Eight-hour TWA). 

(4) Exposure monitoring. 

(a) General. 

(i) Determinations of employee exposure shall be made from 
breathing zone air samples that are representative of the eight—hour 
TWA of each employee. 

(ii) Representative eight-hour TWA employee exposure shall be de- 
termined on the basis of one or more samples representing full-shift 
exposure for each shift for each job classification in each work area. 

(iii) Where the employer can document that exposure levels are 
equivalent for similar operations in different work shifts, the employer 
need only determine representative employee exposure for that opera- 
tion during one shift. 

(b) Initial monitoring. 

(i) Each employer who has a workplace or work operation covered 
by this standard, except as provided in subsection (1)(b) or (4)(b)(ii) 
of this section, shall perform initial monitoring to determine accurately 
the airborne concentrations of EtO to which employees may be 
exposed. 

(ii) Where the employer has monitored after June 15, 1983, and the 
monitoring satisfies all other requirements of this section, the employer 
may rely on such earlier monitoring results to satisfy the requirements 
of (b)(i) of this subsection. 

(c) Monitoring frequency (periodic monitoring). 

(i) If the monitoring required by (b) of this subsection reveals em- 
ployee exposure at or above the action level but at or below the eight- 
hour TWA, the employer shall repeat such monitoring for each such 
employee at least every six months. 

(ii) If the monitoring required by (b)(i) of this subsection reveals 
employee exposure above the eight-hour TWA, the employer shall re- 
peat such monitoring for each such employee at least every three 
months. 

(iii) The employer may alter the monitoring schedule from quarterly 
to semiannually for any employee for whom two consecutive measure- 
ments taken at least seven days apart indicate that the employee's ex- 
posure has decreased to or below the eight-hour TWA. 

(d) Termination of monitoring. 

(i) If the initial monitoring required by (b)(i) of this subsection re- 
veals employee exposure to be below the action level, the employer 
may discontinue the monitoring for those employees whose exposures 
are represented by the initial monitoring. 

(ii) If the periodic monitoring required by (c) of this subsection re- 
veals that employee exposures, as indicated by at least two consecutive 
measurements taken at least seven days apart, are below the action 
level, the employer may discontinue the monitoring for those employ- 
ees whose exposures are represented by such monitoring. 

(e) Additional monitoring. Notwithstanding the provisions of (d) of 
this subsection, the employer shall institute the exposure monitoring 
required under (b)(i) and (c) of this subsection whenever there has 
been a change in the production, process, control equipment, personnel 
or work practices that may result in new or additional exposures to 
EtO or when the employer has any reason to suspect that a change 
may result in new or additional exposures. 

(f) Accuracy of monitoring. Monitoring shall be accurate, to a con- 
fidence level of ninety-five percent, to within plus or minus twenty-five 
percent for airborne concentrations of EtO at the 1 ppm TWA and to 
within plus or minus thirty-five percent for airborne concentrations of 
EtO at the action level of 0.5 ppm. 

(g) Employee notification of monitoring results. 

(i) The employer shall, within fifteen working days after the receipt 
of the results of any monitoring performed under this standard, notify 
the affected employee of these results in writing either individually or 
by posting of results in an appropriate location that is accessible to af- 
fected employees. 

(ü) The written notification required by (g)(i) of this subsection 
shall contain the corrective action being taken by the employer to re- 
duce employee exposure to or below the PEL, wherever monitoring re- 
sults indicated that the PEL has been exceeded. 

(5) Regulated areas. 

(a) The employer shall establish a regulated area wherever occupa- 
tional exposures to airborne concentrations of EtO may exceed the 
TWA. 

(b) Access to regulated areas shall be limited to authorized persons. 

(c) Regulated areas shall be demarcated in any manner that mini- 
mizes the number of employees within the regulated area. 

(6) Methods of compliance. 
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(a) Engineering controls and work practices. 

(i) The employer shall institute engineering controls and work prac- 
tices to reduce and maintain employee exposure to or below the TWA, 
except to the extent that such controls are not feasible. 

(ii) Wherever the feasible engineering controls and work practices 
that can be instituted are not sufficient to reduce employee exposure to 
or below the TWA, the employer shall use them to reduce employee 
exposure to the lowest levels achievable by these controls and shall 
supplement them by the use of respiratory protection that complies 
with the requirements of subsection (7) of this section. 

(iii) Engineering controls are generally infeasible for the following 
operations: Collection of quality assurance sampling from sterilized 
materials removal of biological indicators from sterilized materials: 
Loading and unloading of tank cars; changing of ethylene oxide tanks 
on sterilizers; and vessel cleaning. For these operations, engineering 
controls are required only where the director demonstrates that such 
controls are feasible. 

(b) Compliance program. 

(i) Where the TWA is exceeded, the employer shall establish and 
implement a written program to reduce employee exposure to or below 
the TWA by means of engineering and work practice controls, as re- 
quired by (a) of this subsection, and by the use of respiratory protec- 
tion where required or permitted under this section. 

(ii) The compliance program shall include a schedule for periodic ` 
leak detection surveys and a written plan for emergency situations, as 
specified in subsection (8)(a)(i) of this section. 

(iii) Written plans for a program required in (b) of this subsection 
shall be developed and furnished upon request for examination and 
copying to the director, affected employees and designated employee 
representatives. Such plans shall be reviewed at least every twelve 
months, and shall be updated as necessary to reflect significant changes 
in the status of the employer's compliance program. 

(iv) The employer shall not implement a schedule of employee rota- 
tion as a means of compliance with the TWA. 

(7) Respiratory protection and personal protective equipment. 

(a) General. The employer shall provide respirators, and ensure that 
they are used, where required by this section. Respirators shall be used 
in the following circumstances. i 

(i) During the interval necessary to install or implement feasible en- 
gineering and work practice controls; 

(ii) In work operations, such as maintenance and repair activities, 
vessel cleaning, or other activities for which engineering and work 
practice controls are not feasible; 

(iii) In work situations where feasible engineering and work practice 
controls are not yet sufficient to reduce exposure to or below the TWA; 
and 

(iv) In emergencies. 

(b) Respirator selection. 

(i) Where respirators are required under this section, the employer 
shall select and provide, at no cost to the employee, the appropriate 
respirator as specified in Table 1, and shall ensure that the employee 
uses the respirator provided. 

(ii) The employer shall select respirators from among those jointly 
approved as being acceptable for protection against EtO by the Mine 
Safety and Health Administration (MSHA) and by the National In- 
stitute for Occupational Safety and Health (NIOSH) under the provi- 
sions of 30 CFR Part 11. 

(c) Respirator program. Where respiratory protection is required by 
this section, the employer shall institute a respirator program in ac- 
cordance with WAC 296-62-071. 

(d) Protective clothing and equipment. Where eye or skin contact 
with liquid EtO or EtO solutions may occur, the employer shall select 
and provide, at no cost to the employee, appropriate protective clothing 
or other equipment in accordance with WAC 296—24-07501 and 296- 
24-07801 and to protect any area of the body that may come in con- 
tact with liquid EtO or EtO in solution, and shall ensure that the em- 
ployee wears the protective clothing and equipment provided. 

(8) Emergency situations. 

(a) Written plan. 

(i) A written plan for emergency situations shall be developed for 
each workplace where there is a possibility of an emergency. Appro- 
priate portions of the plan shall be implemented in the event of an 
emergency. 

(ii) The plan shall specifically provide that employees engaged in 
correcting emergency conditions shall be equipped with respiratory 
protection as required by subsection (7) of this section until the emer- 
gency is abated. 
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(iü) The plan shall include the elements prescribed in WAC 296- 
24-567, "Employee emergency plans and fire prevention plans." 

(b) Alerting employees. Where there is the possibility of employee 
exposure to EtO due to an emergency, means shall be developed to 
alert potentially affected employees of such occurrences promptly. Af- 
fected employees shall be immediately evacuated from the area in the 
event that an emergency occurs. 


Table 1.—Minimum Requirements for Respiratory Protection for 
Airborne EtO 


Condition of use or 
concentration of 
airborne EtO (ppm) 


Minimum required respirator 


(a) Full facepiece respirator with 
EtO approved canister, front-or 
back-mounted. 

(a) Positive- pressure supplied air 
respirator, equipped with full 
facepiece, hood, or helmet, or 

(b) Continuous-flow supplied air 
respirator (positive pressure) 
equipped with hood, helmet or 
suit. 

(a) Positive-pressure self-contained 
breathing apparatus (SCBA), 
equipped with full facepiece, or 


Equal to or less 
than 50. 


Equal to or less 
than 2,000. 


Concentration above 
2,000 or unknown 
concentration (such 
as in emergencies). 

(b) Positive-pressure full facepiece 
supplied air respirator equipped 
with an auxiliary positive-pressure 
self-contained breathing 
apparatus. 

Firefighting.............. sse (a) Positive pressure self-contained 
breathing apparatus equipped with 
full facepiece. 

Iq CL (a) Any respirator described above. 


Note.—Respirators approved for use in higher concentrations are permitted to 
be used in lower concentrations. 


(9) Medical surveillance. 

(a) General. 

(i) Employees covered. 

(A) The employer shall institute a medical surveillance program for 
all employees who are or may be exposed to EtO at or above the action 
level, without regard to the use of respirators, for at least thirty days a 

ear. 

á (B) The employer shall make available medical examinations and 
consultations to all employees who have been exposed to EtO in an 
emergency situation. 

(ii) Examination by a physician. The employer shall ensure that all 
medical examinations and procedures are performed by or under the 
supervision of a licensed physician, and are provided without cost to 
the employee, without loss of pay, and at a reasonable time and place. 

(b) Medical examinations and consultations. 

(i) Frequency. The employer shall make available medical examina- 
tions and consultations to each employee covered under (a)(i) of this 
subsection on the following schedules: 

(A) Prior to assignment of the employee to an area where exposure 
may be at or above the action level for at least thirty days a year. 

(B) At least annually each employee exposed at or above the action 
level for at least thirty days in the past year. 

(C) At termination of employment or reassignment to an area where 
exposure to EtO is not at or above the action level for at least thirty 
days a year. 

(D) As medically appropriate for any employee exposed during an 
emergency. 

(E) As soon as possible, upon notification by an employee either (I) 
that the employee has developed signs or symptorns indicating possible 
overexposure to EtO, or (II) that the employee desires medical advice 
concerning the effects of current or past exposure to EtO on the em- 
ployee's ability to produce a healthy child. 

(F) If the examining physician determines that any of the examina- 
tions should be provided more frequently than specified, the employer 
shall provide such examinations to affected employees at the frequen- 
cies recommended by the physician. 

(ü) Content. 

(A) Medical examinations made available pursuant to (b)(i)(A) 
through (D) of this subsection shall include: 
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(I) A medical and work history with special emphasis directed to 
symptoms related to the pulmonary, hematologic, neurologic, and re- 
productive systems and to the eyes and skin. 

(II) A physical examination with particular emphasis given to the 
pulmonary, hematologic, neurologic, and reproductive systems and to 
the eyes and skin. 

(HH) A complete blood count to include at least a white cell count 
(including differentia! cell count), red cell count, hematocrit, and 
hemoglobin. 

(IV) Any laboratory or other test which the examining physician 
deems necessary by sound medical practice. 

(B) The content of medical examinations or consultation made 
available pursuant to (b)(i)(E) of this subsection shall be determined 
by the examining physician, and shall include pregnancy testing or 
laboratory evaluation of fertility, if requested by the employee and 
deemed appropriate by the physician. 

(c) Information provided to the physician. The employer shall pro- 
vide the following information to the examining physician: 

(i) A copy of this standard and Appendices A, B, and C. 

(ii) A description of the affected employee's duties as they relate to 
the employee's exposure. 

(iii) The employee's representative exposure level or anticipated ex- 
posure level. 

(iv) A description of any personal protective and respiratory equip- 
ment used or to be used. 

(v) Information from previous medical examinations of the affected 
employee that is not otherwise available to the examining physician. 

(d) Physician's written opinion. 

(i) The employer shall obtain a written opinion from the examining 
physician. This written opinion shall contain the results of the medical 
examination and shall include: 

(A) The physician's opinion as to whether the employee has any de- 
tected medical conditions that would place the employee at an in- 
creased risk of material health impairment from exposure to EtO; 

(B) Any recommended limitations on the employee or upon the use 
of personal protective equipment such as clothing or respirators; and 

(C) A statement that the employee has been informed by the physi- 
cian of the results of the medical examination and of any medical con- 
ditions resulting from EtO exposure that require further explanation or 
treatment. 

(ii) The employer shall instruct the physician not to reveal in the 
written opinion given to the employer specific findings or diagnoses un- 
related to occupational exposure to EtO. 

(iii) The employer shall provide a copy of the physician's written 
opinion to the affected employee within fifteen days from its receipt. 

(10) Communication of EtO hazards to employees. 

(a) Signs and labels. 

(i) The employer shall post and maintain legible signs demarcating 
regulated areas and entrances or accessways to regulated areas that 
bear the following legend: 


DANGER 
ETHYLENE OXIDE 
CANCER HAZARD AND REPRODUCTIVE HAZARD 
AUTHORIZED PERSONNEL ONLY 
RESPIRATORS AND PROTECTIVE CLOTHING MAY BE REQUIRED 
TO BE WORN IN THIS AREA 


(ii) The employer shall ensure that precautionary labels are affixed 
to all containers of EtO whose contents are capable of causing em- 
ployee exposure at or above the action level, and that the labels remain 
affixed when the containers of EtO leave the workplace. For the pur- 
poses of this subsection, reaction vessels, storage tanks, and pipes or 
piping systems are not considered to be containers. The labels shall 
comply with the requirements of WAC 296-62-05411 of WISHA's 
hazard communication standard, and shall include the following 
legend: 


(A) 
CAUTION 
CONTAINS ETHYLENE OXIDE 
CANCER AND REPRODUCTIVE HAZARD; and 


(B) A warning statement against breathing airborne concentrations 
of EtO. 

(b) Material safety data sheets. Employers who are manufacturers 
or importers of EtO shall comply with the requirements regarding de- 
velopment of material safety data sheets as specified in WAC 296-62- 
05413 of the hazard communication standard. 
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(c) Information and training. 

(i) The employer shall provide employees who are potentially ex- 
posed to EtO at or above the action level with information and training 
on EtO at the time of initial assignment and at least annually 
thereafter. 

(ii) Employees shall be informed of the following: 

(A) The requirements of this section with an explanation of its con- 
tents, including Appendices A and B; 

(B) Any operations in their work area where EtO is present; 

(C) The location and availability of the written EtO final rule; and 

(D) The medical surveillance program required by subsection (9) of 
this section with an explanation of the information in Appendix C. 

(iii) Employee training shall include at least: 

(A) Methods and observations that may be used to detect the pres- 
ence or release of EtO in the work area (such as monitoring conducted 
by the employer, continuous monitoring devices, etc.); 

(B) The physical and health hazards of EtO; 

(C) The measures employees can take to protect themselves from 
hazards associated with EtO exposure, including specific procedures 
the employer has implemented to protect employees from exposure to 
EtO, such as work practices, emergency procedures, and personal pro- 
tective equipment to be used; and 

(D) The details of the hazard communication program developed by 
the employer, including an explanation of the labeling system and how 
employees can obtain and use the appropriate hazard information. 

(11) Recordkeeping. 

(a) Objective data for exempted operations. 

(i) Where the processing, use, or handling of products made from or 
containing EtO are exempted from other requirements of this section 
under subsection (1)(b) of this section, or where objective data have 
been relied on in lieu of initial monitoring under subsection (4)(b)(ii) 
of this section, the employer shall establish and maintain an accurate 
record of objective data reasonably relied upon in support of the 
exemption. 

(ii) This record shall include at least the following information: 

(A) The product qualifying for exemption; 

(B) The source of the objective data; 

(C) The testing protocol, results of testing, and/or analysis of the 
material for the release of EtO; 

(D) A description of the operation exempted and how the data sup- 
port the exemption; and 

(E) Other data relevant to the operations, materials, processing, or 
employee exposures covered by the exemption. 

(iii) The employer shall maintain this record for the duration of the 
employer's reliance upon such objective data. 

(b) Exposure measurements. 

(i) The employer shall keep an accurate record of all measurements 
taken to monitor employee exposure to EtO as prescribed in subsection 
(4) of this section. 

(ii) This record shall include at least the following information: 

(A) The date of measurement; 

(B) The operation involving exposure to EtO which is being 
monitored; 

(C) Sampling and analytical methods used and evidence of their 
accuracy; 

(D) Number, duration, and results of samples taken; 

(E) Type of protective devices worn, if any; and 

(F) Name, social security number and exposure of the employees 
whose exposures are represented. 

(iii) The employer shall maintain this record for at least thirty 
years, in accordance with WAC 296-62-05207. 

(c) Medical surveillance. 

(i) The employer shall establish and maintain an accurate record for 
each employee subject to medical surveillance by subsection (9)(a)(i) 
of this section, in accordance with WAC 296-62-05207. 

(ii) The record shall include at least the following information: 

(A) The name and social security number of the employee; 

(B) Physicians' written opinions; 

(C) Any employee medical complaints related to exposure to EtO; 
and 

(D) A copy of the information provided to the physician as required 
by subsection (9)(c) of this section. 

(iii) The employer shall ensure that this record is maintained for the 
duration of employment plus thirty years, in accordance with WAC 
296-62-05207. 

(d) Availability. 
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(i) The employer, upon written request, shall make all records re- 
quired to be maintained by this section available to the director for 
examination and copying. 

(ü) The employer, upon request, shall make any exemption and ex- 
posure records required by subsection (12)(a) and (b) of this section 
available for examination and copying to affected employees, former 
employees, designated representatives and the director, in accordance 
with WAC 296-62-05201 through 296-62-05209 and 296-62-05213 
through 296-62-05217. 

(iii) The employer, upon request, shall make employee medical re- 
cords required by (c) of this subsection available for examination and 
copying to the subject employee, anyone having the specific written 
consent of the subject employee, and the director, in accordance with 
WAC 296-62-052. 

(e) Transfer of records. 

(i) The employer shall comply with the requirements concerning 
transfer of records set forth in WAC 296-62-05207. 

(ii) Whenever the employer ceases to do business and there is no 
successor employer to receive and retain the records for the prescribed 
period, the employer shall notify the director at least ninety days prior 
to disposal and transmit them to the director. 

(12) Observation of monitoring. 

(a) Employee observation. The employer shall provide affected em- 
ployees or their designated representatives an opportunity to observe 
any monitoring of employee exposure to EtO conducted in accordance 
with subsection (4) of this section. 

(b) Observation procedures. When observation of the monitoring of 
employee exposure to EtO requires entry into an area where the use of 
protective clothing or equipment is required, the observer shall be pro- 
vided with and be required to use such clothing and equipment and 
shall comply with all other applicable safety and health procedures. 

(13) Dates. 

(a) Effective date. This section shall become effective thirty days af- 
ter filing with the Code Reviser. 

(b) Start-up dates. 

(i) The requirements of subsections (3) through (12) of this section, 
including feasible work practice controls but not including engineering 
controls specified in subsection (6)(a) of this section, shall be complied 
with within one hundred eighty days after the effective date of this 
section. 

(ii) Engineering controls specified by subsection (6)(a) of this sec- 
tion shall be implemented within one year after the effective date of 
this section. 

(14) Appendices. The information contained in the appendices is not 
intended by itself to create any additional obligations not otherwise 
imposed or to detract from any existing obligation. Appendices are 
available from: 


Support Services 
Division of Industrial 
Safety and Health 
P.O. Box 207 
Olympia, WA 98504 
(206) 753-6381 


AMENDATORY SECTION (Amending Order 73-3, filed 5/7/73) 


WAC 296-62-130 EMERGENCY WASHING FACILITIES. 
(1) Definitions. Emergency washing facilities shall mean deluge show- 


ers, eye wash fountains ((or—avattable—water—supply—suitabte—for 
T T )), eye/face washes or other units ca- 


drenching-or-cleansmg-purposes 
pable of delivering a minimum of 30 gallons/minute for 15 minutes for 
showers or 1.5 liters/minute for 15 minutes for eye baths. Every wash- 


ing facility using nonpotable water shall have signs stating water is 
nonpotable. 

(2) Facilities Required. Emergency washing facilities shall be 
((readtty-avattabte-~in-theimmeditate-work-area-for-workmren-who)) lo- 
cated no more than 10 seconds travel time or 50 feet travel distance 
from the work areas where workers may be exposed to ((the-hazards 
of)) harmful concentrations of contact chemical agents. Such facilities 
shall be periodically inspected to ensure that they function correctly 
and that the quality and quantity of water is satisfactory for emergen- 
cy washing purposes. 
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AMENDATORY SECTION (Amending Order 73-3, filed 5/7/73) 


WAC 296-155-665 SPECIFIC TRENCHING REQUIRE- 
MENTS. (1) As trench construction is a hazardous operation, partic- 
ular attention shali be given to the protection of the worker, the 
protection to be governed by the nature of the ground. 

(2) No one person shall be allowed to work alone in a trench over 
four feet in depth unless there is a top person in constant attendance. 
The top person shall be in addition to the equipment operator when the 
person in the trench is not in constant view of the equipment operator. 

(3) Except in solid rock and compact shale, the sides of all trenches, 
including embankments, 4 feet or more in depth and 6 feet or more in 
length, shall be shored, sheeted, braced, sloped or otherwise supported 
by means of sufficient strength to protect the employees working within 
them. (See Tables N-1, N-2, N-3, N—4 and N-S.) Trenches less than 
4 feet in depth and 6 feet or more in length, shall also be effectively 
protected when the ground indicates that hazardous ground movement 
is possible. (See Tables N-1, N-2, N-3, N-4 and N-5.) 

(4) When the sloping to the angle of repose does not extend to the 
bottom of the trench, shoring shall be required to support the vertical 
part of the trench. The shoring shall extend above the bottom of the 
slope a minimum of 12 inches to prevent material from sliding into the 
trench. 

(5) The surface of the slope shall be cleaned of boulders, stumps, or 
other hard masses of earth on the angle of repose slope to eliminate the 
danger of any such materials sliding or rolling into the trench. 

(6) In hard or compact soil, when the outside diameter of the pipe to 
be laid is 6 feet or larger, the sides of the trench can be vertical at the 
bottom 4 feet of the trench, providing a 4 foot bench is provided im- 
mediately above the vertical portion, and the remaining portion of the 
trench above the bench is sloped to the angle of repose. (See Table 
N-4.) 

(7) Materials used for sheeting and sheet piling, bracing, shoring, 
and underpinning, shall be in good serviceable condition, and timbers 
used shall be sound and free from large or loose knots, and shall be 
designed and installed so as to provide adequate personnel protection 
to the bottom of the excavation. 

(8) Additional precautions by way of shoring and bracing shall be 
taken to prevent slides or cave-ins when excavations or trenches are 
made in locations adjacent to backfilled excavations or trenches, or 
where excavations or trenches are subjected to vibrations from railroad 
or highway traffic, the operation of machinery, or any other source. 

(9) Where a mechanical digger is used, the bracing shall be placed 
as close as possible to the lower end of the boom. 

(10) When trenches are undercut, they shall be shored as necessary 
to safely support the overhanging material. 

(11) If for any reason prior to, during or subsequent to the place- 
ment of the trench bracing system, voids should form in the sides or 
face of excavation or trench, such voids shall be promptly filled with 
compacted material or blocking, as required to distribute the load uni- 
formly onto the bracing system. 

(12) If a trench is cut alongside an existing structure and the foot- 
ings of the structure are nearer to the trench than the plane of repose 
for the soil, they shall be underpinned or the side wall of the trench 
rigidly supported. 

(13) Excavations or trenches made in ledge rock or compact shale 
shall not require bracing or shoring but shall be inspected by a compe- 
tent representative of the employer before each shift of work, at which 
time all loose, shattered or disintegrated rock shall be removed from 
sides and face of excavation or trench. 

(14) Excavated material and superimposed loads shall not be placed 
nearer than two feet to the sides of the trench, unless bracing has been 
designed and installed to withstand the load. 

(15) Employees entering bell-bottom pier holes shall be protected by 
the installation of a removable-type casing of sufficient strength to re- 
sist shifting of the surrounding earth. Such temporary protection shall 
be provided for the full depth of that part of each pier hole which is 
above the bell. 

(16) A means of emergency egress shall be decided prior to person- 
nel entering bell-bottom pier holes. Employees expected to enter bell- 
bottom pier holes shall be instructed as to the hazards of their respec- 
tive jobs, and in the means of emergency egress. 


NOTE: Example of protection: A lifeline, suitable for instant rescue and 
securely fastened to a shoulder harness, may be worn by each employee 
entering the shafts. This lifeline could be individually manned and sep- 
arate from any line used to remove materials excavated from the bell 
footing. 
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(17)(a) Minimum requirements for trench timbering shall be in ac- 
cordance with Table ((N—3))N-5. 

(b) Braces and diagonal shores in a wood shoring system shall not 
be subjected to compressive stress in excess of values given by the fol- 
lowing formula: 


20L 
S = 1300 - —— 
D 
L 
Maximum ratio — = 50 
Where: 
L = Length, unsupported, in inches. 
D - Least side of the timber in inches. 
S = Allowable stress in pounds per square inch of cross- 


section. 


(18) When employees are required to be in trenches 4 feet deep or 
more, an adequate means of exit, such as a ladder or steps, shall be 
provided and located so as to require no more than 25 feet of lateral 
travel. An earth ramp is acceptable providing: (a) The stability of the 
earth is adequate for good footing. (b) The total travel distance does 
not exceed 25 feet. (c) The trench depth does not exceed 15 feet. (d) 
Adequate shoring or equivalent protection is provided for the entire 
escape route. 

(19) Bracing or shoring of trenches shall be carried along with the 
excavation. 

(20) Cross braces or trench jacks shall be placed in true horizontal 
position, be spaced vertically, and be secured to prevent sliding, falling, 
or kickouts. 

(21) Portable trench boxes or sliding trench shields may be used for 
the protection of personnel in lieu of a shoring system or sloping. 
Where such trench boxes or shields are used, they shall be designed, 
constructed, and maintained in a manner which will provide protection 
equal to or greater than the sheeting or shoring required for the trench. 

(22) Backfilling and removal of trench supports shall progress to- 
gether from the bottom of the trench. Jacks or braces shall be released 
slowly and, in unstable soil, ropes shall be used to pull out the jacks or 
braces from above after employees have cleared the trench. 

(23) Signalpersons shall be employed to direct equipment when 
backfilling. 

(24) The construction of temporary shoring work shall be done, or 
supervised, by a competent person, who shall make frequent inspec- 
tions and issue instructions for its removal. 

(25) Workers shall be instructed to immediately report any signs or 
indications of weakness of shoring or bracing. 

(26) Trenching machines (ladder and rotary type). (a) Trenching 
machine operators shall not get on or off machine while in operation. 

(b) Workers shall not work at sloping top of ditch near bucket line. 

(c) Excavated material shall be conveyed to pile not closer than 
within 2 feet of edge of trench. 

(d) Trucks hauling excavated material away from trenching ma- 
chine shall not approach closer to the edge of trench than the trench 
depth from the surface of ground. 

(e) Where side cutters are installed it will be mandatory that per- 
sons stay clear of bucket line. 


AMENDATORY SECTION (Amending Order 80-21, filed 
11/13/80) 


WAC 296-360-040 NOTIFICATION OF ASSISTANT DIR- 
ECTOR'S DETERMINATION. (1) RCW 49.17.160(3) provides that 
the assistant director is to notify a complainant within ninety days of 
the complaint of his determination whether prohibited discrimination 
has occurred. This ninety-day provision is directory, not mandatory. 
Although every effort will be made to notify complainants of the as- 
sistant director's determination within ninety days, there may be in- 
stances when it is not possible to do so. 


(2) If a complainant receives a determination from the assistant di- 
rector that prohibited discrimination has not occurred, the complainant 
may file a written request for review by the director within fifteen 
working days of receipt of the determination. The request for review 
must set forth the basis for the request. The request shall be filed by 
mailing or delivering the request to the Director of Labor and Indus- 
tries, General Administration Building, Olympia, Washington 98504. 
Upon review the director may set aside the assistant director's deter- 
mination, remand the matter for further investigation, or affirm the 
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determination of the assistant director. The director shall notify the 
complainant of the decision after review. 


WSR 85-05-044 
PROPOSED RULES 
DEPARTMENT OF ECOLOGY 
[Filed February 20, 1985] 


Notice is hereby given in accordance with the provi- 
sions of RCW 34.04.025, that the Department of Ecolo- 
gy intends to adopt, amend, or repeal rules concerning 
Kitsap County, WAC 173-19—260; 

that the agency will at 7:00 p.m., Thursday, April 4, 
1985, in the Commissioners Chamber, Kitsap County 
Courthouse, 614 Division Street, Port Orchard, WA, 
conduct a public hearing on the proposed rules. 

The formal decision regarding adoption, amendment, 
or repeal of the rules will take place on April 18, 1985. 

The authority under which these rules are proposed is 
RCW 90.58.120 and 90.58.200. 

Interested persons may submit data, views, or argu- 
ments to this agency in writing to be received by this 
agency before April 15, 1985. 

Dated: February 20, 1985 
By: Glen H. Fiedler 
Deputy Director 


STATEMENT OF PURPOSE 


Title: Amending WAC 173-19—260 Kitsap County. 

Description of Purpose: Adoption of revised shoreline 
master programs into the state master program, chapter 
173-19 WAC. 

Statutory Authority: RCW 90.58.120 and 90.58.200. 

Summary of Rule: The amendments adopt revisions to 
the shoreline master program for Kitsap County. 

Reasons Supporting Proposed Action: Shoreline 
master programs and revisions thereto are developed by 
local governments and submitted to the department for 
approval. The programs do not become effective until 
adopted by the department in accordance with the Ad- 
ministrative Procedure Act. 

Agency Personnel Responsible for Drafting, Imple- 
mentation and Enforcement: Jeanne Holloman, WDOE, 
Mailstop PV-11, Olympia, WA 98504, (206) 459-6287. 

Person or Organization Proposing Rule, and Whether 
Public, Private, or Governmental: Department of Ecolo- 
gy, state government. 

Agency Comments or Recommendations Regarding 
Statutory Language, Implementation, Enforcement, Fis- 
cal Matters: None. 

Whether Rule is Necessary as a Result of Federal 
Law or Federal or State Court Action: No. 

Small Business Economic Impact Statement: On file 
at WDOE. 


AMENDATORY SECTION (Amending Order DE 84-5, filed 
4/2/84) 

WAC 173-19-260 KITSAP COUNTY. Kitsap County Master 
Program approved April 30, 1976. Revision approved October 24, 
1977. Revision approved December 22, 1981. Revision approved 
March 16, 1983. Revision approved March 22, 1984. Revision ap- 
proved April 18, 1985. 
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WSR 85-05-045 
PROPOSED RULES 
DEPARTMENT OF ECOLOGY 
[Filed February 20, 1985] 


Notice is hereby given in accordance with the provi- 
sions of RCW 34.04.025, that the Department of Ecolo- 
gy intends to adopt, amend, or repeal rules concerning 
Winthrop, town of, WAC 173-19-3210; 

that the agency will at 2:00 p.m., Thursday, March 
28, 1985, in Room 273, WDOE Headquarters, St. 
Martin's College Campus, Lacey, Washington, conduct 
a public hearing on the proposed rules. 

The adoption, amendment, or repeal of the rules will 
take place immediately following the hearing. 

The authority under which these rules are proposed is 
RCW 90.58.120 and 90.58.200. 

Interested persons may submit data, views, or argu- 
ments to this agency in writing to be received by this 
agency before March 25, 1985. 

Dated: February 20, 1985 
By: Glen H. Fiedler 
Deputy Director 


STATEMENT OF PURPOSE 


Title: WAC 173-19-3210 Winthrop, town of. 

Description of Purpose: Adoption of a revised shore- 
line master program into the state master program, 
chapter 173-19 WAC. 

Statutory Authority: RCW 90.58.120 and 90.58.200. 

Summary of Rule: The amendment adopts revisions to 
the shoreline master program for the town of Winthrop. 

Reasons Supporting Proposed Action: Shoreline 
master programs and revisions thereto are developed by 
local governments and submitted to the department for 
approval. The programs do not become effective until 
adopted by the department in accordance with the Ad- 
ministrative Procedure Act. 

Agency Personnel Responsible for Drafting, Imple- 
mentation and Enforcement: Jeanne Holloman, WDOE, 
Mailstop PV-11, Olympia, WA 98504, (206) 459-6287. 

Person or Organization Proposing Rule, and Whether 
Public, Private, or Governmental: Department of Ecolo- 
gy, state government. 

Agency Comments or Recommendations Regarding 
Statutory Language, Implementation, Enforcement, Fis- 
cal Matters: None. 

Whether Rule is Necessary as a Result of Federal 
Law or Federal or State Court Action: No. 

Small Business Economic Impact Statement: On file 
at WDOE. 


AMENDATORY SECTION (Amending Order DE 85-04 [84-46], 
filed 2/1/85) 


WAC 173-19-3210 WINTHROP, TOWN OF. Town of 
Winthrop master program approved December 16, 1975. Revision ap- 
proved March 9, 1976. Revision approved February 2, 1979. Revision 
approved November 23, 1981. Revision approved January 31, 1985. 
Revision approved March 28, 1985. 


Reviser's note: The bracketed material preceding the section above 
was supplied by the code reviser's office. 
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WSR 85-05-046 
PROPOSED RULES 
DEPARTMENT OF ECOLOGY 
[Filed February 20, 1985] 


Notice is hereby given in accordance with the provi- 
sions of RCW 34.04.025, that the Department of Ecolo- 
gy intends to adopt, amend, or repeal rules concerning 
Tacoma, city of, WAC 173-19-3514; 

that the agency will at 2:00 p.m., Wednesday, March 
27, 1985, in the City Council Chambers, Tacoma Mu- 
nicipal Building, 747 Market Street, Tacoma, WA, con- 
duct a public hearing on the proposed rules. 

The formal decision regarding adoption, amendment, 
or repeal of the rules will take place on April 18, 1985. 

The authority under which these rules are proposed is 
RCW 90.58.120 and 90.58.200. 

Interested persons may submit data, views, or argu- 
ments to this agency in writing to be received by this 
agency before April 1, 1985. 

Dated: February 20, 1985 
By: Glen H. Fiedler 
Deputy Director 


STATEMENT OF PURPOSE 


Title: Amending WAC 173-19-3514 Tacoma, city of. 

Description of Purpose: Adoption of revised shoreline 
master programs into the state master program, chapter 
173-19 WAC. 

Statutory Authority: RCW 90.58.120 and 90.58.200. 

Summary of Rule: The amendments adopt revisions to 
the shoreline master program for the city of Tacoma. 

Reasons Supporting Proposed Action: Shoreline 
master programs and revisions thereto are developed by 
local governments and submitted to the department for 
approval. The programs do not become effective until 
adopted by the department in accordance with the Ad- 
ministrative Procedure Act. 

Agency Personnel Responsible for Drafting, Imple- 
mentation and Enforcement: Jeanne Holloman, WDOE, 
Mailstop PV-11, Olympia, WA 98504, (206) 459—6287. 

Person or Organization Proposing Rule, and Whether 
Public, Private, or Governmental: Department of Ecolo- 
By, state government. 

Agency Comments or Recommendations Regarding 
Statutory Language, Implementation, Enforcement, Fis- 
cal Matters: None. 

Whether Rule is Necessary as a Result of Federal 
Law or Federal or State Court Action: No. 

Small Business Economic Impact Statement: On file 
at WDOE. 


AMENDATORY SECTION (Amending Order DE 84-16, filed 
5/9/84) 

WAC 173-19-3514 TACOMA, CITY OF. City of Tacoma 
master program approved April 5, 1977. Revision approved December 
5, 1979. Revision approved March 17, 1981. Revision approved 
November 23, 1981. Revision approved May 24, 1983. (({Revistor-ap= 
proved-farch-1;71984-)) Revision approved March 1, 1984. Revision 
approved May 9, 1984. Revision approved April 18, 1985. 


Reviser's note: RCW 34.04.058 requires the use of underlining and 
deletion marks to indicate amendments to existing rules. The rule pub- 
lished above varies from its predecessor in certain respects not indicat- 
ed by the use of these markings. 
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WSR 85-05-047 
PROPOSED RULES 
DEPARTMENT OF ECOLOGY 
[Filed February 20, 1985] 


Notice is hereby given in accordance with the provi- 
sions of RCW 34.04.025, that the Washington Depart- 
ment of Ecology intends to adopt, amend, or repeal rules 
concerning the regulation of certain wastes associated 
with transformers and capacitors which contain 
polychlorinated biphenyls (PCB); 

that the agency will at 7:00 p.m., Tuesday, April 2, 
1985, in the Port of Seattle, Commissioners Chamber, 
2201 Alaskan Way South, Seattle, WA, conduct a pub- 
lic hearing on the proposed rules. 

The formal decision regarding adoption, amendment, 
or repeal of the rules will take place on April 15, 1985. 

The authority under which these rules are proposed is 
chapter 70.105 RCW. 

Interested persons may submit data, views, or argu- 
ments to this agency in writing to be received by this 
agency before April 5, 1985. 

Dated: February 20, 1985 
By: Glen H. Fiedler 
Acting Deputy Director 


STATEMENT OF PURPOSE 


Title: Chapter 173-303 WAC, Dangerous waste 
regulation. 

Statutory Authority: Chapter 70.105 RCW (chapter 
65, Laws of 1983 Ist ex. sess.). 

Summary of Rule: The proposed actions amend chap- 
ter 173-303 WAC in the following areas: Exclusions, 
WAC 173-303-071, clarifications are made to the 
household waste and domestic sewage exclusions, the 
exclusion for polychlorinated biphenyls is more concise, 
and the respiratory carcinogens exclusion is corrected to 
reference the proper federal regulations; and Sources list 
of dangerous wastes, WAC 173-303-9904, some correc- 
tions are made to this list to remain consistent with fed- 
eral regulations, and two additions are made for: Certain 
wastes associated with the production of aliphatic hy- 
drocarbons, and certain wastes associated with the sal- 
vaging, rebuilding and discarding of transformers and 
capacitors which contain polychlorinated biphenyls. 

Agency Personnel Responsible for Drafting: Ross Pot- 
ter, Department of Ecology, mailstop PV-11, phone 
459-6303; and Implementation: Tom Cook, Department 
of Ecology, mailstop PV—11, phone 459-6301. 

Person or Organization Proposing Rule: Department 
of Ecology, state government. 

Agency Comments or Recommendations Regarding 
Statutory Language, Implementation, Enforcement, Fis- 
cal Matters: None. 

Some changes are necessary as a result of federal 
RCRA requirements: Household waste; domestic sew- 
age; and aliphatic hydrocarbon listing. 

Small Business Economic Impact Statement: The 
Regulatory Fairness Act, chapter 19.85 RCW, requires 
that rules which have an economic impact on more than 
20% of all industries or more than 10% of the business in 
any one industry be reviewed and altered to minimize 
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their impact upon small businesses. | have reviewed the 
proposed amendments to the regulation referenced above 
in light of that requirement. 

While these changes do add a few items to the previ- 
ous list of wastes and waste—containing products (nota- 
bly certain cleaning agents and PCB-containing 
transformers), the bulk of the changes appear to be 
aimed at bringing Washington's regulatory structure 
into conformance with federal regulatory requirements. 
Thus, in my judgment the changes being proposed here 
would have no significant impacts upon small versus 
large businesses above and beyond those already implied 
by the existing state regulation, or which would not oc- 
cur in any event under application of federal regulations. 

Note: These same remarks would apply under a more 
general economic impact review as required by chapter 
43.21H RCW (the State Economic Policy Act). There- 
fore, this statement is also submitted in satisfaction of 
the requirements imposed by that statute. 


AMENDATORY SECTION (Amending Order DE 83-36, filed 
4/18/84) 


WAC. 173-303-071 EXCLUDED CATEGORIES OF WASTE. 
(1) Purpose. Certain categories of waste have been excluded from the 
requirements of chapter 173-303 WAC, except for WAC 173-303- 
050, because they generally are not dangerous waste, are regulated 
under other state and federal programs, or are recycled in ways which 
do not threaten public health or the environment. WAC 173-303-071 
describes these excluded categories of waste. 

(2) Excluding wastes. Any persons who generate a common class of 
wastes and who seek to categorically exclude such class of wastes from 
the requirements of this chapter shall comply with the applicable re- 
quirements of WAC 173-303-072. No waste class will be excluded if 
any of the wastes in the class are regulated as hazardous waste under 
40 CFR Part 261. 

(3) Exclusions. The following categories of waste are excluded from 
the requirements of chapter 173-303 WAC, except for WAC 173- 
303-050: 

(a) Domestic sewage, and any mixture of domestic sewage and other 
wastes that passes through a sewer system to a publicly-owned treat- 
ment works (POTW) for treatment. "Domestic sewage" means un- 
treated sanitary wastes that pass through a sewer system; 


(b) Industrial wastewater discharges that are point-source dis- 
charges subject to regulation under Section 402 of the Clean Water 
Act. This exclusion does not apply to the collection, storage, or treat- 
ment of industrial waste—waters prior to discharge, nor to sludges that 
are generated during industrial wastewater treatment; 


(c) Household wastes, including household waste that has been col- 
lected, transported, stored, or disposed. Wastes which are residues 
from or are generated by the management of household wastes (e.g., 
leachate, ash from burning of refuse-derived fuel) are not excluded by 
this provision. " Household wastes" means any waste material (includ- 
ing garbage, trash, and sanitary wastes in septic tanks) derived from 
households (including single and multiple residences, hotels and mo- 
tels, bunkhouses, ranger stations, crew quarters, campgrounds, picnic 
grounds, and day-use recreation areas); 


(d) Agricultural crops and animal manures which are returned to 
the soil as fertilizers; 

(e) Spent pickle liquor which is reused in wastewater treatment at a 
facility holding a national pollutant discharge elimination system (NP- 
DES) permit, or which is being accumulated, stored, or treated before 
such reuse; 

(f) Roofing tars and shingles, except that these wastes are not ex- 
cluded if mixed with wastes listed in WAC 173-303-081 or 173-303- 
082, or if they exhibit any of the characteristics specified in WAC 
173-303-090; 

(g) Waste wood or wood products treated with preservatives if the 
waste is generated by persons who utilize the treated wood or wood 
products for these materials’ intended end use; 

(h) Irrigation return flows; 

(i) Materials subjected to in-situ mining techniques which are not 
removed from the ground during extraction; 
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(j) Mining overburden returned to the mining site; 

(k) Polychlorinated biphenyl (PCB) wastes whose disposal is regu- 
lated by EPA under 40 CFR ((Part-761—(CFoxrc-Substances-Control 
*etregulation))) 761.60; and 

(1) Asbestos wastes or asbestos containing wastes which would be 
designated only ((for-careinogenteity)) as respiratory carcinogens by 
WAC 173-303-084 or 173-303-103, and any other inorganic wastes 
which are designated only under WAC 173-303-084 or 173-303-103 
because they are respiratory carcinogens, if these wastes are managed 
in compliance with or in a manner equivalent to the asbestos manage- 
ment procedures of 40 CFR Part 61 ((Subpart-M)). 


AMENDATORY SECTION (Amending Order DE 83-36, filed 
4/18/84) i 


WAC 173-303-9904. DANGEROUS WASTE SOURCES LIST. 


DANGEROUS WASTE SOURCES LIST 


Dangerous 
Waste No. Sources 
Nonspecific Sources 
Generic: 
F001 The following spent halogenated solvents used in 


degreasing: ((Tetrachtorothylene)) Tetrachloroethylene, tri- 
chloroethylene, methylene chloride, 1,1,1—trichloroethane, 
carbon tetrachloride, and ((the)) chlorinated fluoracarbons; 
and sludges from the recovery of these solvents in 
degreasing operations. (See footnote 1, below.) 


F002 The following spent halogenated solvents: ((Fetrachtoro= 
thytene))  Tetrachloroethylene, methylene chloride, 
trichloroethylene, 1,1,1-trichloroethane, chlorobenzene, 
1, 1,2-trichloro-1,2,2-trifluoroethane, ((o-dtchioro- 
benzene;)) ortho-dichlorobenzene, and trichlorofluoro- 
methane; and the still bottoms from the recovery of these 
solvents. (See footnote 1, below.) 


F003 The following spent nonhalogenated solvents: Xylene, ace- 
tone, ethyl acetate, ethyl benzene, ethyl ether, methyl iso- 
butyl ketone, n-butyl alcohol, cyclohexanone, and methanol; 
and the still bottoms from the recovery of these solvents. 


F004 The following spent nonhalogenated solvents: Cresols and 
cresylic acid, nitrobenzene; and the still bottoms from the 
recovery of these solvents. 


F005 The following spent nonhalogenated solvents: Toluene, 
methyl ethyl ketone, carbon disulfide, isobutanol, pyridine; 
and the still bottoms from the recovery of these solvents. 


F006 Wastewater treatment sludges from electroplating opera- 
tions except from the following processes: (1) Sulfuric acid 
anodizing of aluminum; (2) tin plating on carbon steel; (3) 
zinc plating (segregated basis) on carbon steel; (4) alumi- 
num or zinc-aluminum plating on carbon steel; (5) clean- 
ing/stripping associated with tin, zinc, and aluminum 
plating on carbon steel; and (6) chemical etching and mill- 
ing of aluminum. 


F019 Wastewater treatment sludges from the chemical conversion 
coating of aluminum. 


F007 Spent cyanide plating bath solutions from electroplating op- 
erations (( T T 
t ; ». 


F008 Plating bath ((shrdgcs)) residues from the bottom of plating 
baths from electroplating operations where cyanides are 
used in the process ((fexcept-for—prectous—metats-ctectro= 
plating batir shudges))). 


F009 Spent stripping and cleaning bath solutions from electro- 
plating operations where cyanides are used in the process 
( E š merate lat nat, 
zmd-cieamng-bath-solutions))). 

F010 Quenching bath ((strdge)) residues from oil baths from 
metal heat treating operations where cyanides are used in 
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Sources 
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Dangerous 


Waste No. 


Sources 


F011 


F012 


F020 


F021 


F022 


F023 


F026 


F027 


F028 


F024 


the process ((fexcept—for—prectous—metats—heat=treating 
quenching bath-shrdges})). 


Spent cyanide solutions from salt bath pot cleaning from 


metal heat treating operations ((texcept-for-precious-metats 
cleaning))). 

Quenching wastewater treatment sludges from metal heat- 
treating operations where cyanides are used in the process 


( = 
wastewater-treatment-siudges))). 


Wastes (except wastewater and spent carbon from hydrogen 
chloride purification) from the production or manufacturing 
use (as a reactant, chemical intermediate, or component in 
a formulating process) of tri- or tetrachlorophenol, or of in- 
termediates used to produce their pesticide derivatives. 
(This listing does not include wastes from the production of 
Hexachlorophene from highly purified 2,4,5- 
trichlorophenol.) 


Wastes (except wastewater and spent carbon from hydrogen 
chloride purification) from the production or manufacturing 
use (as a reactant, chemical intermediate, or component in 
a formulating process) of pentachlorophenol, or of interme- 
diates used to produce its derivatives. 


Wastes (except wastewater and spent carbon from hydrogen 
chloride purification) from the manufacturing use (as a 
reactant, chemical intermediate, or component in a formu- 
lating process) of tetra-, penta-, or hexachlorobenzenes un- 


der alkaline conditions. 


Wastes (except wastewater and spent carbon from hydrogen 
chloride purification) from the production of materials on 
equipment previously used for the production or manufac- 
turing use (as a reactant, chemical intermediate, or compo- 
nent in a  formulatin rocess of tri~ and 
tetrachlorophenols. (This listing does not include wastes 
from equipment used only for the production or use of 
Hexachlorophene from highly purified 2,4,5- 
trichlorophenol.) 


Wastes (except wastewater and spent carbon from hydrogen 
chloride purification) from the production of materials on 
equipment previously used for the manufacturing use (as a 
reactant, chemical intermediate, or component in a formu- 


lating process) of tetra-, penta-, or hexachlorobenzene un- 
der alkaline conditions. 


Discarded unused formulations containing tri-, tetra-, or 
pentachlorophenol or discarded unused formulations con- 
taining compounds derived from these chlorophenols. (This 
listing does not include formulations containing 
Hexachlorophene synthesized from prepurified 2,4,5- 
trichlorophenol as the sole component.) 


Residues resulting from the incineration or thermal treat- 


ment of soil contaminated with Nonspecific Sources wastes 
F020, F021, F022, F023, F026 and F027. 


Wastes, including but not limited to, distillation residues, 
heavy ends, tars, and reactor cleanout wastes from the pro- 


duction of chlorinated aliphatic hydrocarbons, having car- 


bon content from one to five, utilizing free radical catalyzed 

rocesses. (See footnote 1, below.) (This listing does not in- 
clude light ends, spent filters and filter aids, spent dissicants, 
wastewater, wastewater treatment sludges, spent catalysts, 
and wastes listed under Specific Sources, below.) 


Although WAC 173-303-082 states that these wastes are 
DW, WAC 173-303-070(5), special knowledge, requires 
generators who know that their waste FOO! or FOO? con- 
tains greater than one percent of these listed halogenated 
solvents to designate their waste EHW. 
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Specific Sources 


Wood Preservation: 


K001 


Bottom sediment sludge from the treatment of wastewaters 
from wood preserving processes that use creosote and/or 
pentachlorophenol. (See footnote 2, below.) 


Inorganic Pigments: 


K002 


K003 


K004 


K005 


K006 


K007 


K008 


Wastewater treatment sludge from the production of 
chrome yellow and orange pigments. 


Wastewater treatment sludge from the production of 
molybdate orange pigments. 


Wastewater treatment sludge from the production of zinc 
yellow pigments 


Wastewater treatment sludge from the production of 
chrome green pigments. 


Wastewater treatment sludge from the production of 
chrome oxide green pigments (anhydrous and hydrated). 


Wastewater treatment sludge from the production of iron 
blue pigments. 


Oven residue from the production of chrome oxide green 
pigments. 


Organic Chemicals: 


K009 


K010 


K011 


K013 


K014 


K015 


K016 


K017 


K018 


K019 


K020 


K021 


K022 


K023 


K024 


K093 


K094 


Distillation bottoms from the production of acetaldehyde 
from ethylene. 


Distillation side cuts from the production of acetaldehyde 
from ethylene. 


Bottom stream from the wastewater stripper in the produc- 
tion of acrylonitrile. 


Bottom stream from the acetonitrile column in the produc- 
tion of acrylonitrile. 


Bottoms from the acetonitrile purification column in the 
production of acrylonitrile. 


Still bottoms from the distillation of benzyl chloride. (See 
footnote 2, below.) 


Heavy ends or distillation residues from the production of 
carbon tetrachloride. (See footnote 2, below.) 


Heavy ends (still bottoms) from the purification column in 
the production of epichlorohydrin. (See footnote 2, below.) 


Heavy ends from the fractionation column in ethyl chloride 
production. (See footnote 2, below.) 


Heavy ends from the distillation of ethylene dichloride in 
ethylene dichloride production. (See footnote 2, below.) 


Heavy ends from the distillation of vinyl chloride in vinyl 
chloride monomer production. (See footnote 2, below.) 


Aqueous spent antimony catalyst waste from fluoro- 
methanes production. (See footnote 2, below.) 


Distillation bottom tars from the production of phenol/ac- 
etone from cumene. 


Distillation light ends from the production of phthalic 
anhydride from naphthalene. 


Distillation bottoms from the production of phthalic anhy- 
dride from naphthalene. 


Distillation light ends from the production of phthalic 
anhydride from ortho-xylene. 


Distillation bottoms from the production of phthalic anhy- 
dride from ortho-xylene. 
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Dangerous 
Waste No. Sources 
K025 Distillation bottoms from the production of nitrobenzene by 


K026 


K027 


K028 


K029 


K095 


K096 


K030 


K083 


K103 


K104 


K085 


K105 


the nitration of benzene. 


Stripping still tails from the production of methyl ethyl 
pyridines. 


Centrifuge and distillation residues from toluene 


diisocyanate production. 


Spent catalyst from the hydrochlorinator reactor in the pro- 
duction of 1,1,1-trichloroethane. (See footnote 2, below.) 


Waste from the product steam stripper in the production of 
1,1,1-trichloroethane. (See footnote 2, below.) 


Distillation bottoms from the production of 1,1,1-trichloro- 
ethane. (See footnote 2, below.) 


Heavy ends from the heavy ends column from the produc- 
tion of 1,1,1-trichloroethane. (See footnote 2, below.) 


Column bottoms or heavy ends from the combined produc- 
tion of trichloroethylene and perchloroethylene. (See foot- 
note 2, below.) 


Distillation bottoms from aniline production. 


Process residues from aniline extraction from the production 
of aniline. 


Combined wastewater streams 
nitrobenzene/aniline production. 


generated from 


Distillation of fractionation column bottoms from the pro- 
duction of chlorobenzenes. (See footnote 2, below.) 


Separated aqueous stream from the reactor product washing 
step in the production of chlorobenzenes. (See footnote 2, 
below.) 


Explosives: 


K044 


K045 


K046 


K047 


Wastewater treatment sludges from the manufacturing and 
processing of explosives. 


Spent carbon from the treatment of wastewater containing 
explosives. 


Wastewater treatment sludges from the manufacturing, for- 
mulation and loading of lead-based initiating compounds. 


Pink/red water from TNT operations. 


Inorganic Chemicals: 


K071 


K073 


K106 


Petroleum 
K048 


K049 


K050 


K051! 
K052 


Brine purification muds from the mercury cell process in 
chlorine production, where separately prepurified brine is 
not used. 


Chlorinated hydrocarbon waste from the purification step of 
the diaphragm cell process using graphite anodes in chlorine 
production. (See footnote 2, below.) 


Wastewater treatment sludge from the mercury cell process 
in chlorine production. 


Refining: 


Dissolved air flotation (DAF) float from the petroleum re- 
fining industry. 


Slop oil emulsion solids from the petroleum refining 
industry. 


Heat exchanger bundle cleaning sludge from the petroleum 
refining industry. 


API separator sludge from the petroleum refining industry. 


Tank bottoms (leaded) from the petroleum refining 
industry. 


Dangerous 


Waste No. 
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Sources 


Iron and Steel: 


K061 


K062 
Pesticides: 
K031 


K032 


K033 


K034 


K097 
K035 
K036 
K037 
K038 
K039 
K040 
K041 
K098 


K042 


K043 
K099 


Secondary 
K069 
K100 


Veterinary 
K084 


K101 


K102 
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Emission control dust/sludge from the primary production 
of steel in electric furnaces. 


Spent pickle liquor from steel finishing operations. 


Byproduct salts generated in the production of MSMA and 
cacodylic acid. 


Wastewater treatment sludge from the production of chlor- 
dane. (See footnote 3, below.) 


Wastewater and scrub water from the chlorination of 
cyclopentadiene in the production of chlordane. (See foot- 
note 3, below.) 


Filter solids from the filtration of  hexachloro- 
cyclopentadiene in the production of chlordane. (See foot- 
note 3, below.) 


Vacuum stripper discharge from the chlordane chlorinator 
in the production of chlordane. (See footnote 3, below.) 


Wastewater treatment sludges generated in the production 
of creosote. 


Still bottoms from toluene reclamation distillation in the 
production of disulfoton. 


Wastewater treatment sludges from the production of 
disulfoton. 


Wastewater from the washing and stripping of phorate pro- 
duction. (See footnote 3, below.) 


Filter cake from the filtration of diethylphosphorodithioic 
acid in the production of phorate. (See footnote 3, below.) 


Wastewater treatment sludge from the production of 
phorate. (See footnote 3, below.) 


Wastewater treatment sludge from the production of toxa- 
phene. (See footnote 3, below.) 


Untreated process wastewater from the production of toxa- 
phene. (See footnote 3, below.) 


Heavy ends or distillation residues from the distillation of 
tetrachlorobenzene in the production of 2,4,5-T. (See foot- 
note 2, below.) 


2,6-Dichlorophenol waste from the production of 2,4-D. 
(See footnote 2, below.) 


Untreated wastewater from the production of 2,4-D. (See 
footnote 2, below.) 


Lead: 
Emission control dust/sludge from secondary lead smelting. 


Waste leaching solution from acid leaching of emission con- 
trol dust/sludge from secondary lead smelting. 


Pharmaceuticals: 


Wastewater treatment sludges generated during the produc- 
tion of veterinary pharmaceuticals from arsenic or organo- 
arsenic compounds. 


Distillation tar residues from the distillation of aniline- 
based compounds in the production of veterinary pharma- 
ceuticals from arsenic or organo-arsenic compounds. 


Residue from the use of activated carbon for decolorization 
in the production of veterinary pharmaceuticals from 
arsenic or organo-arsenic compounds. 
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Dangerous 


Waste No. Sources 


Ink Formulation: 


K086 Solvent washes and sludges, caustic washes and sludges, or 
water washes and sludges from cleaning tubs and equipment 
used in the formulation of ink from pigments, driers, soaps, 
and stabilizers containing chromium and lead. 


K060 Ammonia still-lime sludge from coking operations. 
K087 Decanter tank tar sludge from coking operations. 


2 These wastes contain or may contain halogenated hydrocar- 
bons. Although WAC 173-303-082 states that these wastes 
are DW, WAC 173-303-070(5), special knowledge, re- 
quires generators who know that their waste contains great- 
er than one percent of these listed halogenated 
hydrocarbons to designate their waste EHW. 


3 These wastes contain or may contain X Category toxic con- 
stituents. Although WAC 173-303-082 states that these 
wastes are DW, WAC 173-303-070(5), special knowledge, 
requires generators who know that their waste contains 
greater than 0.1 percent of these listed toxic constituents to 
designate their waste EHW. 


State Sources 


wool The following wastes generated from the salvaging, rebuild- 


ing, or discarding of transformers or capacitors which con- 
tain polychlorinated biphenyls (PCB): Cooling and 


insulating fluids; cores, including core papers; transformers 
and capacitors which have not been triple rinsed; and, 
rinsate from the rinsing of transformers and capacitors. 


WSR 85-05-048 
PROPOSED RULES 
DEPARTMENT OF CORRECTIONS 
[Filed February 20, 1985] 


Notice is hereby given in accordance with the provi- 
sions of RCW 34.04.025, that the Department of Cor- 
rections intends to adopt, amend, or repeal rules 
concerning serious infractions, amending WAC 137-28- 
030. 

The formal decision regarding adoption, amendment, 
or repeal of the rules will take place on April 1, 1985. 

The authority under which these rules are proposed is 
RCW 72.01.090. 

The specific statute these rules are intended to imple- 
ment is RCW 72.09.010. 

Interested persons may submit data, views, or argu- 
ments to this agency in writing to be received by this 
agency before March 26, 1985. 

Dated: February 15, 1985 
By: Amos E. Reed 
Secretary 


STATEMENT OF PURPOSE 


Title and Number of Rule: Amending WAC 137-28- 
030 Serious infractions. 

Statutory Authority: RCW 72.01.090. 

Summary and Purpose: The purpose of this amend- 
ment is to remove the refusal to submit to a blood test 
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from the list of serious infractions, and to permit an 
authorized staff member to order a urinalysis. 

Agency Personnel Responsible for Drafting and 
Adoption: Robert W. Sampson, Administrator, Office of 
Contracts and Regulations, Division of Management and 
Budget, mailstop FN—61, scan 234—5770; Implementa- 
tion and Enforcement: Walter L. Kautzky, Director, Di- 
vision of Prisons, Department of Corrections, mailstop 
FN-61, scan 234-1502. 

No other person or organization other than the De- 
partment of Corrections is proposing these rules. 

These rules are not necessary to comply with a federal 
law or a federal or state court decision. 

These rules do not have an impact on small 
businesses. 


AMENDATORY SECTION (Amending Order 84-13, filed 8/14/84, 
effective 10/10/84) 


WAC 137-28-030 SERIOUS INFRACTIONS. Any of the fol- 
lowing types of behavior shall constitute a serious infraction: 


501 - Committing homicide; 

502 — Assaulting any person; 

503 - Extortion, blackmail, demanding or receiving money or 
anything of value in return for protection against others, 
or under threat of informing; 

504 — Engaging in sexual acts with others, with the exception of 
conjugal visits authorized by the superintendent; 

505 — Fighting with any person except in self-defense; 

506 - Threatening another with bodily harm or with any offense 
against his/her person; 

507 — Committing an act not otherwise proscribed by these reg- 
ulations which constitutes a felony or misdemeanor under 
state or federal law; 

508 - Throwing objects or material at staff members, institution 
visitors, or other inmates; 

521 - Holding a person hostage; 

525 — Violation of conditions of furlough; 

550 - Escape or attempted escape; 

551 - Lying to the disciplinary hearing committee or hearing 
officer; 

552 - Lying to a staff member with the intention of causing an 
innocent person to be penalized or proceeded against; 

553 - Intentionally or recklessly setting a fire; 

554 - Intentionally or recklessly destroying or damaging state 
property, or the property of another person in excess of 
five dollars; 

555 - Stealing (theft) or knowing possession of stolen property; 

556 — Refusing to submit to a body search when lawfully order- 
ed to do so by a staff member; 

557 — Refusing and/or failing to work or attend other regularly 

scheduled assignments; 

Intentionally interfering with a staff member in the per- 

formance of his/her duties; 

559 — Gambling; 

600 - Tampering with or blocking any locking device or seal; 

601 — Possession or introduction of an explosive, poison, or any 
ammunition or components thereof; 

602 - Possession or introduction of any gun, firearm, weapon, 
sharpened instrument, knife, or unauthorized tool or 
components thereof; 

603 — Possession, introduction, transfer, or use of any narcotics, 
controlled substance, or related paraphernalia; possession, 
transfer, or use of any intoxicant or drug not prescribed 
or authorized for the inmate or for the inmate to whom 
transferred, if applicable, by the medical staff; or being 
intoxicated, or under the influence of an unauthorized 
drug, narcotic, controlled substance, or other intoxicant; 

605 — Unauthorized possession of any officer's or staff's 
clothing; 

607 — Refusing to submit to a urinalysis ((or-btood-test-under 
medicatty—acceptabte—conditions;)) when ((requested—in 
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)) ordered to 
do so by an authorized staff member; 

608 — Refusing to submit to a breathalyzer or other standard 
Sobriety test; 

650 - Rioting; 

651 — Inciting others to riot; 

652 — Engaging in or inciting a prohibited group demonstration; 

653 — Intentionally interfering with the taking of count; 

654 — Counterfeiting, forging or unauthorized reproduction of 
any document, article of identification, money, security, 
or official paper; 

655 — Making intoxicants, controlled substances, narcotics; 

656 — Giving or offering any official or staff member or a vol- 
unteer a bribe or anything of value for a favor or unau- 
thorized service; 

657 — Four or more general infractions arising out of separate 
incidents, all of which occur within the previous six— 
month period, and which have been reported in writing; 

658 — Intentional failure to perform according to an adminis- 
trative action taken pursuant to WAC 137-28-050(2), or 
resisting posthearing sanctions as provided for in WAC 
137-28-105; 

660 — Unauthorized possession of money or other negotiable in- 
struments of five dollars or more; 

661 — Performing or taking part in performing a marriage in 
the institution buildings or on the institutional grounds, 
except when such marriage was approved by the superin- 
tendent of the institution, which may, in appropriate 
cases, also be deemed a violation of a visiting rule that 
can subject an inmate to the sanction contained in WAC 
137-28-105 (1)(d), as well as other sanctions available 
for serious infractions; 

662 — Solicitation of goods and/or services for which the pro- 
vider would expect payment when the inmate knows or 
should have known he/she has no funds available to pay 
for such goods or services; 

700 — Attempting to commit or aiding another person to com- 
mit a serious infraction as enumerated in this rule, and 
such action shall be considered the same as commission of 
the offense itself; or 

701 — Commission of any general infraction as enumerated in 
WAC 137-28-025 or any local rule denominated as a 
general infraction in such a manner as likely to result in 
danger to life or limb or to create a risk to the orderly 
operation of the institution or the health and safety of its 
inmates, staff, or visitors shall be considered a serious in- 
fraction, provided there is substantial evidence which es- 
tablishes there was such a danger. 


WSR 85-05-049 
PROPOSED RULES 
DEPARTMENT OF GAME 
(Game Commission) 
[Filed February 20, 1985] 


Notice is hereby given in accordance with the provi- 
sions of RCW 34.04.025, that the State Game Commis- 
sion intends to adopt, amend, or repeal rules concerning: 
New WAC 232-12-018 Conditions for issuance of authorization 
for scientific research on deleterious ex- 
otic wildlife. 

Amd WAC 232-12-017 Deleterious exotic wildlife. 

Amd WAC 232-12-091 Commercial buying and processing of 
anadromous game fish or roe; 


that the agency will at 9:00 a.m., Monday, April 1, 
1985, in the Thunderbird Inn, 1225 North Wenatchee 


Avenue, Wenatchee, WA 98801, conduct a public hear- 
ing on the proposed rules. 
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The formal decision regarding adoption, amendment, 
or repeal of the rules will take place on April 1, 1985. 

The authority under which these rules are proposed is 
RCW 77.12.040. 

The specific statute these rules are intended to imple- 
ment is RCW 77.12.040. 

Interested persons may submit data, views, or argu- 
ments to this agency in writing to be received by this 
agency before April 1, 1985. 

Dated: February 20, 1985 
By: Sam Wright, Divisional Administrator 
Fisheries Management Division 


STATEMENT OF PURPOSE 


Title and Number of Rule Section: WAC 232-12-018 
Conditions for issuance of authorization for scientific re- 
search on deleterious exotic wildlife; 232-12-017 Dele- 
terious exotic wildlife; and 232-12-091 Commercial 
buying and processing of anadromous game fish or roe. 

Statutory Authority: RCW 77.12.040. 

Specific Statute that Rule(s) is Intended to Imple- 
ment: RCW 77.12.040. 

Summary of the Rule: WAC 232-12-091, changes 
the word "permit" to "license" and changes the term of 
validity of the license from May 1 to April 30 to Janu- 
ary ] to December 31; 232-12-018, this provides the 
conditions under which authorization for conducting re- 
search on deleterious exotic wildlife will or will not be 
approved; and 232-12-017, this gives the director the 
authority to allow research on deleterious exotic wildlife. 

Reasons Supporting the Proposed Rule(s): WAC 232- 
12-091, the proposed changes will accommodate the 
provisions of RCW 77.32.211 and 77.32.250; 232-12- 
018 and 232-12-017, the department needs to maintain 
a list of exotic species that the general public can not 
possess. However, it is recognized that important medi- 
cal or environmental research, for example, could not 
take place on deleterious exotic wildlife as WAC 232- 
12-017 is currently written. In some cases, the research 
may be too important to disallow. 

Agency Personnel Responsible for Drafting and Im- 
plementation: Sam Wright, Divisional Administrator, 
Fisheries Management Division, Department of Game, 
600 North Capitol Way, Olympia, WA 98504, phone 
(206) 753-5713; and Enforcement: Robert B. 
Rasmussen, Divisional Administrator, Wildlife Enforce- 
ment Division, Department of Game, 600 North Capitol 
Way, Olympia, WA 98504, phone (206) 753-5740. 

Name of the Person or Organization Whether Private, 
Public, or Governmental that is Proposing the Rule: De- 
partment of Game. 

Agency Comments or Recommendations, if any, 
Regarding Statutory Language, Implementation, En- 
forcement and Fiscal Matters Pertaining to the Rule: 
No comments. 

These rules are not necessary to comply with a federal 
law or a federal or state court decision. 

Any Other Information that may be of Assistance in 
Identifying the Rules or Their Purpose: None. 

A small business economic impact statement is not 
required. 
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NEW SECTION 


WAC 232-12-018 CONDITIONS FOR ISSUANCE OF AU- 
THORIZATION FOR SCIENTIFIC RESEARCH ON DELETE- 
RIOUS EXOTIC WILDLIFE. (1) Request for authorization must be 
submitted to the department ninety days prior to the date research is 
to begin. However, research can not begin until written authorization 
is obtained from the department. 

(2) Each request must provide the following information: 

(a) Qualifications of the person requesting the authorization; 

(b) Objective(s) for the proposed project including definition or con- 
clusion toward which efforts are to be directed; 

(c) Identification of the user(s) of the information and how the find- 
ings will be implemented; 

(d) A plan of action, the organizational framework and logical se- 
quence of events that will lead to attainment of the study objective; 

(e) A location of the study areas; 

(f) A description of safeguards taken to prevent escape of the exotic 
species from the study area; and 

(g) A plan for safe disposal of the exotic species upon completion of 
research. 

(3) A final report must be submitted to the department upon com- 
pletion of the research. Interim reports may be required. 

(4) Authorization will not be granted for research which in the 
opinion of the department causes unnecessary duplication of previous 
or ongoing research, produces conflicts with ongoing research or man- 
agement projects or does not provide for adequate protection of the 
resource. 

(5) Continuing research may be extended annually by concurrence 
of the director. 

(6) It is unlawful for the individual, group or agency reviewing au- 
thorization to fail to comply with the conditions of the authorization. 


AMENDATORY SECTION (Amending Order 165 [174], filed 
6/1/81 [10/22/81]) 


WAC 232-12-017 DELETERIOUS EXOTIC WILDLIFE. Del- 
eterious exotic wildlife includes: 


(1) Walking catfish, Clarias batrachus 

(2) Mongoose, all forms of the genus Herpester 

(3) Grass carp, Ctenopharyngodon idella 

(4) African clawed frog, Xenopus laevis 

(5) Wild boar, Sus scrofa and hybrids involving the species Sus 
scrofa 

(6) Collared peccary (javelina), Dicotyles tajacu 


It is unlawful to import or possess live specimens of deleterious exotic 


wildlife except for purposes of scientific research as authorized by the 
director in accordance with WAC 232-12-018. 


Reviser's note: The bracketed material preceding the section above 
was supplied by the code reviser's office. 


AMENDATORY SECTION (Amending Order 165, filed 6/1/81) 


WAC 232-12-091 COMMERCIAL BUYING AND PRO- 
CESSING OF ANADROMOUS GAME FISH OR ROE. (1) It is 
unlawful to buy, sell or possess with intent to sell anadromous game 
fish or roe, without having in possession a valid department fish buyer's 
((permit)) license and comply with the following provisions: 

(a) A department fish buyer's ((permrt)) license is valid for a year 

(( 11-30)) January 1 to December 31). 

(b) Fish buyer's ((permits)) licenses must be obtained by applying 
to the Department of Game, 600 North Capitol Way, Olympia, 
Washington 98504. 

(c) The fish buyer's ((permmt)) license, or a copy, must be in posses- 
sion of a person buying anadromous game fish or roe. 

(d) Fish buyer's ((permrts)) licenses are not transferable. 

(e) Fish buyer's ((permits)) licenses authorize a person to buy only 
anadromous game fish or roe taken by treaty Indians possessing valid 
federal or tribal fishing identification cards during lawful open seasons. 

(2) It is unlawful for a person possessing or buying anadromous 
game fish or roe from a treaty Indian to not comply with the following: 

(a) Fill out a department steelhead receiving ticket including name 
of seller, tribal affiliation, treaty fishing identification card number, 
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numbers of fish or skeins of roe, marine area or river where caught, 
and signature of the person directly receiving the fish. 

(b) Transmit the fish tickets daily to the department. 

(c) Retain a copy of the steelhead receiving ticket with the anadro- 
mous game fish or roe as long as the fish are in possession. 

(3) Transactions involving the possession or sale of treaty caught 
anadromous game fish between two or more licensed buyers, the recip- 
ients of said fish must possess a copy of the original fish receiving tick- 
et and sales invoice. 

(4) This section does not apply to a person who buys lawfully caught 
treaty Indian anadromous game fish for personal consumption. 


WSR 85-05-050 
EMERGENCY RULES 
DEPARTMENT OF GAME 
(Game Commission) 
[Order 263— Filed February 20, 1985] 


Be it resolved by the Washington State Game Com- 
mission, acting at Olympia, that it does adopt the an- 
nexed rules relating to regulation change for sport 
fishing on the Skagit River, WAC 232-28-61410. 

We, the Washington State Game Commission, find 
that an emergency exists and that this order is necessary 
for the preservation of the public health, safety, or gen- 
eral welfare and that observance of the requirements of 
notice and opportunity to present views on the proposed 
action would be contrary to public interest. A statement 
of the facts constituting the emergency is the total wild 
steelhead allocation is projected to be taken by the end 
of February. All further catch must be limited to hatch- 
ery—origin steelhead. 

These rules are therefore adopted as emergency rules 
to take effect upon filing with the code reviser. 

This rule is promulgated pursuant to RCW 77.12.040 
and is intended to administratively implement that 
statute. 

The undersigned hereby declares that the agency has 
complied with the provisions of the Open Public Meet- 
ings Act (chapter 42.30 RCW), the Administrative Pro- 
cedure Act (chapter 34.04 RCW), and the State 
Register Act (chapter 34.08 RCW) in the adoption of 
these rules. 

APPROVED AND ADOPTED February 19, 1985. 

By Jack S. Wayland 
Director 


NEW SECTION 


WAC 232-28-61410 REGULATION CHANGE 
FOR SPORT FISHING ON THE SKAGIT RIVER. 
Notwithstanding the provisions of WAC 232-28-614 on 
the Skagit River, only steelhead with dorsal fins equal to 
or less than 2.0" in height, as measured while fully ex- 
tended, or with missing adipose or ventral fins may be 
reduced to possession. It is unlawful to possess a steel- 
head with a dorsal fin measuring greater than 2.0" in 
height or to possess a steelhead with a freshly cut or 
mutilated fin effective March 1, 1985. 
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WSR 85-05-051 
ADOPTED RULES 
DEPARTMENT OF GAME 
(Game Commission) 
[Order 242—Filed February 20, 1985] 


Be it resolved by the State Game Commission, acting 
at Cavanaugh's Inn, 1101 Columbia Center Boulevard, 
Kennewick, WA 99336, that it does adopt the annexed 
rules relating to: 


New WAC 232-28-707 1985 Spring bear and turkey seasons. 
Rep WAC 232-28-706 1984 Spring bear and turkey seasons. 


This action is taken pursuant to Notice No. WSR 84- 
23-068 filed with the code reviser on November 21, 
1984. These rules shall take effect thirty days after they 
are filed with the code reviser pursuant to RCW 
34.04.040(2). 

This rule is promulgated pursuant to RCW 77.12.040 
and is intended to administratively implement that 
statute. 

The undersigned hereby declares that the agency has 
complied with the provisions of the Open Public Meet- 
ings Act (chapter 42.30 RCW), the Administrative Pro- 
cedure Act (chapter 34.04 RCW), and the State 
Register Act (chapter 34.08 RCW) in the adoption of 
these rules. 

APPROVED AND ADOPTED January 7, 1985. 

By Jack S. Wayland 
for Vern E. Ziegler 
Chairman, Game Commission 


NEW SECTION 


WAC 232-28-707 
TURKEY SEASONS. 


Reviser's note: The text and accompanying pamphlet comprising 
the 1985 Spring bear and turkey seasons adopted by the Department 
of Game have been omitted from publication in the Register under the 
authority of RCW 34.04.050(3) as being unduly cumbersome to pub- 
lish. Copies of the rules may be obtained from the main office of the 
Department of Game, 600 North Capitol Way, Olympia, Washington 
98504, and are available in pamphlet form from the department, its six 
regional offices, and at numerous drug and sporting goods stores 
throughout the state. 


1985 SPRING BEAR AND 


REPEALER 


The following section of the Washington Administra- 
tive Code is hereby repealed: 


WAC 232-28-706 1984 SPRING BEAR AND 
TURKEY SEASONS 


WSR 85-05-052 
PROPOSED RULES 
DEPARTMENT OF GAME 
(Game Commission) 
[Filed February 20, 1985] 


Notice is hereby given in accordance with the provi- 
sions of RCW 34.04.025, that the State Game Commis- 
sion intends to adopt, amend, or repeal rules concerning 
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holding live wildlife in captivity, amending WAC 232- 
12-064; 

that the agency will at 9:00 a.m., Monday, April 1, 
1985, in the Thunderbird Motor Inn, 1225 North 
Wenatchee Avenue, Wenatchee, WA 98801, conduct a 
public hearing on the proposed rules. 

The formal decision regarding adoption, amendment, 
or repeal of the rules will take place on April 1, 1985. 

The authority under which these rules are proposed is 
RCW 77.16.040. 

The specific statute these rules are intended to imple- 
ment is RCW 77.16.040. 

Interested persons may submit data, views, or argu- 
ments to this agency in writing to be received by this 
agency before March 29, 1985. 

Written or oral submissions may also contain data, 
views, and arguments concerning the effect of the pro- 
posed rules or amendments of rules on economic values, 
pursuant to chapter 43.21H RCW. 

The agency reserves the right to modify the text of 
these proposed rules before the hearing or in response to 
written or oral comments received before or during the 
hearing. 

The agency may need to change the date for hearing 
or adoption on short notice. To ascertain that the hear- 
ing or adoption will take place as stated in this notice, an 
interested person may contact the person named below. 

Correspondence relating to this notice and the pro- 
posed rules should be addressed to: 

Judy Hildebrandt 
600 North Capitol Way 
Olympia, WA 98504 
(206) 753-5710 
Dated: February 19, 1985 
By: Richard J. Poelker, Administrator 
Wildlife Management Division 


STATEMENT OF PURPOSE 


Title and Number of Rule Section: WAC 232-12-064 
Holding live wildlife in captivity. 

Statutory Authority: RCW 77.16.040. 

Specific Statute that Rule is Intended to Implement: 
RCW 77.16.040. 

Summary of the Rule: Provides criteria for holding 
wild animals, wild birds, or game fish in captivity. 

Reasons Supporting the Proposed Rule: Provides cri- 
teria for holding wild animals, wild birds, or game fish in 
captivity. 

Agency Personnel Responsible for Drafting and Im- 
plementation: Richard J. Poelker, Division Administra- 
tor, Wildlife Management Division, Department of 
Game, 600 North Capitol Way, Olympia, WA 98504, 
phone (206) 753-5728; and Enforcement: R. B. 
Rasmussen, Chief, Wildlife Enforcement Division, De- 
partment of Game, 600 North Capitol Way, Olympia, 
WA 98504, phone (206) 753-5740. 

Name of the Person or Organization Whether Private, 
Public, or Governmental, that is Proposing the Rule: 
Department of Game. 
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Agency Comments or Recommendations, if any, 
Regarding Statutory Language, Implementation, En- 
forcement and Fiscal Matters Pertaining to the Rule: 
No comments. 

The rule is not necessary to comply with a federal law 
or a federal or state court decision. 

Any Other Information that may be of Assistance in 
Identifying the Rule or its Purpose: None. 

A small business economic impact statement is not 
required. 


AMENDATORY SECTION (Amending Order 224, filed April 16, 
1984) 


WAC 232-12-064 HOLDING LIVE WILDLIFE IN CAPTIVI- 
TY. It is unlawful to take from the wild, hold in captivity, or possess 
live wild animals, wild birds, or game fish unless: ((s c ; 


(1) Such wild animal, wild bird, or game fish was lawfully acquired. 
Proof of such lawful acquisition shall be made available to the Depart- 
ment upon request of a Wildlife Agent, except: 

(a) No deleterious exotic wildlife shall be held in captivity. 

(b) That all federally endangered and threatened species shall be 
held in captivity only under conditions as expressed in appropriate laws 
and regulations, and the permit processes of the U.S. Fish and Wildlife 
Service in cooperation with the Department. 

(c) That lawful acquisition of state endangered and threatened spe- 
cies shall be as governed by appropriate RCW and WAC provision 
pertaining to such species. 

(d) That no diseased wildlife shall be held in captivity unless on the 
premises of and under the professional care of a licensed veterinarian. 
If such disease presents a threat to the wildlife of the state, the Direc- 
tor may order such actions as necessary including quarantine or 
destructions of stock, sterilization of enclosures and facilities, cessation 
of activities, and disposal of wildlife in a manner satisfactory to the 
Department. 

(e) No live wildlife shall be brought into the state without first pre- 
senting veterinarian certification that the wildlife is disease free and 
that the area from which acquired has no history of wildlife disease 
which ma se a risk to wildlife in the state. 

M IG Ihe Director oE fir designee may m= ( - - - = itf 


(2) That there is no violation of other existing state or federal law, 


or local ordinance. 

(3) That such wildlife, progeny or parts thereof, e.g., antlers, bodily 
organs, skins or furs, shall not be sold or otherwise commercialized 
upon EXCEPT as authorized by WAC 232-12-027. 

4) That such holding of wildlife in captivity be found not to be in 
conflict with the Department's responsibility to preserve, protect and 
perpetuate wildlife in Washington. 

(Œ) (5) All wildlife and the area where held must be open to in- 
spection by a wildlife agent at reasonable times. 

((€43—Fhe-hrolders-of-a-permit-to-hold-Hive-wild-amimats,-wild-birds; 
or-gamre-fish-in-captivity-shattmrake-an-annuat report to-the-director-on 
a-formr-to-be-provided-by-the-departmernt:)) 

(6) No wildlife shall be released from captivity except as provided 
under WAC 232-12-271. 
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(7) No wildlife held in captivity shall be publicly displayed or ex- 
hibited except as provided under WAC 232-12-274. 


WSR 85-05-053 
PROPOSED RULES 
DEPARTMENT OF GAME 
(Game Commission) 
[Filed February 20, 1985] 


Notice is hereby given in accordance with the provi- 
sions of RCW 34.04.025, that the State Game Commis- 
sion intends to adopt, amend, or repeal rules concerning 
Lower Crab Creek Game Reserve, amending WAC 
232-16—670; 

that the agency will at 9:00 a.m., Monday, April 1, 
1985, in the Thunderbird Motor Inn, 1225 North 
Wenatchee Avenue, Wenatchee, WA 98801, conduct a 
public hearing on the proposed rules. 

The formal decision regarding adoption, amendment, 
or repeal of the rules will take place on April 1, 1985. 

The authority under which these rules are proposed is 
RCW 77.12.040. 

The specific statute these rules are intended to imple- 
ment is RCW 77.12.040. 

Interested persons may submit data, views, or argu- 
ments to this agency in writing to be received by this 
agency before March 29, 1985. 

Written or oral submissions may also contain data, 
views, and arguments concerning the effect of the pro- 
posed rules or amendments of rules on economic values, 
pursuant to chapter 43.21H RCW. 

The agency reserves the right to modify the text of 
these proposed rules before the hearing or in response to 
written or oral comments received before or during the 
hearing. 

The agency may need to change the date for hearing 
or adoption on short notice. To ascertain that the hear- 
ing or adoption will take place as stated in this notice, an 
interested person may contact the person named below. 

Correspondence relating to this notice and the pro- 
posed rules should be addressed to: 

Judy Hildebrandt 

600 North Capitol Way 
Olympia, WA 98504 
(206) 753-5710 


Dated: February 19, 1985 
By: Richard J. Poelker, Administrator 
Wildlife Management Division 


STATEMENT OF PURPOSE 


Title and Number of Rule Section: WAC 232-16—670 
Lower Crab Creek Game Reserve. 

Statutory Authority: RCW 77.12.040. 

Specific Statute that Rule is Intended to Implement: 
RCW 77.12.040. 

Summary of the Rule: Removes from game reserve 80 
acres of private property which was erroneously included 
in the original boundary. 

Reasons Supporting the Proposed Rule: Removes 
from game reserve 80 acres of private property with was 
erroneously included in the original boundary. 
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Agency Personnel Responsible for Drafting and Im- 
plementation: Richard J. Poelker, Division Administra- 
tor, Wildlife Management Division, Department of 
Game, 600 North Capitol Way, Olympia, WA 98504, 
phone (206) 753-5728; and Enforcement: R. B. 
Rasmussen, Chief, Wildlife Enforcement Division, De- 
partment of Game, 600 North Capitol Way, Olympia, 
WA 98504, phone (206) 753-5740. 

Name of the Person or Organization Whether Private, 
Public, or Governmental, that is Proposing the Rule: 
Department of Game. 

Agency Comments or Recommendations, if any, 
Regarding Statutory Language, Implementation, En- 
forcement and Fiscal Matters Pertaining to the Rule: 
No comments. 

The rule is not necessary to comply with a federal law 
or a federal or state court decision. 

Any Other Information that may be of Assistance in 
Identifying the Rule or its Purpose: None. 

A small business economic impact statement is not 
required. 


AMENDATORY SECTION (Amending Order 217, filed 9/1/83) 


WAC 232-16-670 LOWER CRAB CREEK GAME RESERVE. 
It shall be unlawful to hunt wild animals and wild birds within the 
following described boundary: TI6N, R25E; (( 


wooden-pote-powerline;)) SW 1/4 of Section 29; that part of the SE 
1/4 of Section 30 east of Bonneville Power Administration transmis- 
sion line; ((that-part-of-Sectron-31-cast-of Midway-Coutec transmission 


Section-32-north-of Smyrna=BeverlyRoad—480-acres:)) the NE 1/4 of 
Section 31; the North 1/2 of the Northwest 1/4 of Section 32. 


WSR 85-05-054 
PROPOSED RULES 
DEPARTMENT OF GAME 
(Game Commission) 
[Filed February 20, 1985] 


Notice is hereby given in accordance with the provi- 
sions of RCW 34.04.025, that the State Game Commis- 
sion intends to adopt, amend, or repeal rules concerning 
Captive propagation of raptors—Sale, records, reports 
and inspection, adopting WAC 232-12-129; 

that the agency will at 9:00 a.m., Monday, April 1, 
1985, in the Thunderbird Inn, 1225 North Wenatchee 
Avenue, Wenatchee, WA 98801, conduct a public hear- 
ing on the proposed rules. 

The formal decision regarding adoption, amendment, 
or repeal of the rules will take place on April 1, 1985. 

The authority under which these rules are proposed is 
RCW 77.12.030, 77.12.090, 77.12.105 and 77.32.070. 

The specific statute these rules are intended to imple- 
ment is RCW 77.12.030, 77.12.090, 77.12.105 and 
77.32.070. 

Interested persons may submit data, views, or argu- 
ments to this agency in writing to be received by this 
agency before March 29, 1985. 
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Written or oral submissions may also contain data, 
views, and arguments concerning the effect of the pro- 
posed rules or amendments of rules on economic values, 
pursuant to chapter 43.21] H RCW. 

The agency reserves the right to modify the text of 
these proposed rules before the hearing or in response to 
written or oral comments received before or during the 
hearing. 

The agency may need to change the date for hearing 
or adoption on short notice. To ascertain that the hear- 
ing or adoption will take place as stated in this notice, an 
interested person may contact the person named below. 

Correspondence relating to this notice and the pro- 
posed rules should be addressed to: 

Judy Hildebrandt 
600 North Capitol Way 


Olympia, WA 98504 
(206) 753-5710 


Dated: February 19, 1985 
By: Richard J. Poelker, Administrator 
Wildlife Management Division 


STATEMENT OF PURPOSE 


Title and Number of Rule Section: WAC 232-12-129 
Captive propagation of raptors—Sale, records, reports 
and inspection. 

Statutory Authority: RCW 77.12.030, 77.12.090, 77- 
.12.105 and 77.32.070. 

Specific Statute that Rule is Intended to Implement: 
RCW 77.12.030, 77.12.090, 77.12.105 and 77.32.070. 

Summary of the Rule: These rules permit qualified 
propagators of birds of prey to sell offspring of their 
captive held birds. The rules also require propagators to 
maintain specific records of breeding activities. 

Reasons Supporting the Proposed Rule: The U.S. Fish 
and Wildlife Service now allows sale of captive bred 
raptors, if the state so permits. These rules will allow 
sale, but will be more restrictive than the federal rules 
regarding reporting requirements. 

Agency Personnel Responsible for Drafting and Im- 
plementation: Richard J. Poelker, Division Administra- 
tor, Wildlife Management Division, Department of 
Game, 600 North Capitol Way, Olympia, WA 98504, 
phone (206) 753-5728; and Enforcement: R. B. 
Rasmussen, Chief, Wildlife Enforcement Division, De- 
partment of Game, 600 North Capitol Way, Olympia, 
WA 98504, phone (206) 753-5740. 

Name of the Person or Organization Whether Private, 
Public, or Governmental, that is Proposing the Rule: 
Department of Game. 

Agency Comments or Recommendations, if any, 
Regarding Statutory Language, Implementation, En- 
forcement and Fiscal Matters Pertaining to the Rule: 
No comments. 

The rule is not necessary to comply with a federal law 
or a federal or state court decision. 

Any Other Information that may be of Assistance in 
Identifying the Rule or its Purpose: None. 

A small business economic impact statement is not 
required. 
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NEW SECTION 


WAC 232-12-129 CAPTIVE PROPAGATION OF RAP- 
TORS—SALE, RECORDS, REPORTS AND INSPECTION. (1) 
Anyone holding a valid raptor propagation permit may offer for sale, 
sell, or trade any captive bred raptor, wearing a seamless U.S. Fish 
and Wildlife Service band, to anyone holding a permit authorizing 
possession of said raptor. 

(2) Anyone holding a valid raptor propagation permit, falconry per- 
mit, or other permit authorizing possession may purchase said captive 
bred raptor. 

(3) Sale of a captive bred raptor is unlawful if it is not accompanied 
by an invoice. The raptor propagator must retain a copy of the invoice 
for two years and must send to the Department a copy or a listing of 
the transfers in an annual report. 

(4) Anyone holding a valid raptor propagation permit must keep 
record of the date each clutch is initiated, the onset of incubation and 
the date of hatching of each chick. The initiation of each clutch of 
eggs must be reported to the Department within 72 hours. These re- 
cords must be up to date and the breeding facilities and records open 
for inspection by a Wildlife Agent at reasonable times. 

(5) Anyone holding a valid raptor propagation permit must submit 
to the Department before January 31 of each year a report summariz- 
ing the year's activities. 


WSR 85-05-055 
PROPOSED RULES 
DEPARTMENT OF GAME 
(Game Commission) 
[Filed February 20, 1985] 


Notice is hereby given in accordance with the provi- 
sions of RCW 34.04.025, that the State Game Commis- 
sion intends to adopt, amend, or repeal rules concerning 
Deer Park State Game Reserve, repealing WAC 232- 
16-120; 

that the agency will at 9:00 a.m., Monday, April 1, 
1985, in the Thunderbird Motor Inn, 1225 North 
Wenatchee Avenue, Wenatchee, WA 98801, conduct a 
public hearing on the proposed rules. 

The formal decision regarding adoption, amendment, 
or repeal of the rules will take place on April 1, 1985. 

The authority under which these rules are proposed is 
RCW 77.12.040. 

The specific statute these rules are intended to imple- 
ment is RCW 77.12.040. 

Interested persons may submit data, views, or argu- 
ments to this agency in writing to be received by this 
agency before March 29, 1985. 

Written or oral submissions may also contain data, 
views, and arguments concerning the effect of the pro- 
posed rules or amendments of rules on economic values, 
pursuant to chapter 43.21H RCW. 

The agency reserves the right to modify the text of 
these proposed rules before the hearing or in response to 
written or oral comments received before or during the 
hearing. 

The agency may need to change the date for hearing 
or adoption on short notice. To ascertain that the hear- 
ing or adoption will take place as stated in this notice, an 
interested person may contact the person named below. 
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Correspondence relating to this notice and the pro- 
posed rules should be addressed to: 
Judy Hildebrandt 
600 North Capitol Way 
Olympia, WA 98504 
(206) 753-5710 


Dated: February 19, 1985 
By: Richard J. Poelker, Administrator 
Wildlife Management Division 


STATEMENT OF PURPOSE 


Title and Number of Rule Section: WAC 232-16-120 
Deer Park State Game Reserve. 

Statutory Authority: RCW 77.12.040. 

Specific Statute that Rule is Intended to Implement: 
RCW 77.12.040. 

Summary of the Rule: This is no longer a game farm 
reserve. 

Reasons Supporting the Proposed Rule: Property has 
been sold. 

Agency Personnel Responsible for Drafting and Im- 
plementation: Richard J. Poelker, Division Administra- 
tor, Wildlife Management Division, Department of 
Game, 600 North Capitol Way, Olympia, WA 98504, 
phone (206) 753-5728; and Enforcement: R. B. 
Rasmussen, Chief, Wildlife Enforcement Division, De- 
partment of Game, 600 North Capitol Way, Olympia, 
WA 98504, phone (206) 753-5740. 

Name of the Person or Organization Whether Private, 
Public, or Governmental, that is Proposing the Rule: 
Department of Game. 

Agency Comments or Recommendations, if any, 
Regarding Statutory Language, Implementation, En- 
forcement and Fiscal Matters Pertaining to the Rule: 
No comments. 

The rule is not necessary to comply with a federal law 
or a federal or state court decision. 

Any Other Information that may be of Assistance in 
Identifying the Rule or its Purpose: None. 

A small business economic impact statement is not 
required. 


REPEALER 


The following section of the Washington Administrative Code is 
hereby repealed: 


WAC 232-16-120 Deer Park State Game Reserve 
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PROPOSED RULES 
DEPARTMENT OF GAME 
(Game Commission) 
[Filed February 20, 1985] 


Notice is hereby given in accordance with the provi- 
sions of RCW 34.04.025, that the State Game Commis- 
sion intends to adopt, amend, or repeal rules concerning 
1985 fall opening dates, adopting WAC 232-28—209; 

that the agency will at 9:00 a.m., Monday, April 1, 
1985, in the Thunderbird Motor Inn, 1225 North 
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Wenatchee Avenue, Wenatchee, WA 98801, conduct a 
public hearing on the proposed rules. 

The formal decision regarding adoption, amendment, 
or repeal of the rules will take place on April 1, 1985. 

The authority under which these rules are proposed is 
RCW 77.12.040. 

The specific statute these rules are intended to imple- 
ment is RCW 77.12.040. 

Interested persons may submit data, views, or argu- 
ments to this agency in writing to be received by this 
agency before March 29, 1985. 

Written or oral submissions may also contain data, 
views, and arguments concerning the effect of the pro- 
posed rules or amendments of rules on economic values, 
pursuant to chapter 43.21 H RCW. 

The agency reserves the right to modify the text of 
these proposed rules before the hearing or in response to 
written or oral comments received before or during the 
hearing. 

The agency may need to change the date for hearing 
or adoption on short notice. To ascertain that the hear- 
ing or adoption will take place as stated in this notice, an 
-interested person may contact the person named below. 

Correspondence relating to this notice and the pro- 
posed rules should be addressed to: 

Judy Hildebrandt 
600 North Capitol Way 
Olympia, WA 98504 
(206) 753-5710 
Dated: February 19, 1985 
By: Richard J. Poelker, Administrator 
Wildlife Management Division 


STATEMENT OF PURPOSE 


Title and Number of Rule Section: WAC 232-28—209 
1985 fall opening dates. 

Statutory Authority: RCW 77.12.040. 

Specific Statute that Rule is Intended to Implement: 
RCW 77.12.040. 

Summary of the Rule: Adopts 1985 fall opening 
dates. 

Reasons Supporting the Proposed Rule: Resource 
management. 

Agency Personnel Responsible for Drafting and Im- 
plementation: Richard J. Poelker, Division Administra- 
tor, Wildlife Management Division, Department of 
Game, 600 North Capitol Way, Olympia, WA 98504, 
phone (206) 753-5728; and Enforcement: R. B. 
Rasmussen, Chief, Wildlife Enforcement Division, De- 
partment of Game, 600 North Capitol Way, Olympia, 
WA 98504, phone (206) 753-5740. 

Name of the Person or Organization Whether Private, 
Public, or Governmental, that is Proposing the Rule: 
Department of Game. 

Agency Comments or Recommendations, if any, 
Regarding Statutory Language, Implementation, En- 
forcement and Fiscal Matters Pertaining to the Rule: 
No comments. 

The rule is not necessary to comply with a federal law 
or a federal or state court decision. 

Any Other Information that may be of Assistance in 
Identifying the Rule or its Purpose: None. 
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A small business economic impact statement is not 
required. 


NEW SECTION 
WAC 232-28-209 
1985 Fall Opening Dates 
OPENING DATES: 
August | 


Westside black bear (except early buck area) 

Westside pursuit only for cougar, bobcat and raccoon (ex- 
cept early buck area and unit closures) 

Northeastern pursuit only for bear and cougar in Units 
100 through 124 


September 1 


Statewide forest grouse (blue, ruffed, spruce) 
Westside rabbits and hares 


September 4 


Westside early archery deer and elk 

Eastside bear (except Walla Walla and Columbia 
counties) 

Eastside pursuit only for cougar, bobcat, and raccoon (ex- 
cept for unit closures) 


September 15 


Early buck 
Cougar in early buck areas 


September 28 


Eastside early archery deer and elk 
Muzzleloader early deer 
Early western Washington pheasant 


October 5 
Muzzleloader early elk 
October 12 


General buck deer, statewide 

Pheasant, Quail, Partridge 

Cougar, bobcat, raccoon 

Bear (in Walla Walla and Columbia counties outside of 
Umatilla National Forest) 

Eastside cottontail, snowshoe, white hare and whitetailed 
jackrabbits 


October 27 

Colockum modern firearm elk 
October 30 

Blue Mountains modern firearm elk 
November 5 

Yakima modern firearm elk 
November 6 

Western Washington modern firearm elk 
November 27 

Northeast Washington late buck 
November 30 

Western Washington late buck 
December 15 

Late cougar, bobcat 
January 15, 1986 


Pursuit only bobcat and raccoon in Units 352, 356, 364 
and 368 
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February 1, 1986 


Pursuit only bobcat and raccoon in Units 121, 148 and 
154 


WSR 85-05-057 
PROPOSED RULES 
DEPARTMENT OF GAME 
(Game Commission) 
[Filed February 20, 1985] 


Notice is hereby given in accordance with the provi- 
sions of RCW 34.04.025, that the State Game Commis- 
sion intends to adopt, amend, or repeal rules concerning: 
New WAC 232-28-807 1985 Mountain goat, sheep and moose 

hunting seasons. 


Rep WAC 232-28-806 1984 Mountain goat, sheep and moose 
hunting seasons; 


that the agency will at 9:00 a.m., Monday, April 1, 
1985, in the Thunderbird Motor Inn, 1225 North 
Wenatchee Avenue, Wenatchee, WA 98801, conduct a 
public hearing on the proposed rules. 

The formal decision regarding adoption, amendment, 
or repeal of the rules will take place on April 1, 1985. 

The authority under which these rules are proposed is 
RCW 77.12.040. 

The specific statute these rules are intended to imple- 
ment is RCW 77.12.040. 

Interested persons may submit data, views, or argu- 
ments to this agency in writing to be received by this 
agency before March 29, 1985. 

Written or oral submissions may also contain data, 
views, and arguments concerning the effect of the pro- 
posed rules or amendments of rules on economic values, 
pursuant to chapter 43.21H RCW. 

The agency reserves the right to modify the text of 
these proposed rules before the hearing or in response to 
written or oral comments received before or during the 
hearing. 

The agency may need to change the date for hearing 
or adoption on short notice. To ascertain that the hear- 
ing or adoption will take place as stated in this notice, an 
interested person may contact the person named below. 

Correspondence relating to this notice and the pro- 
posed rules should be addressed to: 

Judy Hildebrandt 
600 North Capitol Way 


Olympia, WA 98504 
(206) 753-5710 


Dated: February 19, 1985 


By: Richard J. Poelker, Administrator 
Wildlife Management Division 


STATEMENT OF PURPOSE 


Title and Number of Rule Section: WAC 232-28- 
807. 

Statutory Authority: RCW 77.12.040. 

Specific Statute that Rule is Intended to Implement: 
RCW 77.12.040. 
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Summary of the Rule: Adopts rules and regulations 
relating to the 1985 Mountain goat, sheep, and moose 
hunting seasons. 

Reasons Supporting the Proposed Rule: Resource 
management. 

Agency Personnel Responsible for Drafting and Im- 
plementation: Richard J. Poelker, Division Administra- 
tor, Wildlife Management Division, Department of 
Game, 600 North Capitol Way, Olympia, WA 98504, 
phone (206) 753-5728; and Enforcement: R. B. 
Rasmussen, Chief, Wildlife Enforcement Division, De- 
partment of Game, 600 North Capitol Way, Olympia, 
WA 98504, phone (206) 753—5740. 

Name of the Person or Organization Whether Private, 
Public, or Governmental, that is Proposing the Rule: 
Department of Game. 

Agency Comments or Recommendations, if any, 
Regarding Statutory Language, Implementation, En- 
forcement and Fiscal Matters Pertaining to the Rule: 
No comments. 

The rule is not necessary to comply with a federal law 
or a federal or state court decision. 

Any Other Information that may be of Assistance in 
Identifying the Rule or its Purpose: None. 

A small business economic impact statement is not 
required. 


NEW SECTION 


WAC 232-28-807 1985 MOUNTAIN GOAT, SHEEP AND 
MOOSE HUNTING SEASONS. 


Reviser's note: The text and accompanying pamphlet comprising 
the 1985 Mountain goat, sheep and moose hunting seasons proposed by 
the Department of Game have been omitted from publication in the 
Register under the authority of RCW 34.04.050(3) as being unduly 
cumbersome to publish. Copies of the rules may be obtained from the 
main office of the Department of Game, 600 North Capitol Way, 
Olympia, Washington 98504, and are available in pamphlet form from 
the department, its six regional offices, and at numerous drug and 
sporting goods stores throughout the state. 


REPEALER 


The following section of the Washington Administrative Code is 
repealed: 


WAC 232-28-806 1984 Mountain Goat, Sheep, and Moose 
Hunting Seasons 


WSR 85-05-058 
PROPOSED RULES 
LOTTERY COMMISSION 
[Filed February 20, 1985] 


Notice is hereby given in accordance with the provi- 
sions of RCW 34.04.025, that the Washington State 
Lottery intends to adopt, amend, or repeal rules 
concerning: 


Amd WAC 315-04-010 Licensed agents. 

Amd WAC 315-04—040 General license. 

Amd WAC 315-04-060 Provisional license. 

Amd WAC 315-04-070 License fees. 

Amd  WAC 315-04-110 Duplicate licenses. 

Amd WAC 315-04-125 Change of name or location. 
Amd WAC 315-04-130 Death or incapacity of licensee. 
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Amd WAC 315-04-132 Change of business siruclure, ownership, 
or officers. 

Amd WAC 315-04-140 License not a vesled right. 

Amd WAC 315-04-200 Denial, suspension or revocation of a 
license. 

Amd WAC 315-10-030 Instant games criteria. 

Amd WAC 315-10-060 Official end of game. 

Amd WAC 315-30-020 Definitions. 

Amd WAC 315-30-060 Payment of prizes by on-line agents. 

Amd WAC 315-30-080 On-line agent selection criteria. 

Amd  WAC 315-30-090 On-line agent credit criteria. 

New  WAC 315-06-035 Instant ticket purchase price and 
conditions. 

New WAC 315-11-150 Definitions for Instant Game Number 
15 ("Joker's Wild"). 

New WAC 315-11-151 Criteria for Instant Game Number 15. 

New WAC 315-11-152 Ticket validation requirements for In- 
stant Game Number 15. 

Rep WAC 315-04-133 Change of ownership. 

Rep WAC 315-04-134 Change of officers; 


that the agency will at 10:00 a.m., Thursday, April 4, 
1985, in the Conference Room, Educational Service 
District No. 113, 601 McPhee Road S.W., Olympia, 
WA 98502, conduct a public hearing on the proposed 
rules. 

The adoption, amendment, or repeal of the rules will 
take place immediately following the hearing. 

The authority under which these rules are proposed is 
RCW 67.70.040. 

The specific statute these rules are intended to imple- 
ment is RCW 67.70.040. 

Interested persons may submit data, views, or argu- 
ments to this agency in writing to be received by this 
agency before April 4, 1985. 

Dated: February 20, 1985 
By: Elwin Hart 
Deputy Director 


STATEMENT OF PURPOSE 


Title and Number of Rule Section(s) or Chapter(s): 
See above. 

Statutory Authority: RCW 67.70.040. 

Specific Statute that Rules are Intended to Imple- 
ment: RCW 67.70.040. 

Summary of the Rule(s): WAC 315-04-010 deletes 
the requirement for licensed agents to enter into a con- 
tract with the lottery; 315—04—040 deletes the require- 
ment for annual renewal of a general license; 315-04— 
060 deletes references to renewal of a general license; 
315-04—070 eliminates fees for license renewal; 315-04- 
110 removes the fee for issuance of a duplicate license; 
315-04-125 eliminates the fee for change of name or 
location; 315—04—130 deletes references to renewal of a 
license and removes the fee for transfer of a license; 
315—04—132 adds requirements for changes of ownership 
or officers; 315-04—133 is no longer required; 315—04— 
134 is no longer required; 315-04-140 deletes the re- 
quirement for licensed agents to enter into a contract 
with the lottery; 315—04—200 adds "failure to pay to the 
lottery any obligation when due" as a reason for suspen- 
sion or revocation of a license; 315-06—-035 establishes 
the purchase price and conditions for instant lottery 
tickets; 315-10—030 clarifies the time period when li- 
censed agents may sell tickets for each instant game; 
315-10-060 deletes reference to a licensed agent con- 
tract; 315-11-150 provides definitions of the terms used 
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in Instant Game Number 15 rules; 315-11-151I sets 
forth criteria for Instant Game Number 15; 315-11-152 
states the ticket validation requirements for Instant 
Game Number 15; 315—30—020 establishes that on-line 
agents must sell all lottery games offered by the lottery; 
315—30—060 sets forth criteria for payment of prizes by 
on-line agents; 315-30—-080 deletes references to the li- 
censed agent contract and contract addendum; and 315— 
30-090 deletes references to the licensed agent contract 
and contract addendum. 

Reasons Supporting the Proposed Rule(s): WAC 315- 
04-010, 315-04—040, 315—04-060, 315-04—070, 315- 
04-110, 315-04-125, 315-04-130, 315-04-132, 315- 
04-133, 315-04-134, 315-04-140, 315-04-200, 315- 
06-035, 315-10-030 and 315-10—060, these amend- 
ments and rules are necessary to implement a realign- 
ment of the lottery's license process; 315-11-150, 
certain terms need to be defined in order to provide con- 
sistency in understanding and interpreting the rules and 
regulations under WAC 315-11—151 and 315-11-152; 
315-11—151, licensed agents and players of Instant 
Game Number 14 [15] need to know how the game will 
function. Specifying the criteria which apply to Instant 
Game 14 [15] will provide this information; 315-11- 
152, tickets for Instant Game Number 14 [15] which 
are found to be counterfeit or tampered with will be de- 
clared void by the lottery and no prize(s) will be paid. 
Rigid validation requirements are set forth to discourage 
persons from tampering with tickets and to prevent the 
lottery from paying out prize money on invalid tickets; 
and 315-30-020, 315-30-060, 315-30-080 and 315- 
30-090, these amendments and rules are necessary to 
implement a realignment of the lottery's license process. 

Agency Personnel Responsible for Drafting: Frank 
Edmondson/Duane Kovacevich, Contracts Specialist 2, 
Office of the Director, Washington State Lottery, P.O. 
Box 9770, Olympia, WA 98504, (206) 754-1482, 754- 
1088; Implementation and Enforcement: Washington 
State Lottery Commission, P.O. Box 9770, Olympia, 
WA 98504, (206) 753-1412, Mary G. Faulk, Director, 
Washington State Lottery, P.O. Box 9770, Olympia, 
WA 98504, (206) 753-3330, Elwin Hart, Deputy Direc- 
tor, Washington State Lottery, P.O. Box 9770, Olympia, 
WA 98504, (206) 753-3334, William Robinson, Assist- 
ant Director, Washington State Lottery, P.O. Box 9770, 
Olympia, WA 98504, (206) 753-1414, and Jamie 
Bailey, Assistant Director, Washington State Lottery, 
P.O. Box 9770, Olympia, WA 98504, (206) 753-3384. 

Name of Person or Organization, Whether Private, 
Public, or Governmental, that is Proposing this Rule: 
Washington State Lottery Commission. 

Agency Comments or Recommendations, if any, 
Regarding the Statutory Language, Implementation, 
Enforcement, and Fiscal Matters Pertaining to the Rule: 
None. 

The rule is not necessary to comply with federal law 
or a federal state court decision. 

Any Other Information that may be of Assistance in 
Identifying the Rule or its Purpose: None. 

Small Business Economic Impact Statement: The 
Office of the Director, Washington State Lottery, has 
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reviewed the requirements to file a small business eco- 
nomic impact statement and has determined that such a 
statement is not required for the rules proposed by the 
Washington State Lottery Commission for the following 
reason: These rules will only affect those businesses large 
and small, which voluntarily apply to be licensed agents 
for the sale of lottery tickets or contractors who provide 
other services to the Office of the Director, Washington 
State Lottery or who voluntarily interact with the Office 
of the Director, Washington State Lottery. No business 
or industry will be required to comply with these rules 
unless they wish to provide services to or interact with 
the Office of the Director, Washington State Lottery. 


AMENDATORY SECTION (Amending Order 41, filed 12/8/83) 


WAC 315-04-010 LICENSED AGENTS. The director shall li- 
cense as licensed agents such persons who will best serve the public in- 
terest and convenience, promote the sale of tickets and meet the 
eligibility criteria for application and licensure. Said licensed agents 
shall be authorized to sell such tickets as in the director's opinion will 
promote the best interests of the commission and produce maximum 
revenue, but a licensed agent need not be authorized to sell tickets for 


all games operated by the director. ((Each-teensed-agent-shattenter 
into-a-contract-with the-Tottery contaiming such terms-and conditions as 


" | horized à A 
any-gamc-operated-by-the-director-)) A licensed agent may ((atso)) be 


required to post a bond or cash in lieu of a bond in such terms and 
conditions as the director may require. 


AMENDATORY SECTION (Amending Order 14, filed 2/10/83) 


WAC 315-04-040 GENERAL LICENSE. The director may is- 
sue a general license to an applicant who qualifies for licensure. The 
general license shall authorize the licensed agent to conduct the routine 
sale of tickets at the location specified on the general license. An ad- 
dendum to the general or provisional license may be obtained as pro- 
vided for in WAC 315-04-220, permitting the licensed agent to sell 
tickets in locations other than that specified on its license. The general 
license shall be valid (( 

)) until terminated by the lottery or 


the licensed agent, provided, the licensed agent shall provide periodic 
updates of license information as required by the director. 


AMENDATORY SECTION (Amending Order 68, filed 11/7/84) 


WAC 315-04-060 PROVISIONAL LICENSE. (1) The director 
may issue a provisional license to an applicant for a general license af- 
ter receipt of a person's fully completed licensed agent's application, 
the authorization of a complete personal background check, and com- 
pletion of a preliminary background check. The provisional license 
shall expire at the time of issuance of the general license or ninety days 
from the date the provisional license is issued, whichever occurs first. 
The provisional license may be extended by the director for one addi- 
tional ninety-day period of time. 


(2) ( Fhe-director- may issucca provisionaHicensc-toan applicant for 


; à he-d ; sionatk ds i-hici 
first: 

€3))) If the ownership of an existing licensed agent location changes, 
the director may issue a provisional license to the new owner. The pro- 
visional license shall expire twenty working days from the date of issu- 
ance if the director has not received the new owner's fully completed 
licensed agent's application and authorization of a complete personal 
background check. If the required materials have been timely received 
by the director and a preliminary background check has been complet- 
ed, the provisional license shall expire at the time of issuance of the 
general license or ninety days from the date the provisional license is 
issued, whichever occurs first. 
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AMENDATORY SECTION (Amending Order 58, filed 6/4/84) 


WAC 315-04-070 LICENSE FEES. (1) The fee for a license 
application shall be $15.00. 
(2) ((Fhe-fee-for-renewat of aticense shatt be $15-00- 


€4})) The fee for a background check shall be $10.00 regardless of 
the number of individuals listed on the license application for whom 
background checks are required. A background check will be required 
and this fee will be charged when an application for a license ((or-re- 
newatthereof)) lists an individual who does not have on file with the 
lottery. a current "(6 E: 

)) personal information form." 

ED) (3) All fees established in this section or other sections of 
this title are not refundable with the exception of the fees in 
subsection((s)) (1) ((amd-€23)) of this section which may be refunded 
if a license is not issued ((or-renewed- 


» s he feescm timida: st as e of this SR pub E TS 
04—00)). 


AMENDATORY SECTION (Amending Order 4, filed 10/15/82) 


WAC 315-04-110 DUPLICATE LICENSES. Upon the loss, 
mutilation or destruction of any license issued by the director, applica- 
tion for a duplicate must be made on a form approved by the director. 
A statement signed by the licensed agent which details the circum- 
stances under which the license was lost, mutilated, or destroyed and 
certifies that such license was, in fact, lost, mutilated or destroyed, 
shall accompany such application. ((Fhe-fee-for-the-dupttcate-of at 
censc-shalt-bc-$10-00-)) A mutilated license shall be surrendered to the 
director upon issuance or denial of a duplicate license. A lost license, 
when found, must be immediately surrendered to the director. 


AMENDATORY SECTION (Amending Order 41, filed 12/8/83) 


WAC 315-04-125 CHANGE OF NAME OR LOCATION. Ev- 
ery change of business name or change of location without a change of 
ownership of a licensed agent must be reported to the lottery prior to 
the change. The lottery shall review the change considering standard 
licensing criteria. Upon the lottery's approval ((and-receipt-of-a-$10-00 

)), the lottery shall issue a license in the 
new name or with the new location address. 


AMENDATORY SECTION (Amending Order 4, filed 10/15/82) 


WAC 315-04-130 DEATH OR INCAPACITY OF LICENSEE. 
(1) In the event of the proven incapacity, death, receivership, bank- 
ruptcy or assignment for benefit of creditors of any licensed agent, 
upon approval of the director, the license may be transferred to a court 
appointed or court confirmed guardian, executor or administrator, re- 
ceiver, trustee, or assignee for the benefit of creditors, who may con- 
tinue to operate the activity under the license, subject to the provisions 
of chapter 7, Laws of 1982 2nd ex. sess. and these rules. 

(2) The person to whom a license is transferred hereunder must be 
otherwise qualified to hold a license. 

(3) The license following transfer shall be ((strbjcct-to-regular-re= 

)) void upon 
that person ceasing to hold such a court appointed or court confirmed 
position. 

(4) The director may condition the transfer of any license under this 
section upon the posting of a bond in such terms and conditions as the 
director may require. 

((€5}-Fhe-feefor—transfer—of theticense—umder—this-rate—shatt be 
$19:00-)) 


AMENDATORY SECTION (Amending Order 58, filed 6/4/84) 


WAC 315-04-132. CHANGE OF BUSINESS STRUCTURE, 
OWNERSHIP, OR OFFICERS. (1) Every change of business struc- 
ture of a person to whom a license has been issued must be reported to 
the lottery prior to the change. A change of business structure shall 
mean the change from one form of business organization to another, 
such as from sole proprietorship to partnership or corporation. 

((€3)) (2) Every substantial change of ownership of a person to 


whom a license has been issued must be reported to the lottery prior to 
the change. A substantial change of ownership shall mean the transfer 
of ten percent or more equity. 
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(3) Every change of officers of a person to whom a license has been 
issued must be reported to the lottery not later than ten days following 
the effective day of the change. 


(4) If such change involves the addition or deletion of one or more 
owners or officers, (( i 1 T T 
shaH—mot-be-sold—Im-thc-cevemt-+he-ncw-pcerson-wrishes-to-becomc-a-H= 
censed agent, that person shati submit- heense m and-fees 

hich the lottery wit process in accordance ith these rates 

2H obi is dne ae ii ot us sd Ads di Wn 
required;-however;)) the licensed agent shall submit a license applica- 
tion reflecting the change(s) and any other documentation the director 
may require. 

(5) If such change involves the addition of one or more owners or 
officers who does not have on file with the lottery a current "personal 
information form," each such owner or officer shall submit a "personal 


information form." The lottery shall assess a fee for a background 
check pursuant to WAC 315-04-070. 


AMENDATORY SECTION (Amending Order 41, filed 12/8/83) 


WAC 315-04-140 LICENSE NOT A VESTED RIGHT. (1) 
The possession of a license issued by the director to any person to act 
as a licensed agent in any capacity is a privilege personal to that per- 
son and is not a legal right. 

(2) The possession of a license issued by the director to any person 
to act as a licensed agent in any capacity does not entitle that person 
to sell tickets or obtain materials for any particular game. 


(( 
1 
contammg such terms and conditions as the director may ee prior 
te jl, renee to sett coop for-any a bes ind H for amy 
setttickets-shattatso-be-terminated-or-suspended:)) 
AMENDATORY SECTION (Amending Order 17, filed 3/11/83) 


WAC 315-04-200 DENIAL, SUSPENSION OR REVOCA- 
TION OF A LICENSE. The director may deny an application for or 
suspend or revoke any license issued pursuant to these rules for one or 
more of the following reasons: 

(1) Failure to meet or maintain the eligibility criteria for license ap- 
plication and issuance established by chapter 7, Laws of 1982 2nd ex. 
sess., or these rules; 

(2) Failure to account for lottery tickets received or the proceeds of 
the sale of tickets or to post a bond if required by the director or to 
comply with the instructions of the director concerning the licensed 
activity; 

(3) Failure to pay to the lottery any obligation when due; 

(4) Violating any of the provisions of chapter 7, Laws of 1982 2nd 
ex. sess., or these rules; 

((¢4}))) (5) Failure to file any return or report or to keep records re- 
quired by the director or by these rules; 

((€3)) (6) Failure to pay any federal, state or local tax or 
indebtedness; 

((€63)) (7) Fraud, deceit, misrepresentation or conduct prejudicial to 
public confidence in the lottery; 

((€3)) (8) If public convenience is adequately served by other 
licensees; 

((€8})) (9) Failure to sell a sufficient number of tickets to meet ad- 
ministrative costs; 

((€9)) (10) If there is a history of thefts or other forms of losses of 
tickets or revenue therefrom; 

((&93)) (11) If there is a delay in accounting or depositing in the 
designated depository the revenues from the ticket sales; 

((€44))) (12) Has violated, failed or refused to comply with any of 
the provisions, requirements, conditions, limitations or duties imposed 
by chapter 9.46 RCW (Gambling Act), or chapter 7, Laws of 1982 
2nd ex. sess., or when a violation of any provisions of chapter 7, Laws 
of 1982 2nd ex. sess., has occurred upon any premises occupied or op- 
erated by any such person or over which he or she has substantial 
control; 

((G25)) (13) Knowingly causes, aids, abets or conspires with anoth- 
er to cause any person to violate any of the laws of this state; 

((&33)) (14) Has obtained a license by fraud, misrepresentation, 
concealment or through inadvertence or mistake; 
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((€+4))) (15) Has been convicted of, or forfeited bond upon a charge 
of, or pleaded guilty to, forgery, larceny, extortion, conspiracy to de- 
fraud, wilful failure to make required payments or reports to a govern- 
mental agency at any level, or filing false reports therewith, or of any 
similar offense or offenses, or of bribing or otherwise unlawfully influ- 
encing a public official or employee of any state or the United States, 
or of any crime, whether a felony or misdemeanor, involving any gam- 
bling activity or physical harm to individuals or involving moral 
turpitude; 

((€45))) (16) Makes a misrepresentation of, or fails to disclose, a 
material fact to the commission or director on any report, record, ap- 
plication form or questionnaire required to be submitted to the com- 
mission or director; 

((€&6))) (17) Denies the commission or director or their authorized 
representatives, including authorized local law enforcement agencies, 
access to any place where a licensed activity is conducted, or fails to 
promptly produce for inspection or audit any book, record, document 
or item required by law or these rules; 

((&73)) (18) Is subject to current prosecution or pending charges, 
or a conviction which is under appeal, for any of the offenses indicated 
under subsection ((4+4)) (15) of this section: PROVIDED, That at 
the request of an applicant for an original license, the director may 
defer decision upon the application during the pendency of such prose- 
cution or appeal; 

((€k8))) (19) Has pursued or is pursuing economic gain in an occu- 
pational manner or context which is in violation of the criminal or civil 
public policy of this state if such pursuit creates probable cause to be- 
lieve that the participation of such person in lottery or gambling or re- 
lated activities would be inimical to the proper operation of an 
authorized lottery or gambling or related activity in this state. For the 
purposes of this section, occupational manner or context shall be de- 
fined as the systematic planning, administration, management or exe- 
cution of an activity for financial gain; 

((€k93)) (20) Is a career offender or a member of a career offender 
cartel or an associate of a career offender or career offender cartel in 
such a manner which creates probable cause to believe that the associ- 
ation is of such a nature as to be inimical to the policy of this state or 
to the proper operation of the authorized lottery or gambling or related 
activities in this state. For the purposes of this section, career offender 
shall be defined as any person whose behavior is pursued in an occupa- 
tional manner or context for the purpose of economic gain utilizing 
such methods as are deemed criminal violations of the public policy of 
this state. A career offender cartel shall be defined as any group of 
persons who operate together as career offenders; 

((€26})) (21) Failure to follow the instructions of the director for the 
conduct of any particular game or special event; 

((€249)) (22) Failure to follow security procedures of the director 
for the handling of tickets or for the conduct of any particular game or 
special event; or 

((€22})) (23) Makes a misrepresentation of fact to the purchaser, or 
prospective purchaser, of a ticket, or to the general public with respect 
to the conduct of a particular game or special event. 


REPEALER 


The following sections of the Washington Administrative Code are 
repealed: 


WAC 315-04-133 CHANGE OF OWNERSHIP. 
WAC 315-04-134. CHANGE OF OFFICERS. 


AMENDATORY SECTION (Amending Order 51, filed 2/7/84) 


WAC 315-10-030 INSTANT GAMES CRITERIA. (1) The 
price of an instant game ticket shall not be less than $1.00 and not 
more than $5.00. 

(2) Winners of an instant game are determined by the matching or 
specified alignment of the play numbers on the tickets. The ticket 
bearer must notify the lottery of the win and submit the winning ticket 
to the lottery as specified by the director. The winning ticket must be 
validated by the lottery through use of the validation number and/or 
any other means as specified by the director. 

(3) The total of all prizes available to be won in an instant game 
shall not be less than forty-five percent of the instant game's projected 
revenue. 

(4) The instant game shall pay out both lower tier prizes and higher 
tier prizes. Lower tier prizes are of less than $25.00. Higher tier prizes 
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are of $25.00 or more. The director shall determine the number of 
lower and higher tier prizes. 

(5) The length of operation of an instant game shall not exceed fif- 
teen weeks. The start date and closing date of the instant game shall 


be publicly announced. Licensed agents shall not sell any tickets prior 
to the start date of a game unless expressly authorized by the director. 
Licensed agents may continue to sell tickets for each instant game for 


up to fourteen days after the official end of game as authorized by 
WAC 315-10-060. 


(6) There is no required frequency of drawing or method of selection 
of a winner in an instant game. 

(7) At the director's discretion, an instant game may include a 
grand prize drawing(s). The criteria for the grand prize drawing shall 
be as follows: 

(a) Finalists for a grand prize drawing shall be selected in an elimi- 
nation drawing(s) from redeemed tickets meeting the criteria stated in 
specific game rules as determined by the director. Participation in the 
elimination drawing(s) shall be limited to such tickets which are actu- 
ally received and validated by the director on or before a date to be 
announced by the director. The director may reserve the right to place 
any semi-finalist whose entry was not entered in the elimination 
drawing(s) and who is subsequently determined to have been entitled 
to such entry into an elimination drawing of a subsequent instant 
game, and the determination of the director shall be final. 

(b) The number of prizes and the amount of each prize in the grand 
prize drawing(s) shall be determined by the director to correspond 
with the size and length of the instant game and to comply with sub- 
section (3) of this section. 

(c) The dates and times as well as the procedures for conducting the 
elimination drawing and grand prize drawing shall be determined by 
the director. 

(8) Procedures for claiming instant game prizes are as follows: 

(a) To claim an instant game prize of less than $25.00, the claimant 
shall present the winning ticket to the licensed agent from whom the 
ticket was purchased. The licensed agent shall verify the claim and, if 
acceptable, make payment of the amount due the claimant. In the 
event the licensed agent cannot verify the claim, the claimant shall fill 
out a claim form, as provided in WAC 315—06-120, which shall be 
obtained from the licensed agent and present the completed form, to- 
gether with the disputed ticket to the director. If the claim is validated 
by the director, a check shall be forwarded to the claimant in payment 
of the amount due. In the event that the claim is not validated by the 
director, the claim shall be denied and the claimant shall be promptly 
notified. 

(b) To claim an instant prize of $25.00 or more, the claimant shall 
complete a claim form, as provided in WAC 315—06-1 20, which is ob- 
tained from the licensed agent or the director and mail the completed 
form together with the winning ticket to the director. Upon validation 
by the director, a check shall be forwarded to the claimant in payment 
of the amount due, less any applicable federal income tax withholding. 
In the event that the claim is not validated by the director, the claim 
shall be denied and the claimant shall be promptly notified. 

(c) Any ticket not passing all the validation checks specified by the 
director is invalid and ineligible for any prize and shall not be paid. 
However, the director may, solely at his or her option, replace an 
invalid ticket with an unplayed ticket (or tickets of equivalent sales 
price from any other current game). In the event a defective ticket is 
purchased, the only responsibility or liability of the director shall be 
the replacement of the defective ticket with another unplayed ticket 
(or tickets of equivalent sale price from any other current game). 


AMENDATORY SECTION (Amending Order 51, filed 2/7/84) 


WAC 315-10-060 OFFICIAL END OF GAME. (1) The direc- 
tor shall announce the official end of each instant game. A player may 
submit a low-tier winning ticket to the licensed agent from whom the 
ticket was purchased or the lottery and a high-tier winning ticket to 
the lottery for prize payment up to one hundred and eighty days after 
the official end of game. In order to participate in a grand prize draw- 
ing a player must redeem a ticket which qualifies for entry into that 
grand prize drawing within the time limits set forth in chapter 315-11 
WAC governing the conduct of that specific game. 

(2) A licensed agent may continue to sell tickets for each instant 
game up to fourteen days after the official end of that game. 

(3) A licensed agent must return to the lottery unsold lottery tickets 
for each game within thirty days of the official end of that game in or- 
der to receive credit from the lottery as provided for in ((the)) direc- 
tor's instructions to licensed agents ((contract)) or the interlocal 
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cooperative agreement between the lottery and the state liquor control 
board. The lottery has no obligation to grant credit for tickets returned 
more than thirty days after the official end of game. 


AMENDATORY SECTION (Amending Order 64, filed 9/17/84) 


WAC 315-30-020 DEFINITIONS. (1) On-line game. A lottery 
game in which a player pays a fee to a lottery agent and selects a 
combination of digits, numbers, or symbols; type and amount of play; 
and drawing date and receives a computer generated ticket with those 
selections printed on it. The lottery will conduct a drawing to deter- 
mine the winning combination(s) in accordance with the rules of the 
specific game being played. Each ticket bearer whose valid ticket in- 
cludes a winning combination shall be entitled to a prize if claim is 
submitted within the specified time period. 

(2) On-line agent. A licensed agent authorized by the lottery to sell 


on-line tickets. On-line agents shall sell all lottery games including but 


not limited to instant game tickets offered by the lottery. 
(3) On-line ticket. A computer-generated ticket issued by an on- 


line agent to a player as a receipt for the combination a player has se- 
lected. That ticket shall be the only acceptable evidence of the combi- 
nation of digits, numbers, or symbols selected. On-line tickets may be 
purchased only from on-line agents. 

(4) Ticket distribution machine (TDM). The computer hardware 
through which an on-line agent enters the combination selected by a 
player and by which on-line tickets are generated and claims are 
validated. 

(5) Drawing. The procedure determined by the director by which 
the lottery selects the winning combination in accordance with the 
rules of the game. 

(6) Certified drawing. A drawing about which the lottery and an in- 
dependent certified public accountant attest that the drawing equip- 
ment functioned properly and that a random selection of a winning 
combination occurred. 

(7) Winning combination. One or more digits, numbers, or symbols 
randomly selected by the lottery in a drawing which has been certified. 

(8) Validation. The process of determining whether an on-line ticket 
presented for payment is a winning ticket. 

(9) Validation number. The twelve-digit number printed on the 
front of each on-line ticket which is used for validation. 

(10) Ticket bearer. The person who has signed the on-line ticket or 
who has possession of an unsigned ticket. 

(11) Metropolitan area. Benton, Clark, Franklin, King, Kitsap, 
Pierce, Snohomish, Spokane, Thurston, Whatcom, and Yakima coun- 
ties. (These geographic areas have been identified as the metropolitan 
statistical areas in the state of Washington by the Federal Committee 
on Standard Metropolitan Statistical Areas of the Office of Manage- 
ment and Budget.) 


AMENDATORY SECTION (Amending Order 44, filed 12/8/83) 


WAC 315-30-060 PAYMENT OF PRIZES BY ON-LINE 
AGENTS. (1) An on-line agent shall pay to the ticket bearer on-line 
game prizes of $600.00 or less for any validated claims presented 
within thirty days of the drawing to that on-line agent regardless of 
where the on-line ticket was purchased. These prizes shall be paid 
during all normal business hours of that on-line agent, provided, the 
on-line system is operational and claims can be validated. The on-line 


agent shall not charge the claimant any fee for payment of the prize or 
for cashing a business check drawn on the licensed agent's account. 


(2) An on-line agent may pay prizes in cash or by business check, 
certified check, or money order. An on-line agent that pays a prize 
with a check which is dishonored may be subject to suspension or re- 
vocation of its license, pursuant to WAC 315—04-200. 


AMENDATORY SECTION (Amending Order 66, filed 10/5/84) 


WAC 315-30-080 ON-LINE AGENT SELECTION CRITE- 
RIA. (1) The selection and distribution of on-line agents throughout 
the state will be based on: 

(a) The number of licensed agents in each of the regions identified 
in WAC 315-12—030, and then; 

(b) The potential for revenue generation, demographics, and public 
accessibility within that region. 

(2) An on-line license endorsement shall be issued only to a person 
who possesses a valid general license, provided, the director may issue 
an on-line endorsement to an agent who possesses a valid provisional 
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license if that agent is a new owner of a previously established on-line 
location. 

(3) In addition, the director shall consider the following factors in 
the selection of on-line agents. 

(a) Business and security considerations which include but are not 
limited to: (i) Instant game accounts receivable record, (ii) criminal 
history of owners and officers, (iii) history of criminal activity at the 
business establishment, (iv) past security problems, (v) credit rating as 
defined in WAC 315—30-090, (vi) licensing requirements, and (vii) 
history of administrative or regulatory actions. 

(b) Marketing considerations which include but are not limited to: 
(i) Customer traffic and sales volume, (ii) lottery—oriented consumers, 
(iii) market potential, and (iv) management commitment to lottery 
products. 

(4) The lottery will install approximately five hundred TDMs ini- 
tially with approximately fifty TDMs added each month for the first 
twelve months and approximately twenty-five TDMs per month there- 
after. The director shall determine the total number of TDM's to be 
installed throughout the state. In determining the order in which 
TDMs will be installed within a given geographic area, the following 
factors will be considered: 

(a) Demonstrated high-volume instant ticket sales; 

(b) High customer traffic; 

(c) Easy in and out access; 

(d) Management commitment to lottery products; and 

(e) Store traffic patterns relative to TDM placement. 

(5) The director may, after a TDM has been in operation for six 
months, order the removal of a TDM from an on-line agent location 
after considering marketing factors which include but are not limited 
to: 

(a) Accessibility of the on-line agent's place of business to the 
public; 

(b) Sufficiency of TDMs in the geographic area to provide public 
accessibility; and 

(c) A nonmetropolitan area on-line agent's average on-line sales 
volume over four consecutive weeks; or 

(d) A metropolitan area on-line agent's failure to meet the average 
on-line minimum sales volume requirement of two thousand five hun- 
dred dollars per week over four consecutive weeks. 

(6) The director may immediately discontinue a TDM's operation, 
order removal of a TDM from an on-line agent location, or take any 
other action authorized under WAC 315—04-200 in the event that the 
on-line agent: 

(a) Fails to comply with any rule established by the commission, any 
instruction issued by the director((; 

z )); 

(b) Tampers with or attempts to tamper with the TDM or on-line 
system; 

(c) Fails to make payment of a prize; or 

(d) Makes payment with a business check and the check is dishon- 
ored for any reason. 


AMENDATORY SECTION (Amending Order 51, filed 2/7/84) 


WAC 315-30-090 ON-LINE AGENT CREDIT CRITERIA. 
(1) The director shall deny an on-line license endorsement ((and-on- 
He—contract-addendum)) to any applicant whose credit is rated as 
poor or marginal as defined in this section. 

(2) The director shall require on-line applicants whose credit is rat- 
ed as minimum as defined in this section to obtain a surety bond or 
post cash in lieu of a bond under terms and conditions established by 
the director prior to issuance of the on-line license endorsement ((and 
on=hine-contract-addendum)). Such surety bond must be secured from 
a company licensed to do business in the state of Washington. The 
bond or cash shall be in the amount of seven thousand five hundred 
dollars unless the director determines a higher amount is required. 

(3) In the event the agent's credit is rated as poor or marginal sub- 
sequent to the issuance of the license endorsement ((and-contract-ad= 
dendum)) the director may: 

(a) Revoke or suspend an agent's on-line license endorsement 

((anc/or-terminate-an-agent's-on=tine-contraect-addendum)) and/or; 

(b) Require such an agent to secure a surety bond from a company 
licensed to do business in the state of Washington or post cash in lieu 
of a bond under terms and conditions established by the director. The 
surety bond or cash shall be in the amount of seven thousand five hun- 
dred dollars unless the director determines, based on sales volume and 
financial solvency of the agent, a higher amount is required. 
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(4) Credit ratings are defined as follows: 

(a) Business credit — includes currently reporting accounts payable 
and payment records up to six months prior to the lottery's credit 
check request. Accounts are evaluated by the percentage of the bal- 
ance outstanding in each of the following categories: Zero to thirty 
days, thirty—one to sixty days, sixty—one to ninety days, and ninety—one 
plus days. 

(i) A "poor" credit rating indicates that at least half of the accounts 
are in the sixty-one days and over categories. 

(ii) A "marginal" credit rating indicates that at least half of the ac- 
counts are in the thirty—one days and over categories. 

(iii) A "minimum" credit rating indicates the information is insuffi- 
cient for evaluation. 

(iv) An "acceptable" credit rating indicates that the majority of 
current accounts are in the zero to thirty days payment category. 

(b) Personal credit — includes current reporting personal accounts 
payable, including public financial record information up to seven 
years prior to the lottery's credit check request. A significant incident 
shall be defined as public record information which includes any lien, 
judgment, or bankruptcy or any similar incident which is publicly re- 
corded and reflects on the individuals willingness and ability to pay 
creditors. A numerical rating of "one" represents excellent credit. A 
numerical rating of "nine" represents involuntary collection. 

(i) A "poor" credit rating indicates at least half of the accounts are 
rated over "five", and/or the public record information indicates three 
or more significant incidents within the past three years. 

(ii) A "marginal" credit rating indicates that at least half of the ac- 
counts are rated over "three", and/or the public record information 
indicates one or more significant incidents within the past three years. 

(iii) A "minimum" credit rating indicates the information is insuffi- 
cient for evaluation. 

(iv) An "acceptable" credit rating indicates that the majority of the 
reporting accounts are rated under "three" and that there have been no 
significant incidents in the public record within the past three years. 


NEW SECTION 


WAC 315-06-035 INSTANT TICKET PURCHASE PRICE 
AND CONDITIONS. (1) The licensed agent's purchase price for 
each pack of instant tickets shall be the retail price of the pack less the 
value of the pack's low-tier prizes less the agent discount authorized 
pursuant to WAC 315-04-190. Licensed agents shall reimburse the 
lottery for each low-tier prize payment made by the lottery for win- 
ning tickets purchased from the licensed agent. 

(2) Licensed agents shall make payment to the lottery by business 
check, cashier's check, certified check, or money order. The director 
may designate the form of payment. 

(3) The director shall establish payment terms for purchase of in- 
stant tickets and shall issue instructions for such payments to licensed 
agents. 


NEW SECTION 


WAC 315-11-150 DEFINITIONS FOR INSTANT GAME 
NUMBER 15 ("JOKERS WILD"). (1) Play symbols: The follo ing 
are the "play symbols:" "9," "10," "J," "Q," "K," "A," and " 

One of these play symbols appears under each of the six rub-off Spots 
on the front of the ticket. 

(2) Validation number: The unique nine-digit number on the lower 
right portion of the front of the ticket. The number is covered by latex 
which is overprinted "VOID IF REMOVED". 

(3) Pack-ticket number: The ten-digit number of the form 
5000001—000 printed on the front of the ticket. The first seven digits of 
the pack-ticket number for Instant Game Number 15 constitute the 
"pack number" which starts at 5000001; the last three digits constitute 
the "ticket number" which starts at 000 and continues through 399 
within each pack of tickets. 

(4) Captions: The small printed characters appearing below each 
play symbol which verifies and corresponds with that play symbol. The 
caption is a spelling out, in full or abbreviated form of the play symbol. 
One and only one of these captions appears under each play symbol. 
For Instant Game Number 15, the captions which correspond with and 
verify the play symbols are: 
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PLAY SYMBOL CAPTION 

9 NINE 
10 TEN 
J JACK 
Q QUEN 
K KING 
A ACE 

2 JOKR 


(5) Agent verification codes: Codes consisting of small letters found 
under the removable covering on the front of the ticket which the li- 
censed agent uses to verify instant winners below $25. For Instant 
Game Number 15, the agent verification code is a three-letter code, 
with each letter appearing in a varying three of five locations beneath 
the removable covering and among the play symbols on the front of the 
ticket. The agent verification codes used by the licensed agent to verify 
lower tier prizes are: 


VERIFICATION CODE PRIZE 
TIC FREE TICKET 
TWO $2.00 
FIV $5.00 


(6) Pack: A set of four hundred fanfolded instant game tickets sep- 
arated by perforations and packaged in a plastic bag or plastic 
shrinkwrapping. 


NEW SECTION 


WAC 315-11-151 CRITERIA FOR INSTANT GAME NUM- 
BER 15. (1) The price of each instant game ticket shall be $1.00. 

(2) Determination of prize winning tickets: An instant prize winner 
is determined in the following manner: 

(a) The bearer of a ticket having the following play symbols in any 
three of the six spots beneath the removable covering on the front of 
the ticket shall win the following prize: 


Three 9s or two 9s and one R - Win one free ticket 


Three 10s or two 10s and onc 2? - Win $2.00 
Three Js or two Js and one @ - Win $5.00 
Three Qs or two Qs and onc R - Win $50.00 
Three Ks or two Ks and one - Win $1,000 
Three As or two As and one - Win $50,000 


(b) In any event, only the highest instant prize amount meeting the 
standards of (a) of this subsection will be paid on a given ticket. 

(3) No portion of the display printing nor any extraneous matter 
whatever shall be usable or playable as a part of the instant game. 

(4) The determination of prize winners shall be subject to the gen- 
eral ticket validation requirements of the lottery as set forth in WAC 
315-10-070, to the particular ticket validation requirements for In- 
stant Game Number 15 set forth in WAC 315-11-152, to the confi- 
dential validation requirements established by the director, and to the 
requirements stated on the back of each ticket. 

(5) Instant prize winning tickets shall be redeemed in the manner 
set out on the back of the ticket and in the player's brochure. 

(6) Grand prize drawing for Instant Game Number 15: The grand 
prize drawing process shall be conducted as follows: 

(a) There will be preliminary drawings from entries containing five 
valid nonwinning "JOKER'S WILD" tickets conducted at dates, times, 
places, and in a manner to be announced by the director. 

(b) The director shall establish the procedure for the conduct of the 
preliminary drawings and the grand prize drawing. 

(c) Fifty names will be selected in each of five preliminary drawings. 
In each drawing, one will be named a finalist in the grand prize draw- 
ing and forty-nine will receive a prize of $1,000. 

(d) To be eligible for entry into a preliminary drawing, an entrant 
must: 

(1) Be eligible to win a prize pursuant to chapter 67.70 RCW and 
Title 315 WAC. 

(ii) Collect five valid nonwinning "JOKER'S WILD" instant game 
tickets. A valid nonwinning ticket is a ticket which meets all the re- 
quirements of these rules and regulations but which does not otherwise 
qualify for any other prize established in this section. 

(iii) Write or print legibly, the entrant's name and address on the 
back of at least one of the five tickets or on a separate sheet of paper. 
An entry containing more than one name and/or address shall be 
disqualified. 

(iv) Place the five tickets in a single envelope. An envelope which 
contains extraneous material or which has had the exterior altered for 
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the apparent sole purpose of making the envelope more prominent shall 
be disqualified. 

(v) Mail the envelope with proper postage and a legible return ad- 
dress of the entrant to the address specified on the back of the ticket 
and in the player's brochure ("JOKER'S WILD" Grand Prize Drawing, 
Tacoma, WA 98450), or deliver it in person during normal business 
hours to: 


Office of the Director 
Washington State Lottery 
600 Park Village Plaza 

1200 Cooper Point Road SW 
Olympia, WA 


(e) There is no limit to the number of entries a person may submit, 
but each entry must be submitted in a separate envelope and both the 
entry and the entrant of each must meet the qualifications set forth 
above. 

(f) Entries received by the lottery by 9:00 a.m. local time on the day 
of a preliminary drawing shall be entitled to participation in that 
drawing; except for the final preliminary drawing for which entries 
must be received no later than fourteen days after the announced end 
of game. The director reserves the right to place an entry which was 
entitled to, but which was not entered into a drawing, into a subse- 
quent preliminary drawing. The deadline for entry and the date of 
preliminary drawings may vary at the discretion of the director. 

(g) An entry which contains one or more stolen tickets may be dis- 
qualified by the director. 

(h) A nonconforming entry, at the sole discretion of the director, 
may be disqualified. 

(i) The lottery shall not be responsible for any other material, in- 
cluding winning tickets, mailed or delivered to the "JOKER'S WILD" 
grand prize drawing. All mail not drawn will be incinerated unopened. 

(7) There will be one grand prize drawing for Instant Game Num- 
ber 15. It will be conducted at a time and place and pursuant to pro- 
cedures to be established and announced by the director. The prizes 
awarded at the grand prize drawing will be: First prize, $50,000 a year 
for life, with the prize payment starting at age eighteen or older, and 
with a minimum of $1,000,000 guaranteed; second prize, $50,000; 
third prize $25,000; fourth and fifth prizes, $10,000 each. In the event 
that an entry is not included in the preliminary grand prize drawing 
process and the director determines that the entry was entitled to par- 
ticipation in the process, the director reserves the right to place that 
entry into a subsequent preliminary grand prize drawing process. 

(8) Notwithstanding any other provisions of these rules, the director 
may: 

(a) Vary the length of Instant Game Number 15 and/or 

(b) Vary the number of tickets sold in Instant Game Number 15 in 
a manner that will maintain the estimated average odds of purchasing 


. a winning ticket. 


NEW SECTION 


WAC 315-111-1532. TICKET VALIDATION REQUIREMENTS 
FOR INSTANT GAME NUMBER 15. (1) In addition to meeting all 
other requirements in these rules and regulations, to be a valid instant 
game ticket for Instant Game Number 15 all of the following valida- 
tion requirements apply. 

(a) Exactly one play symbol must appear under each of the six rub- 
off spots on the front of the ticket. 

(b) Each of the six play symbols must have a caption below and 
each must agree with its caption. 

(c) The display printing and the printed numbers, letters, and sym- 
bols on the ticket must be regular in every respect and correspond pre- 
cisely with the artwork on file with the director. The numbers, letters, 
and symbols shall be printed as follows: 


Play Symbol 

Captions 

Pack-Ticket Number 
Validation Number 
Agent Verification Code 


Mead 20 Point Crew font 
Mead 5 x 11 Matrix font 
OCR-A Size 1 Condensed font 
OCR-A Size 1 Condensed font 
Mead 7 x 12 Matrix font 


(d) Each of the play symbols and their captions, the validation 
number, pack-ticket number and the agent verification code must be 
printed in black ink. 

(e) Each of the play symbols must be exactly one of those described 
in WAC 315-11-150(1) and each of the captions must be exactly one 
of those described in WAC 315-11—150(4). 
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(2) Removal of part or all of the latex overprinted "VOID IF RE- 
MOVED" covering of the validation number will not invalidate an 
otherwise valid ticket. 

(3) Any ticket not passing all the validation requirements in WAC 
315-10-070 and subsection (1) of this section is invalid and ineligible 
for any prize. 


WSR 85-05-059 
PROPOSED RULES 
DEPARTMENT OF 
SOCIAL AND HEALTH SERVICES 
(Public Assistance) 

[Filed February 20, 1985] 


Notice is hereby given in accordance with the provi- 
sions of RCW 34.04.025, that the Department of Social 
and Health Services intends to adopt, amend, or repeal 
rules concerning food stamps, amending chapter 388—54 
WAC; 

that the agency will at 10:00 a.m., Wednesday, March 
27, 1985, in the Auditorium, Office Building #2, 
Olympia, Washington, conduct a public hearing on the 
proposed rules. 

The formal decision regarding adoption, amendment, 
or repeal of the rules will take place on April 3, 1985. 

The authority under which these rules are proposed is 
RCW 74.04.510. 

The specific statute these rules are intended to imple- 
ment is RCW 74.04.510. 

Interested persons may submit data, views, or argu- 
ments to this agency in writing to be received by this 
agency before March 27, 1985. 

Correspondence concerning this notice and proposed 
rules attached should be addressed to: 

David A. Hogan, Director 

Division of Administration and Personnel 
Department of Social and Health Services 
Mailstop OB 14 

Olympia, WA 98504 

Interpreters for people with hearing impairments and 
brailled or taped information for people with visual im- 
pairments can be provided. Please contact Administra- 
tive Regulations Section, at State Office Building #2, 
12th and Franklin, Olympia, WA, phone (206) 753— 
7015 by March 13, 1985. The meeting site is in a loca- 
tion which is barrier free. 

Dated: February 20, 1985 
By: David A. Hogan, Director 
Division of Administration and Personnel 


STATEMENT OF PURPOSE 


This statement is filed pursuant to RCW 34.04.045. 

Re: Amending WAC 388—54—675, Work registra- 
tion— Voluntary quit. 

The Purpose of the Rule Changes: To increase the 
number of referrals to food stamp job search. Voluntary 
quit is amended to include recipients. 

The Reason These Rules are Necessary: Changes are 
required by federal regulation. 

Statutory Authority: RCW 74.04.510. 

Summary of the Rule Changes: Single parents with 
children six and above will be referred to job search. 
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(The age of the children was twelve.) Failure to comply 
with Title IV—A work requirement shall be considered 
failure to comply with food stamp job search. Sanctions 
for voluntarily quitting a job are extended to recipient 
households. Individuals striking against government en- 
tities will be considered to have quit a job without good 
cause. 

Person Responsible for the Drafting, Implementation 
and Enforcement of the Rule Change: Dana Beck, Pro- 
gram Manager, Division of Income Assistance, mailstop 
OB 31C, phone 753-4912. 

These rules are necessary as a result of federal law, 
amendments to 7 CFR 272 and 273 published in the 
Federal Register on October 3, 1984, beginning on page 
39035. 


AMENDATORY SECTION (Amending Order 1956, filed 4/6/83) 


WAC 388-54-675 WORK REGISTRATION ((REQUIRE- 
MENT)) AND JOB SEARCH. (1) Each individual between the ages 
of eighteen and sixty is required to register for employment ((prior-to)) 
at certification((;)) and once every ((six)) twelve months ((after-ini- 
trat)) thereafter. A child reaching age eighteen during a certification 
period shall be registered for work during the next recertification 
process. 

(2) The following people are exempt from work registration((; 
except): 

(a) A person physically or mentally unfit for employment; 

(b) A parent((;)) or other member of the household((;)) having re- 
sponsibility for the care of a dependent child under ((twetve)) six years 
of age or of an incapacitated person((;)). 

If the child has his or her ((twetfth)) sixth birthday within a certifi- 
cation period, the individual responsible for the care of the child shall 
fulfill the work registration requirement ((zs-part-of)) at the next 
((scheduted)) recertification ((proeess)), unless the individual qualifies 
for another exemplion. 

(c) ((A-parent;or-other-caretaker_of-a-chitd inder-cighteen-years-of 
work-oris-exemptas-2 tesuit-of employment; 

€d3)) A person receiving unemployment compensation (UC), or a 
person ((who-has-apptied)) applying for((;)) but not yet ((begurrtore- 

7 but-has-registered-for 


ceive)) receiving unemployment compensation((; 
4 a om): 


((&3)) (d) A household member subject to and participating in the 


work incentive program (WIN), community work and training pro- 
gram (CWEP), or employment and training (E&T) programs; 
( - - 


unemployment-compensation—and-fait to-compty—with the work regis: 
: : tt -shat bedenied food 


((€0)) (e) A person employed((;)) or self-employed((;)) at least 
thirty hours per week, or receiving weekly earnings equal to the federal 
minimum wage, multiplied by thirty ((hours)); 

((€9)) (f) A student enrolled at least half time in any recognized 
school, training program or institution of higher education provided 
((that)) those students enrolled in higher education have met the eligi- 
bility conditions in WAC 388—54—670; 

((&3)) (g) A regular participant in a drug addiction or alcoholic 
treatment and rehabilitation program; 

(& À : A : 

Beati sod —Fhis-child-shait-faifli-t à A : i 
ment-as-part-of-the-next-scheduled-recertification-process;-untess-the 

63)) (h) A person complying with work requirements imposed as a 
participant in any refugee ((resetttement)) program ((imehrding—but 
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((&3)) (i) A migrant or seasonal farmworker under contract or 
similar agreement with an employer to begin employment within thirty 
days; 


ee CUIU EU sys nki 
mrines-to-be-questronabte:)) 


((€23)) (3) The department shall provide work registration forms to 
the applicant for each household member required to register ((for 
emptoyment)). Household members are registered when a completed 
work registration form is submitted to the department. ((Fhe-depart- 


service:)) j w" 
((@9)) (4) The applicant's statement concerning the employability 
of each member of the household shall be accepted unless the infor- 


mation is questionable. The department shall verify any claim for ex- 
emption it determines questionable. 

(5) Persons required to register for work are subject to job search. 
Persons subject to job search are required to: 

(a) Contact as required by the job service center (JSC) up to twen- 
ty-four prospective employers during an eight-week or two four-week 
period or periods of mandatory job search each time they are entered 
into the food stamp program or each twelve months, whichever occurs 
Sooner; 

(b) Report at a prescheduled time to the JSC on the result of all job 
contacts twice during the eight-week period; 

(c) Comply with JSC follow-up interviews. 


((€4})) (6) Each member required to register for employment shall 
also be required to: 

(a) Report for an interview to the ((officeewhere-he-or-she-is-cregis- 

) JSC; 

(b) Respond to a request from the ((employment-service—office)) 
JSC requiring supplemental information regarding employment status 
or availability for work; 

(c) Report to an employer to whom ((he-or-she-has-been)) referred 
by ((such-offtee)) the JSC, if the potential employment is suitable; 

(d) Accept a bona fide offer of suitable employment to which ((he-or 
she-is)) referred by ((such-office)) the JSC; 

(e) Continue suitable employment to which ((the-registrant—was)) 
referred ((by-such-officectmtil-thecemptoyment-tis-modonger-considered 


n u 


ability of employment shall be determined by the JSC. 

((@))) (7) If ((thc-dcpartment-fmds)) a household member ((re= 
fused)) refuses or ((fatted)) fails to comply with the work registration 
or job search requirements without good cause, the household shall be 
ineligible for participation in the program, until the member ((comr 
pties)) moves from the household, becomes exempt, or, for two months, 


whichever is earlier. Any new household containing this member shall 


be disqualified. 
« mi H i H H H * 


)). Suit- 


(a) The JSC shall determine whether good cause existed for failure 
to comply. Facts and circumstances considered include information 
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from the household member, employer, and the JSC. Good cause in- 
cludes circumstances beyond the member's control, such as but not 
limited to, illness, illness of another household member requiring the 
presence of the member, a household emergency, unavailability of 
transportation, or the lack of adequate child care for children having 
reached age six but under age twelve. 

(b) A household member exempt from work registration because he 
or she was registered for work under WIN, E&T, CWEP, or UC and 
failing to comply with a WIN, E&T, CWEP, or UC requirement 
comparable to a food stamp work registration or job search require- 
ment shall be treated as though the member had failed to comply with 
the corresponding food stamp requirements. 

(c) When the CSO learns a household member has refused or failed 
without good cause to comply with such a requirement, the CSO shall 
determine whether the requirement was comparable. The WIN, E&T, 
CWEP, or UC requirement shall not be considered comparable if it 
places responsibilities on the household exceeding those imposed by the 
food stamp work registration requirements. 

(d) When the CSO determines the requirement is comparable, the 
entire household shall be disqualified. A household shall not be dis- 
qualified from participation if the noncomplying member meets one of 
the work registration exemptions. Household members failing to com- 
ply with a noncomparable WIN, CWEP, E&T, or UC requirement 

shall lose their exemption and must register for work. 

(8) ((Emptoyment-shati-be-constdered-stuitable-untess-the-houschotd 
member-can-demonstrate-or-the-department-otherwisccbecomes-rware 


)) Each household has a 
right to a fair hearing to appeal a denial, reduction, or termination of 
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benefits due to a determination of nonexempt status or failure to com- 
ply with work registration and job search requirements for determina- 
tion of noncompliance with a comparable WIN, CWEP, E&T, or UC 
work requirement. 

Within ten days of receipt of notice of failure to comply, provide the 
household with notice of adverse action. The notice shall contain the 
proposed period of disqualification and shall specify the household may 


reapply at the end of the disqualification period. 
((&9))) (9) At the end of the two-month disqualification period, a 


household may apply to reestablish eligibility. Eligibility may be rees- 
tablished during the disqualification period if the reason for disqualifi- 
cation is corrected. 

((€&FD)) (10) A registrant moving out of the jurisdiction of the 

)) JSC office with which 
he or she is registered must reregister at his or her new location. 

((€42})) (11) Persons losing exemption status due to any change of 
circumstance: 

(a) Subject to reporting requirements shall register for work; the 
work registration report form shall be completed and returned within 
ten calendar days of the date the department hands or mails the form 
to the household member reporting the change. Failure to complete 
and return the form within that period shall result in termination of 
the household; 

(b) Not subject to reporting requirements shall register for employ- 
ment at the household's next recertification. 

((€33)) (12) The household shall be held liable for any overissu- 
ances ((whreh-resuit)) resulting from erroneous information given by 
the household member or the houschold's authorized representative. 


AMENDATORY SECTION (Amending Order 1558, filed 10/20/80) 


WAC 388-54-677  ((WNORK—REGISTRATION—)) VOLUN- 
TARY QUIT. No applicant or recipient household whose primary 
wage earner voluntarily quit ((hrs/her)) his or her most recent job 
without good cause shall be eligible for participation in the program 


( : 
(1) (QWrerz-houschold-files-an-applicatron;-the-department-shal 
determine: 


t2) Voluntary quit applies if any currently unemployed household 
member ((who-is)) required to register for full-time work has quit 
(Chisfher)) his or her most recent job without good cause within the 


last sixty days((:)) and the employment involved twenty hours or more 
weekly or provided weekly earnings equal to federal minimum wage 
multiplied by twenty. 

(a) An employee of the federal, state, or local government partici- 
pating in a strike against such government and dismissed from that job 
because of participation in a strike, shall be considered to have volun- 


tarily quit a job without good cause. 
(b) Changes in employment status ((that-resuit)) resulting from re- 


ducing hours of employment, while working for the same employer, 
terminating a self-employment enterprise, or resigning from a job at 
the demand of the employer will not be considered as a voluntary quit 
for purpose of this subsection. 

((€&3)) (2) ((1£)) Voluntary quit applies to ((that-member-is)) the 
household's primary wage earner. The primary wage earner shall be 
that household member age eighteen or. over ((who-was)) acquiring the 
greatest amount of earned financial support for the household at the 
time of the quit((;)). 

((€e})) (3) The CSO determines if the voluntary quit was ((with 


or)) without good cause. See WAC 388—54-675(8) for explanation of 
good cause. 


((€23)) (4) If the quit is without good cause, the household's appli- 
cation ((for—partierpation)) shall be denied for a period of ((two 
months)) ninety days beginning with the ((month—of-quit)) day of 
application: 

((€a})) The household shall be advised of the reason for the denial 
((znd-of3its)), period of disqualification, rights to reapply ((and7or)), 
and right to request a fair hearing((:)). 

(5) If the quit without good cause occurs in a participating house- 
hold, provide notice of adverse action to the household within ten days 
of the determination of voluntary quit. A participating household shall 
be disqualified for three months. Those households leaving the program 
before the sanction can be imposed shall receive the sanction when the 
household reapplies. The adverse action notice shall be the same as for 
an applicant household. If a participating household requests a fair 
hearing to appeal the sanction and the CSO is upheld, the sanction will 
begin the first of the month after the hearing decision is rendered. 
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((€53)) (6) If an application for participation in the food stamp pro- 
gram is filed in the ((seeond)) third month of disqualification, the de- 


partment shall use the same application for the denial of benefits in the 
remaining month of disqualification and certification for any subse- 
quent ((monthfs})) month or months if all other eligibility criteria are 
met. 


(((3-P f i : E inthe-fot 


€5})) (2) The department shall request verification of the house- 
hold's statements only to the extent ((that)) the information given by 
the household is questionable: 

(a) The primary responsibility for providing verification rests with 
the household; 

(b) If it is difficult or impossible for the household to obtain docu- 
mentary evidence in a timely manner, the department shall offer as- 
sistance to the household to obtain the needed verification; 

(c) Acceptable sources of verification include but are not limited to 
the previous employer, employee association, union representatives and 
grievance committees or organizations; 


(d) ((Whenever-documentary-evidence-cammot-be-obtaincd; the dex 


€&)) The department is responsible for obtaining verification from 
acceptable collateral contacts provided by the household; 

((€)) (e) If the household and department are unable to obtain re- 
quested verification ((fromthese-or-other-sourees)) because the cause 
for the quit resulted from circumstances that for good reason cannot 


be verified((;-strch-as-a-resigration-from-employment-duc-to-diserimr 
rration-practices-cor-unrcasonable-demands-by-ar-cemployer;-or-because 
the-emptoyer-cannot-be-tocated)), the household will not be denied ac- 


cess to the program. 


NEW SECTION 


WAC 388-54-679 STRIKERS. (1) A striker shall be anyone in- 
volved in a strike or concerted stoppage of work by employees (includ- 
ing a stoppage by reason of the expiration of a collective—bargaining 
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agreement) and any concerted slowdown or other concerted interrup- 
tion of operations by employees. Any employee affected by a lockout 
shall not be deemed to be a striker. An individual going on strike who 
is exempt from work registration the day prior to the strike, other than 
those exempt solely on the grounds they are employed, shall not be 
deemed to be a striker. Examples of nonstrikers are: 

(a) Employees whose workplace is closed by an employer in order to 
resist demands of employees (e.g., a lockout). 

(b) Employees unable to work as a result of striking employees (e.g., 
truck drivers not working because striking newspaper pressmen prevent 
newspapers from being printed); and 

(c) Employees not part of the bargaining unit on strike not wanting 
to cross a picket line due to fear of personal injury or death. 

(2) Households with striking members shail be ineligible to partici- 
pate in the food stamp program unless the household was eligible for 
benefits the day prior to the strike and is otherwise eligible at the time 
of application. However, such a household shall not receive an in- 
creased allotment as the result of a decrease in the income of the 
striking member or members of the household. 

(3) Prestrike eligibility shall be determined by considering the day 
prior to the strike as the day of application and assuming the strike did 
not occur. 

(4) Eligibility at the time of application shall be determined by 
comparing the striking member's income before the strike to the 
striker's current income and adding the higher of the two to the cur- 
rent income of nonstriking members during the month of application. 

To determine benefits, deductions shall be calculated for the month 
of application as for any other household. 

Whether the striker's prestrike earnings are used or his or her cur- 
rent income is used, the earnings deduction shall be allowed if appro- 
priate. Strikers whose households are eligible shali be subject to the 
work registration requirements unless exempt. 


REPEALER 


The following section of the Washington Administrative Code is 
repealed: 
WAC 388-54-678 JOB SEARCH REQUIREMENT. 
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Table of WAC Sections Affected 


KEY TO TABLE 


Symbols: This table covers the current calendar year through this issue of the 
AMD = Amendment of existing section Register and should be used to locate rules amended, adopted, or re- 
NEW = Nev section not previously codified pealed subsequent to the publication date of the latest WAC or 

OBJEC = Notice of objection by Joint Administrative Rules Supplement. 


Review Committee : ; 
WAC # shows the section number under which an agency rule is or 


= isti ti ; l s e . 
READOPT = Koi or excite eb will be codified in the Washington Administrative Code. 
= i i i n ; 
E e DUUM ° WSR # shows the issue of the Washington State Register where the 
REVIEW - Review Bes previously adopted rule document may be found; the last three digits show the sequence of the 
STMT - Statement regarding previously adopted rule document within the issue. 
Suffixes: 
-P Proposed action 


-C = Continuance of previous proposal 
= Emergency action 

-W = Withdrawal of proposed action 
No suffix means permanent action 


WAC j WSR # WAC # WSR # WAC # WSR # 
4-25-040 AMD-P 85—02—-066 106—120—007 NEW-P 85-03-086 132E-116-028 REP 85—04—003 
4-25-140 AMD-P 85-02-066 106-120-010 REP-P 85—03-086 132E-116-032 REP 85—04—003 
4-25-260 REP-P 85-02-066 106-120-011 REP-P 85—-03-086 132E-116-036 REP 85—04—003 

16-42 AMD-C 85-03-061 106-120-013 REP-P 8503-086 132E-1 16—040 REP 85-04-003 
16-231-413 NEW-P 85-03-101 106-120-020 REP-P 85-03-086 132E-116-044 REP 85-04—003 
16-231-613 NEW-P 85-03-101 106-120-021 NEW-P 85-03-086 132E-116-048 REP 85-04—003 
16-231-615 AMD-P 85-03-101 106-120-022 NEW-P 85—03-086 132E-116-052 REP 85-04—003 
16-400—007 NEW-P 85-03-089 106-120-023 NEW-P 85-03-086 132E-116-056 REP 85-04—003 
16-400—020 REP-P 85-03-089 106-120-024 NEW-P 85-03-086 132E-116-060 REP 85-04-003 
16-409-015 AMD-P 85-03-090 106-120-025 NEW-P 85-03-086 132E-1 16—064 REP 85-04—003 
16-409-020 AMD-P 85-03-090 106-120-026 NEW-P 85—03-086 132E-1 16-068 REP 85-04—003 
16-409-030 AMD-P 8503-090 106-120-027 NEW-P 8503-086 132E-116-072 REP 85-04-003 
16-409-035 AMD-P 85-03-090 106-120-028 NEW-P 85-03-086 132E-1 16-076 REP 85-04-003 
16—409—060 AMD-P 85-03-090 106-120-030 REP-P 85-03-086 132E-116-080 REP 85-04-003 
16-409-065 AMD-P 85-03-090 106-120-031 REP-P 8503-086 132E-116-084 REP 85-04-003 
16-409-070 AMD-P 8503-090 106-120-032 REP-P 8503-086 132E-116-088 REP 85-04—003 
16-409-075 AMD-P 85-03-090 106-120-033 NEW-P 85-03—-086 132E-116—092 REP 85-04-003 
16-409-085 AMD-P 85-03-090 106-120-040 REP-P 85-03-086 132E-116—096 REP 85—-04—003 
16-409-120 REP-P 85-03-090 106-120-041 REP-P 85-03-086 132E-116-100 REP 85-04-003 
16-555-010 NEW-P 85-05-038 106-120-042 REP-P 85-03-086 132E-116-104 REP 85—04—003 
16-555-020 NEW-P 85-05-038 106—120—043 REP-P 85-03—086 132E-116-108 REP 85—04—003 
16-555-030 NEW-P 85-05-038 106-120-050 REP-P 85-03-086 132E-116-112 REP 85-04—003 
16-555-040 NEW-P 85-05-038 106-120-051 REP-P 85-03-086 132E-116-116 REP 85—04—003 
16-555-041 NEW-P 85-05-038 106-120-053 REP-P 85-03-086 132E-116-120 REP 85—04—003 
16-555-050 NEW-P 85-05-038 106-120-055 REP-P 85-03-086 132E-116-124 REP 85-04-003 
16-555-060 NEW-P 85-05-038 106-120-056 REP-P 85-03-086 132R-128-010 REP-P 85—05—007 
16-555-070 NEW-P 85-05-038 106-120-057 REP-P 85—-03—086 132R-128-020 REP-P 85—05—007 
16-555—080 NEW-P 85-05-038 106-120-058 REP-P 85-03-086 132R-128-030 REP-P 85—05—007 
16-560—06001 AMD-P 85-02-054 106-120-060 REP-P 85-03-086 132R-128—040 REP-P 85-05—007 
16-750-010 AMD-P 85-03-102 106-120-061 REP-P 85-03-086 132R-128-050 REP-P 85—05—007 
51-10 AMD-P 85-02-055 106-120-062 REP-P 85-03-086 132R-128-060 REP-P 85—05—007 
51-10 AMD 85-03-095 106-120-064 REP-P 85-03-086 132R-128-070 REP-P 85-05—007 
67—25-005 AMD-P 85-03-081 106-120-066 REP-P 85-03-086 132R-128-080 REP-P 85-05-007 
67-25-257 NEW-P 85-03-081 106-120-131 NEW-P 85-03-086 132R-128—090 REP-P 85-05-007 
67-25-420 AMD-P 85-03-081 106-120-132 NEW-P 85-03-086 132R-128-100 REP-P 85-05—007 
100-100-010 NEW 85-03-011 106-120-143 NEW-P 85—-03—086 132R-128-110 REP-P 85—05—007 
100-100-020 NEW 85-03-011 106-120-200 REP-P 85-03-086 132R-128-120 REP-P 85-05—007 
100-100-030 NEW 85-03-011 106-120-210 REP-P 85-03-086 132R-128-121 REP-P 85—05—007 
100-100-040 NEW 85-03-011 106-120-220 REP-P 85-03-086 132R-128-122 REP-P 85—05—007 
100-100-050 NEW 85-03-011 106-120-230 REP-P 85-03-086 132R-128-130 REP-P 85-05-007 
100-100-060 NEW 85-03-011 106-120-240 REP-P 85-03—086 132R-180-010 REP-P 85-05—007 
100-100-070 NEW 85-03-011 106-120-250 REP-P 85-03-086 132R-180-020 REP-P 85—05—007 
100-100-070 AMD-P 85-04-063 106-120-700 REP-P 85-03-086 132R-180-030 REP-P 85-05-007 
100-100-080 NEW 85-03-0111 106-120-800 REP-P 85-03-086 132R-180—-040 REP-P 85-05-007 
100-100-090 NEW 85-03-011 106-120-900 REP-P 85-03-086 132R-180-050 REP-P 85—05—007 
100-100-100 NEW 85-03-011 132B-122-010 NEW-P 85-04—051 132R-180-060 REP-P 85—05—007 
100-100-100 AMD-P 85—04—063 132E-116-001 REP 85-04-003 132R-180-070 REP-P 85-05—007 
106-120 AMD-P 85-03-086 132E-1 16—004 REP 85-04-003 132R-180-080 REP-P 85-05-007 
106-120-001 REP-P 85-03—086 132E-116-008 REP 85—04—003 132R-180-090 REP-P 85—05—007 
106—120—003 NEW-P 85-03-086 132E-116—012 REP 85—04—003 137-28—030 AMD-P 85—05—048 
106-120-004 NEW-P 85-03-086 132E-116-016 REP 85-04-003 137-52-005 NEW-P 85-03-104 
106-120-005 NEW-P 85-03—086 132E-116-020 REP 85-04-003 137-52-010 NEW-P 85—03-104 
106-120-006 NEW-P 85-03-086 132E-116-024 REP 85—04—003 137-52-015 NEW-P 85-03-104 
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137-52-020 NEW-P 85-03-104 
137-52-025 NEW-P 85-03-104 
137-52-030 NEW-P 85-03-104 
137-52-035 NEW-P 85-03-104 
137-52-040 NEW-P 85-03-104 
137-52-045 NEW-P 85-03-104 
137-52-050 NEW-P 85-03-104 
137-54-010 NEW-P 85-02-067 
137-54-010 NEW 85-05-019 
137-54-020 NEW-P 85-02-067 
137-54-020 NEW 85-05-019 
137-54-030 NEW-P 85-02-067 
137-54-030 NEW 85-05-019 
137-54—040 NEW-P 85-02-067 
137-54-040 NEW 85-05-019 
137-60-020 AMD 85-04-015 
137-70-060 AMD-P 85-05-103 
137-70-070 AMD-P 85-03-103 
139-04-010 AMD-P 85-03-076 
139-08-005 AMD-P 85-03-077 
139-08-010 REP-P 85-03-077 
139-08-020 REP-P 85-03-077 
139-08-030 REP-P 85-03-077 
139-08-040 AMD-P 85-03-077 
139-08-060 REP-P 85-03-077 
139-08-090 AMD-P 85-03-077 
139-08-130 AMD-P 85-03-077 
139-08-150 AMD-P 85-03-077 
139-08-240 AMD-P 85-03-077 
139-08-270 AMD-P 85-03-077 
139-08-280 AMD-P 85-03-077 
139-08-290 AMD-P 85-03-077 
139-08—320 AMD-P 85-03-077 
139-08-330 AMD-P 85-03-077 
139-08-350 AMD-P 85-03-07] 
139-08-360 AMD-P 85-03-077 
139-08-370 AMD-P 85-03-077 
139-08-390 REP-P 85-03-077 
139-08-400 REP-P 85-03-077 
139-08-410 REP-P 85-03-077 
139-08-420 REP-P 85-03-07? 
139-08-430 REP-P 85-03-077 
139-08-440 REP-P 85-03-077 
139-08-450 REP-P 85-03-077 
139-08-460 REP-P 85-03-077 
139-08-470 REP-P 85-03-077 
139-08-480 REP-P 85-03-077 
139-08-490 REP-P 85-03-077 
139-08-510 REP-P 85-03-077 
139-08-570 AMD-P 85-03-07? 
139-08-600 NEW-P 85-03-077 
140-08-010 REP 85-03-004 
140-08-020 REP 85-03-004 
140-08-030 REP 85-03-004 
140-08-040 REP 85-03-004 
140-08-050 REP 85-03-004 
140-08-060 REP 85-03-004 
140-08-070 REP 85-03-004 
140-08-080 REP 85-03-004 
140-08-090 REP 85-03-004 
140-08-100 REP 85-03-004 
140-08-110 REP 85-03-004 
140-09-010 NEW 85-03-004 
140-09-020 NEW 85-03-004 
140-09-030 NEW 85-03-004 
140-09-040 NEW 85-03-004 
140-09-050 NEW 85-03-004 
140-09-058 NEW 85-03-004 
140-09-065 NEW 85-03-004 
140-09-080 NEW 85-03-004 
140-09-090 NEW 85-03-004 
140-09-100 NEW 8503-004 
140-09-110 NEW 85-03-004 
140-09-120 NEW 85-03-004 
140-09-128 NEW 85-03-004 
140-09-130 NEW 85-03-004 
140-09-140 NEW 85-03-004 
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WAC # 
140-09-150 NEW 
140-09-155 NEW 
140-09-160 NEW 
140-09-173 NEW 
140-09-175 NEW 
140—-09-180 NEW 
140-09-185 NEW 
140-09-200 NEW 
140-09-220 NEW 
140-09-230 NEW 
173-19-260 AMD-P 
173-19-3210 AMD 
173-19-3210 AMD-P 
173-19-3514 AMD-P 
173-19-450 AMD-C 
173-19-450 AMD 
173-144-010 NEW-E 
173-144-020 NEW-E 
173-144-030 NEW-E 
173-144-040 NEW-E 
173-144-050 NEW-E 
173-144-060 NEW-E 
173-144-070 NEW-E 
173-144-080 NEW-E 
173-144-090 NEW-E 
173-216-050 AMD 
173-303-071 AMD-P 
173-303-9904 —— AMD-P 
174-116-040 AMD 
180-27-053 NEW 
180-27-054 NEW 
180-27-055 REP 
180-27-056 NEW 
180-27-058 NEW 
180-40-215 AMD 
180-40-227 NEW 
180-50-120 AMD 
180-78—050 AMD 
196-04-030 NEW 
196-04-040 NEW 
220-12-020 AMD-P 
220-16-340 AMD-P 
220-20-010 AMD-P 
220-20-010 AMD-P 
220-20-02! AMD-P 
220-28-440 REP-E 
220-32-02200M  NEW-E 
220-32-02200M — REP-E 
220-32-02200N | NEW-E 
220-32-03000P — NEW-E 
220-32-04200F © NEW-E 
220-36-03001 — AMD-C 
220-36-031 NEW-C 
220-40-030 AMD-C 
220-40-031 NEW-C 
220-44-020 AMD-P 
220-44-050 AMD-P 
220-44-080 NEW-P 
220-47-930 REP-E 
220-47-931 NEW-E 
220-48-005 AMD-P 
220-48-011 AMD-P 
220-48-013 NEW-P 
220-48-015 AMD-P 
220-48-01500M | NEW-E 
220-56-100 AMD-P 
220-56-105 AMD-P 
220-56-115 AMD-P 
220-56-116 AMD-P 
220—56-126 NEW-P 
220-56-128 AMD-P 
220—56-156 NEW-P 
220-56-180 AMD-P 
220-56-185 AMD-P 
220-56-190 AMD-P 
220-56-195 AMD-P 
220-56-197 NEW-P 
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85-03-004 220-56-198 
85-03-004 220-56-199 
85-03-004 220-56-201 
85-03-004 220-56-235 
85-03-004 220-56-240 
85-03-004 220-56-320 
85-03-004 220-56-330 
85-03-004 220-56-315 
85-03-004 220-56-36000H 
85-03-004 220-56-400 
85-05-044 220-57-130 
85-04-039 220-57-160 
85-05-045 220-57-175 
85-05-046 220-57-215 
85-03-046 220-57-28000F 
85-04-040 220-57-310 
85-03-075 220-57-335 
85-03-075 220-57-350 
85-03-075 220-57-400 
85-03-075 220-57-425 
85-03-075 220-57-465 
85-03-075 220-57-495 
85-03-075 220-57-502 
85-03-075 220-57-505 
85-03-075 220-57-510 
85-04-006 220-57-52000F 
85-05-047 220-57-52500F 
85-05-047 220-57A-010 
85-03-048 220-57A-012 
85-04-008 220-57A-037 
85-04-008 220-57 A-040 
85-04-008 220-57A-080 
85-04-008 220-57A-112 
85-04-008 220-57A-152 
85-04-009 220-57A-185 
85-04-009 220-57A-190 
85-04-007 220-95-012 
85-04-010 220-95-01200A 
85-04-030 220-130-010 
85-04-030 220-130-020 
85-03-110 220-130-030 
85-03-110 220-130-040 
85-03-110 220-130-050 
85-04-065 220-130-060 
85-04-065 230-02-020 
85-03-037 230-04-201 
85-04-012 230-04-201 
85-04-049 230-04-230 
85-04-049 23004-325 
85-05-035 230-08-095 
85-03-044 230-08-120 
85-04-005 230-08-260 
85-04-005 230-08-260 
85-04-005 230-12-020 
85-04-005 230-25-065 
85-04-065 230-25-065 
85-04-035 230-25-120 
85-04-065 230-30-070 
85-03-036 230-30-070 
85-03-036 230-30-102 
85-04-065 230-30-102 
85-04-065 230-30-104 
85-04-065 230-30-104 
85-04-065 230-30-999 
85-04-044 230-30-999 
85-03-110 230-40-030 
85-03-110 230-40-030 
85-03-110 230-40-050 
85-03-110 230-40-055 
85-03-110 230-60-015 
85-03-110 232-12-017 
85-03-110 232-12-018 
85-03-110 232-12-025 
85-03-110 232-12-04503 
85-03-110 232-12-04504 
85-03-110 232-12-064 
85-03-110 232-12-091 


REP-P 
NEW-P 
REP-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
NEW-E 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
REP-E 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
NEW-P 
AMD-P 
AMD-P 
REP-E 
REP-E 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
NEW-E 
NEW 
NEW 
NEW 
NEW 
NEW 
NEW 
AMD 
AMD 
AMD-E 
AMD 
AMD 
AMD 
AMD 
AMD 
AMD-E 
AMD 
AMD 
AMD-E 
AMD 
AMD 
AMD-E 
AMD 
AMD-E 
AMD 
AMD-E 
NEW 
NEW-E 
AMD 
AMD-E 
AMD 
NEW 
AMD-P 
AMD-P 
NEW-P 
AMD 
NEW-E 
NEW-E 
AMD-P 
AMD-P 


WSR # 


85-03-110 
85-03-110 
85-03-110 
85-03-110 
85-03-110 
85-03-110 
85-03-110 
85-03-109 
85-04—064 
85-03-110 
85-03-110 
85-03-110 
85-03-110 
85-03-110 
85-03-074 
85-03-110 
85-03-110 
85-03-110 
85-03-110 
85-03-110 
85-03-110 
85-03-110 
85-03-110 
85-03-110 
85-03-110 
85-03-074 
85-03-074 
85-03-110 
85-03-110 
85-03-110 
85-03-110 
85-03-110 
85-03-110 
85-03-110 
85-03-110 
85-03-110 
85—04-043 
85-03-053 
85—04—045 
85-04-045 
85-04-045 
8504-045 
8504-045 
85-04—045 
85—03-026 
8503-024 
8503-028 
85-03-026 
85-03-026 
85-03-026 
85-03-026 
85-03-025 
85-03-029 
85-03-026 
85-03-025 
85-03-029 
85-03-059 
85-03-024 
85-03-028 
85-03-024 
85—03-028 
85-03-024 
85—03-028 
85-03-024 
8503-028 
85-03-025 
85-03-029 
85-03-026 
8503-026 
85-03-058 
85-05-049 
85-05-049 
85-04-042 
85-02-057 
85-03-056 
85-05-052 
85-05-049 
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WAC g WSR f WAC f WSR # 
232-12-129 NEW-P 85-05-054 215-32-095 REP-P 85-05-031 
232-16-120 REP-P 85-05-055 215-32-105 REP-P 85-05-031 
232-16-670 AMD-P 85-05-053 215-32-115 REP-P 85-05-031 
232-28-209 NEW-P 85-05-056 215-32-135 REP-P 85-05-031 
232-28-61401 NEW 85-03-041 275-32-145 REP-P 85-05-031 
232-28-61402 NEW 85-03-041 275--32-155 REP-P 85-05-031 
232-28-61405 NEW-E. 85-03-030 275-32-165 REP-P 85-05-031 
232-28-61406 NEW-E 85-03-017 275-32-175 REP-P 85-05-031 
232-28-61408 NEW-E 85-03-097 275-34-010 REP-P 85-05-031 
232-28-61409 NEW-E 85-03-098 215-34-020 REP-P 85-05-031 
232-28-61410 — NEW-E 85-05-050 215-34-030 REP-P 85-05-031 
232-28-706 REP 85-05-051 215-34-040 REP-P 85-05-031 
232-28-707 NEW 85-05-051 215-34-050 REP-P 85-05-031 
232-28-806 REP-P 85-05-057 215-34-060 REP-P 85-05-031 
232-28-807 NEW-P 85-05-057 215-34-070 REP-P 85-05-031 
248-18—260 AMD-P 85-02-069 215-34-080 REP-P 85-05-031 
248-18-260 AMD 85-05-034 215-34-090 REP-P 85-05-031 
248-18-680 AMD-P 85-02-069 215-34-100 REP-P 85-05-031 
248-18-680 AMD 85-05-034 215-34-110 REP-P 85-05-031 
248-18—700 AMD-P 85-02-069 215-34-120 REP-P 85-05-031 
248-18—700 AMD 85-05-034 215-34-140 REP-P 85-05-031 
248-18-718 AMD-P 85-05-004 275-35-010 NEW-P 85-05-031 
248-18-99902 ^ AMD-P 85-02-068 215-35-020 NEW-P 85-05-031 
248-18-99902 ^ AMD 85-05-033 215-35-030 NEW-P 85-05-031 
248-19-360 AMD 85-05-032 215-35-040 NEW-P 85-05-031 
248-19-370 AMD 85-05-032 215-35-050 NEW-P 85-05-031 
248-19-373 NEW 85-05-032 215-35-060 NEW-P 85-05-031 
248-30-080 AMD 85-03-063 215-35-070 NEW-P 85-05-031 
248-30-110 AMD 85-03-063 215-35-080 NEW-P 85-05-031 
248-30-115 NEW 85-03-063 215-35-090 NEW-P 85-05-031 
248-30-130 AMD 85-03-063 215-35-100 NEW-P 85-05-031 
248-31-001 NEW 85-04-054 275-37-010 NEW-P 85-05-031 
248-31-002 NEW 85-04-054 215-31-020 NEW-P 85-05-031 
248-31-010 NEW 85-04-054 215-38-001 AMD-P 85-03-006 
248-31-020 NEW 85-04-054 275-38-001 AMD-E 85-03-007 
248-31-030 NEW 85-04-054 215-38-745 AMD-P 85-03-006 
248-31-040 NEW 85-04-054 215-38-745 AMD-E 85-03-007 
248-31-050 NEW 85-04-054 215-38-185 AMD-P 85-03-006 
248-31-060 NEW 85-04-054 215-38-785 AMD-E 85-03-007 
248-31-070 NEW 85-04-054 215-38-831 AMD-P 85-03-006 
248-31-075 NEW 85-04-054 275-38-831 AMD-E 85-03-007 
248-31-080 NEW 85-04-054 275-38-850 AMD-P 85-03-006 
248-31-090 NEW 85-04-054 215-38-850 AMD-E 85-03-007 
248-31-100 NEW 85-04-054 215-38-860 AMD-P 85-03-006 
248-31-110 NEW 85-04-054 215-38-860 AMD-E 85-03-007 
248-31-120 NEW 85-04-054 275-38-863 NEW-P 85-03-006 
248-31-130 NEW 85-04-054 275-38-863 NEW-E  85-03-007 
248-31-140 NEW 85-04-054 215-38-865 AMD-P 85-03-006 
248-31-150 NEW 85-04-054 215-38-865 AMD-E 85-03-007 
248-31-160 NEW 85-04-054 215-38-870 AMD-P 85-03-006 
248-100-163 AMD-E 85-03-055 215-38-870 AMD-E 85-03-007 
248-100-163 AMD-P 85-03-062 215-38-875 AMD-P 85-03-006 
248-100-164 AMD-E 85-03-055 215-38-875 AMD-E 85-03-007 
248-100-164 AMD-P 85-03-062 215-38-886 AMD-P 85-03-006 
251-04-020 AMD 85-04-019 215-38-886 AMD-E 85-03-007 
251-09-040 AMD-P 85-03-008 215-85-005 REP-P 85-03-104 
251-09-040 AMD-E 85-04-058 215-85-010 REP-P 85-03-104 
251-10-025 NEW 85-04-019 215-85-015 REP-P 85-03-104 
251-10-112 NEW 85-04-019 215-85-020 REP-P 85-03-104 
251-10-120 AMD-P 85-03-008 215-85-025 REP-P 85-03-104 
251-18-140 AMD-C 85-04-018 215-85-030 REP-P 85-03-104 
251-18-190 AMD 85-04-019 215-85-035 REP-P 85-03-104 
251-18-200 AMD 85-04-019 275-85-040 REP-P 85-03-104 
261-20 AMD 85-04-026 215-85-045 REP-P 85-03-104 
261-20-057 NEW 85-04-026 215-85-050 REP-P 85-03-104 
261-20-090 AMD 85-04-026 215-92-407 REP-P  85-05-018 
215-32-005 REP-P 85-05-031 275-110-040 AMD-P 85-05-031 
215-32-010 REP-P 85-05-031 284-52-050 AMD 85-03-035 
215-32-015 REP-P 85-05-031 284-52-060 AMD 85-03-035 
215-32-025 REP-P 85-05-03! 289-12-030 AMD 85-05-002 
215-32-035 REP-P 85-05-031 289-15-225 AMD 85-05-001 
215-32-045 REP-P 85-05-031 296-15-030 AMD-C 85-04-059 
215-32-060 REP-P 85-05-031 296-15-050 AMD-C 85-04-059 
215-32-065 REP-P 85-05-031 296-15-215 AMD-C 85-04-059 
215-32-015 REP-P 85-05-03! 296-15-230 AMD-C 85-04-059 
275-32-080 REP-P 85-05-031 296-17-310 AMD-P 85-02-052 
215-32-085 REP-P 85-05-031 296-17-320 AMD-P 85-02-052 


WAC g WSR # 
296-17-350 AMD-P 85-02-052 
296-17-352 AMD-P 85-02-052 
296-17-360 AMD-P 85-02-052 
296-17-370 AMD-P 85-02-052 
296-17-380 AMD-P 85-02-052 
296-17-390 AMD-P 85-02-052 
296-17-410 AMD-P 85-02-052 
296-17-411 AMD-P 85-02-052 
296-17-420 AMD-P 85-02-052 
296-17-430 AMD-P 85-02-052 
296-17-440 AMD-P 85-02-052 
296-17-44001 NEW-P 85-02-052 
296-17-450 AMD-P 85-02-052 
296-17-455 NEW-P 85-02-052 
296-17-501 AMD-P 85-02-052 
296-17-502 AMD-P 85-02-052 
296-17-503 AMD-P 85-02-052 
296-17-509 AMD-P 85-02-052 
296-17-50904 AMD-P 85-02-052 
296-17-510 AMD-P 85-02-052 
296-17-511 AMD-P 85-02-052 
296-17-512 AMD-P 85-02-052 
296-17-514 AMD-P 85-02-052 
296-17-515 AMD-P 85-02-052 
296-17-516 AMD-P 85-02-052 
296-17-521 AMD-P 85-02-052 
296-17-522 AMD-P 85-02-052 
296-17-524 AMD-P 85-02-052 
296-17-525 AMD-P 85-02-052 
296-17-526 AMD-P 85-02-052 
296-17-527 AMD-P 85-02-052 
296-17-52701 NEW-P 85-02-052 
296-17-529 AMD-P 85-02-052 
296-17-530 AMD-P 85-02-052 
296-17-532 AMD-P 85-02-052 
296-17-536 AMD-P 85-02-052 
296-17-53801 AMD-P 85-02-052 
296-17-53800  AMD-P 85-02-052 
296-17-53805 ^ AMD-P 85-02-052 
296-17-539 AMD-P 85-02-052 
296-17—540 AMD-P 85-02-052 
296-17-54101 AMD-P 85-02-052 
296-17-546 AMD-P 85-02-052 
296-17-549 AMD-P 85-02-052 
296-17-563 AMD-P 85-02-052 
296-17-564 AMD-P 85-02-052 
296-17-56401 AMD-P 85-02-052 
296-17—568 AMD-P 85-02-052 
296-17-569 AMD-P 85-02-052 
296-17-571 AMD-P 85-02-052 
296-17-516 AMD-P 85-02-052 
296-17-57601 AMD-P 85-02-052 
296-17-57602 ^ AMD-P 85-02-052 
296-17-578 AMD-P 85-02-052 
296-17-579 AMD-P 85-02-052 
296-17-580 AMD-P 85-02-052 
296-17-581 AMD-P 85-02-052 
296-17-582 AMD-P 85-02-052 
296-17-58201 AMD-P 85-02-052 
296-17-583 AMD-P 85-02-052 
296-17-585 AMD-P 85-02-052 
296-17-594 AMD-P 85-02-052 
296-17-598 AMD-P 85-02-052 
296-17-601 REP-P 85-02-052 
296-17-614 AMD-P 85-02-052 
296-17-618 AMD-P 85-02-052 
296-17-61801 AMD-P 85-02-052 
296-17-619 AMD-P 85-02-052 
296-17-622 AMD-P 85-02-052 
296-17-626 AMD-P 85-02-052 
296-17-627 AMD-P 85-02-052 
296-17-628 AMD-P 85-02-052 
296-17-629 AMD-P 85-02-052 
296-17-630 AMD-P 85-02-052 
296-17-631 AMD-P 85-02-052 
296-17-634 AMD-P 85-02-052 
296-17-638 AMD-P 85-02-052 


Table of WAC Sections Affected 


WAC # WSR # WAC # WSR Jj WAC # WSR # 
296-17-640 AMD-P 85-02-052 296-17—760 AMD-P 85-02-052 296-62-07306 ^  AMD-P 85-05-043 
296-17-643 AMD-P 85-02-052 296-1763 AMD-P 85-02-052 296-62-07353 ^ AMD-P 85-05-043 
296-17-644 AMD-P 85-02-052 296-17-764 AMD-P 85-02-052 296-62-130 AMD-P 85-05-043 
296-17-646 AMD-P 85-02-052 296-17-778 AMD-P 85-02-052 296-124-010 NEW 85-03-065 
296-17-647 AMD-P 85-02-052 296-17-885 AMD-P 85-02-052 296-124-020 NEW 85-03-065 
296-17-648 REP-P 85-02-052 296-17-895 AMD-P 85-02-052 296-124-021 NEW 85-03-065 
296-17-649 AMD-P 85-02-052 296-18-040 AMD-P 85-03-019 296-124-022 NEW 85-03-065 
296-17-64901 AMD-P 85-02-052 296-18-040 AMD-E 85-04-038 296-124-040 NEW 85-03-065 
296-17—650 AMD-P 85-02-052 296-18-340 AMD-P 85-03-019 296-124-050 NEW 85-03-065 
296-17-651 AMD-P 85-02-052 296-18-340 AMD-E 85-04-038 296-150A-005 AMD 85-05-026 
296-17-653 AMD-P 85-02-052 296-18-345 NEW-P 85-03-019 296-150A-016 AMD 85-05-026 
296-17-654 AMD-P 85-02-052 296-18-345 NEW-E 85-04-038 296-150A-040 AMD 85-05-026 
296-17-655 AMD-P 85-02-052 296-18-350 AMD-P 85-03-019 296-150A-100 AMD 85-05-026 
296-17~659 AMD-P 85-02-052 296-18-350 AMD-E 85-04-038 296-150A-105 AMD 85-05-026 
296-17-66002 AMD-P 85-02-052 296-18-360 AMD-P 85-03-019 296-150A-125 AMD 85-05-026 
296-17—669 AMD-P 85-02-052 296-18—360 AMD-E 85-04-038 296-150A-300 AMD 85-05-026 
296-17-670 AMD-P 85-02-052 296-18-370 AMD-P 85-03-019 296-150B-300 AMD 85-05-028 
296-17-676 AMD-P 85-02-052 296-18-370 AMD-E 85-04-038 296-150B-305 AMD 85-05-028 
296-17-67601 AMD-P 85-02-052 296-18-380 NEW-P 85-03-019 296-150B-310 AMD 85-05-028 
296-17-67602 AMD-P 85-02-052 296-18-380 NEW-E 85-04-038 296-150B-990 AMD 85-05-027 
296-17-677 AMD-P 85-02-052 296-18-390 NEW-P 85-03-019 296-155-665 AMD-P 85-05-043 
296-17-678 AMD-P 85-02-052 296-18-390 NEW-E 85-04-038 296-360-040 AMD-P 85-05-043 
296-17-679 AMD-P 85-02-052 296-24-19000 ^ AMD-P 85-05-043 308-04-001 AMD-E 85-03-082 
296-17-67901 AMD-P 85-02-052 296-24-31503  AMD-P 85-05-043 308-11-010 AMD 85-03-045 
296-17-680 AMD-P 85-02-052 296-24-31505 ^ AMD-P 85-05-043 308-1 1-050 AMD 85-03-045 
296-17-681 AMD-P 85-02-052 296-24-32000 ^ AMD-P 85-05-043 308-11—100 AMD 85-03-045 
296-17-682 AMD-P 85-02-052 296-24-33000 ^ AMD-P 85-05-043 308-1 1-120 AMD 85-03-045 
296-17-684 AMD-P 85-02-052 296-24-33011 AMD-P 85-05-043 308-12-031 AMD 85-05-010 
296-17-685 AMD-P 85-02-052 296-24-33013 ^ AMD-P 85-05-043 308-12—040 AMD 85-05-010 
296-17-686 AMD-P 85-02-052 296-24-33015 ^ AMD-P 85-05-043 308--12-050 AMD 85-05-010 
296-17-687 AMD-P 85-02-052 296-24-33017 ^ AMD-P 85-05-043 308--12-110 AMD 85-05-010 
296-17-688 AMD-P 85-02-052 296-24-37005 ^ AMD-P 85-05-043 308-12-320 AMD 85-05-010 
296-17-689 AMD-P 85-02-052 296-24-37019 — AMD-P 85-05-043 308—13-005 NEW 85-04-029 
296-17-690 AMD-P 85-02-052 296-24-37023 AMD-P 85-05-043 308--13-010 AMD 85-04-029 
296-17-691 AMD-P 85-02-052 296-24-40509 ^ AMD-P 85-05-043 308-13-015 AMD 85-04-029 
296-17-692 AMD-P 85-02-052 296-24-47505 ^ AMD-P 85-05-043 308-13-020 AMD 85-04-029 
296-17-693 AMD-P 85-02-052 296-30-010 NEW 85-03-060 308-1 3-022 NEW 85-04-029 
296-17-694 AMD-P 85-02-052 296-30-020 NEW 85-03-060 308-13-025 NEW 85-04-029 
296-17-695 AMD-P 85-02-052 296~30-050 NEW 85-03-060 308—13-030 REP 85-04-029 
296--1 7-696 AMD-P 85-02-052 296-30-060 NEW 85-03-060 308-13-032 NEW 85-04-029 
296-17-697 AMD-P 85-02-052 296-30-080 NEW 85-03-060 308-13-040 AMD 85-04-029 
296-17-698 AMD-P 85-02-052 296-30-130 NEW 85-03-060 308—13-050 AMD 85-04-029 
296-17-699 AMD-P 85-02-052 296-30-170 NEW 85-03-060 308-13-070 REP 85-04-029 
296-17—700 AMD-P 85-02-052 296-30-900 NEW 85-03-060 308-1 3-080 REP 85-04-029 
296-17-701 AMD-P 85-02-052 296—56-60001 AMD-P 85-05-043 308-13-090 REP 85-04-029 
296-17-703 AMD-P 85-02-052 296-56-60019 AMD-P 85-05-043 308-13-100 AMD 85-04-029 
296-17-704 AMD-P 85-02-052 296-56-60045 ^ AMD-P 85-05-043 308-13-110 AMD 85-04-029 
296-17—706 AMD-P 85-02-052 296-56-60069 ^ AMD-P 85-05-043 308-3 1-200 NEW 85-04-028 
296-17-707 AMD-P 85-02-052 296-56-60073 ^ AMD-P 85-05-043 308-37-160 NEW-P 85-02-062 
296-17-708 AMD-P 85-02-052 296-56-60077 ^ AMD-P 85-05-043 308-37-160 NEW 85-05-040 
29617709 AMD-P 85-02-052 296—56-60081 AMD-P 85-05-043 308-37-170 NEW-P 85-02-062 
296-17-710 AMD-P 85-02-052 296-56-60083 ^ AMD-P 85-05-043 308-37-170 NEW 85-05-040 
296-17-711 AMD-P 85-02-052 296-56-60085 ^ AMD-P 85-05-043 308-37--180 NEW-P 85-02-062 
296-17-714 AMD-P 85-02-052 296-56-60089 ^ AMD-P 85-05-043 308-37-180 NEW 85-05-040 
296-17-715 AMD-P 85-02-052 296-56-60093 ^ AMD-P 85-05-043 308-37-190 NEW-P 85-02-062 
296-17-717 AMD-P 85-02-052 296-56-60098  AMD-P 85-05-043 308-37-190 NEW 85-05-040 
296-17-718 AMD-P 85-02-052 296-56-60099  AMD-P 85-05-043 308—42-122 NEW-P 85-03-107 
296-17-719 AMD-P 85-02-052 296-56-60115 AMD-P 85-05-043 308-42-136 NEW-P 85-03-107 
296-17-721 AMD-P 85-02-052 296-56-60117  AMD-P 85-05-043 308—50-270 AMD 85-05-020 
296-17-722 AMD-P 85-02-052 296-56-60135 ^ AMD-P 85-05-043 308-50-380 NEW 85-05-020 
296-17-723 AMD-P 85-02-052 296-56-60137 ^ REP-P 85-05-043 308—52-.138 AMD 85-03-083 
296-17—724 AMD-P 85-02-052 296-56-60182 ^ REP-P 85-05-043 308—52-260 AMD 85-03-084 
296-17-725 AMD-P 85-02-052 296-56-60209 ^ AMD-P 85-05-043 308-52-270 AMD 85-03-084 
296-17—726 AMD-P 85-02-052 296—56-60211 AMD-P 85-05-043 308-53-211 REP 85-04-055 
296-17-727 AMD-P 85-02-052 296-56-60217 ^ AMD-P 85-05-043 308-53-290 NEW 85-05-009 
296-17-729 AMD-P 85-02-052 296-56-60219 AMD-P 85-05-043 308-56A-150 AMD-P 85-02-064 
296-17—730 AMD-P 85-02-052 296-56-60227  AMD-P 85-05-043 308—78-010 AMD 85-04-027 
296-17-735 AMD-P 85-02-052 296-56—60233 ^ AMD-P 85-05-043 308-78-040 AMD 85-04-027 
296-17-736 AMD-P 85-02-052 296-56-60235 ^ AMD-P 85-05-043 308—78-045 AMD 85-04-027 
296-17—740 AMD-P 85-02-052 296-56-60237 ^ AMD-P 85-05-043 308-78-050 AMD 85-04-027 
296-17—742 AMD-P 85-02-052 296-62-05400  AMD-P 85-05-043 308-78-070 AMD 85-04-027 
296~17-744 AMD-P 85-02-052 296-62-05405 ^ AMD-P 85-05-043 308—78—080 AMD 85-04-027 
296-17-747 AMD-P 85-02-052 296-62-05411 AMD-P 85-05-043 308-151-080 AMD 85-03-085 
296-17-753 AMD-P 85-02-052 296-62-05413 ^ AMD-P 85-05-043 308-151-100 AMD 85-03-085 
296-17-755 AMD-P 85-02-052 296—62-05421 AMD-P 85-05-043 308-151—100 AMD-P 85-03-108 
296-17-756 AMD-P 85-02-052 296-62-05425 ^ AMD-P 85-05-043 308—156-070 AMD 85-03-085 
296-17-758 AMD-P 85-02-052 296-62-07302 AMD-P 85-05-043 308-171-001 NEW-W 85-02-053 


WAC # 


308-171-001 
308-171-001 
308-171-010 
308-171-010 
308-171-010 
308-171-020 
308-171-020 
308-171-020 
308-171-030 
308-171-040 
308-171-100 
308-171-100 
308-171-100 
308-171-101 
308-171-101 
308-171-101 
308-171-102 
308-171-102 
308-171-102 
308-171-200 
308-171-200 
308-171-200 
308-171-201 
308-171-201 
308-171-201 
308-171-202 
308-171-202 
308-171-202 
308-171-300 
308-171-300 
308-171-300 
314-16-040 
314-16-190 
314-16-196 
314-16-197 
314-18—040 
314-40—040 
314-44-005 
314-52-015 
314-52-030 
315-02-020 
315-04—010 
315-04—040 
315-04—060 
315-04—070 
315-04-110 
315-04-125 
315-04-130 
315-04-132 
315-04-140 
315-04-200 
315-04-133 
315-04-134 
315-06-035 
315-10-030 
315-10-060 
315-11-140 
315-11-141 
315-11-142 
315-11-150 
315-11-151 
315-11-152 
315-30-020 
315-30-060 
315-30-080 
315-30-090 
326-20-170 
326-20-170 
326-20-185 
326-20-185 
326-20-190 
326-20-190 
326-20-210 
326-20-210 
326—40-020 
326—40-020 
332-14-010 


Table of WAC Sections Affected 


WSR # WAC # WSR # 

NEW-P 85-02-065 332-14-020 NEW-P 85-04-062 
NEW 85-05-008 332-144-030 NEW-P 85-04-062 
NEW-W 85-02-053 332-14-040 NEW-P 85-04-062 
NEW-P 85-02-065 332-14-050 NEW-P 85-04-062 
NEW 85-05-008 332-14-060 NEW-P 85-04-062 
NEW-W 85-02-053 332-14-070 NEW-P 85-04-062 
NEW-P 85-02-065 332-14-080 NEW-P 85-04-062 
NEW 85-05-008 332-14-090 NEW-P 85-04-062 
NEW-P 85-02-063 332-14-100 NEW-P 85-04-062 
NEW-P 85-02-063 332-14-110 NEW-P 85-04-062 
NEW-W 85-02-053 332-14-120 NEW-P 85-04-062 
NEW-P 85-02-065 332-14-130 NEW-P 85-04-062 
NEW 85-05-008 332-14-140 NEW-P 85-04-062 
NEW-W 85-02-053 332-14-150 NEW-P 85-04-062 
NEW-P 85-02-065 332-14-160 NEW-P 85-04-062 
NEW 85-05-008 332-14-170 NEW-P 85-04-062 
NEW-W  85-02-053 332-14-180 NEW-P 85-04-062 
NEW-P 85-02-065 332-14-190 NEW-P 85-04-062 
NEW 85-05-008 332-14-200 NEW-P 85-04-062 
NEW-W 85-02-053 332-14-210 NEW-P 85-04-062 
NEW-P 85-02-065 332-14-220 NEW-P 85-04-062 
NEW 85-05-008 332-14-230 NEW-P 85-04-062 
NEW-W 85-02-053 332-14-240 NEW-P 85-04-062 
NEW-P 85-02-065 332-14-250 NEW-P 85-04-062 
NEW 85-05-008 332-14-260 NEW-P 85-04-062 
NEW-W 85-02-053 332-14-270 NEW-P 85-04-062 
NEW-P 85-02-065 332-14-280 NEW-P 85-04-062 
NEW 85-05-008 344-12-015 AMD 85-03-018 
NEW-W  85-02-053 344-12-030 AMD 85-03-018 
NEW-P 85-02-065 344-12-035 AMD 85-03-018 
NEW 85-05-008 344-12-040 AMD 85-03-018 
AMD-P 85-03-105 344-12-045 AMD 85-03-018 
AMD-P 85-05-042 344-12-050 AMD 85-03-018 
AMD-P 85-04-061 344-12-060 AMD 85-03-018 
NEW-P 85-05-042 344-12-070 AMD 85-03-018 
AMD-P 85-03-093 344-12-080 AMD 85-03-018 
AMD-P 85-03-094 344-12-087 AMD 85-03-018 
AMD-P 85-03-106 344-12-098 AMD 85-03-018 
AMD-P 85-03-106 344-12-112 AMD 85-03-018 
AMD-P 85-03-106 344-12-125 AMD 85-03-018 
AMD-P 85-03-099 344-12-131 AMD 85-03-018 
AMD-P 85-05-058 344-12-140 AMD 85-03-018 
AMD-P 85-05-058 344-12-205 AMD 85-03-018 
AMD-P 85-05-058 344-12-230 AMD 85-03-018 
AMD-P 85-05-058 344-12-235 AMD 85-03-018 
AMD-P 85-05-058 344-12-245 AMD 85-03-018 
AMD-P 85-05-058 344-12-260 AMD 85-03-018 
AMD-P 85-05-058 344-12-262 AMD 85-03-018 
AMD-P 85-05-058 344-12-265 AMD 85-03-018 
AMD-P 85-05-058 344-12-275 AMD 85-03-018 
AMD-P 85-05-058 344-18-010 NEW 85-03-016 
REP-P 85-05-058 344-18-020 NEW 85-03-016 
REP-P 85-05-058 344-18-030 NEW 85-03-016 
NEW-P 85-05-058 344-18-040 NEW 85-03-016 
AMD-P 85-05-058 344-18-055 NEW 85-03-016 
AMD-P 85-05-058 344-18-350 NEW 85-03-016 
NEW-P 85-03-099 344-18-420 NEW 85-03-016 
NEW-P 85-03-099 344-18-504 NEW 85-03-016 
NEW-P 85-03-099 344-18-510 NEW 85-03-016 
NEW-P 85-05-058 344-18-665 NEW 85-03-016 
NEW-P 85-05-058 344-18-910 NEW 85-03-016 
NEW-P 85-05-058 344-18-950 NEW 85-03-016 
AMD-P 85-05-058 352-12-020 AMD-P  85-04-060 
AMD-P 85-05-058 352-32-035 AMD-P 85-04-060 
AMD-P 85-05-058 352-32-250 AMD-P 85-04-060 
AMD-P 85-05-058 352-32-252 AMD-P 85-04-060 
AMD-P 85-03-032 352-32-285 AMD-P 85-04-060 
AMD-E 85-03-043 352-64-010 NEW 85-03-087 
NEW-P 85-03-032 352-64-020 NEW 85-03-087 
NEW-E 85-03-043 352-64-030 NEW 85-03-087 
AMD-P 85-03-032 352—64—040 NEW 85-03-087 
AMD-E 85-03-043 352-64-050 NEW 85-03-087 
REP-P 85-03-032 352-64-060 NEW 85-03-087 
REP-E 85-03-043 352-64-070 NEW 85-03-087 
AMD-P 85-03-032 352-64-080 NEW 85-03-087 
AMD-E 85-03-043 356-05-050 AMD 85-05-030 
NEW-P 85-04-062 356-14-075 AMD-E 85-04-033 


[158] 


WAC # 


356-15-060 
356-15—-060 
356-15-070 
356-15-070 
356-15-130 
356-26-030 
356-26-130 
360-12-125 
360-12-130 
360-16-255 
360—18—-020 
360-36-010 
360-36-230 
360-40—010 
360—40-020 
360—40—030 
360—40—040 
360-40-050 
360-40-060 
360-40-070 
360-40-080 
365-40-010 
365-40-020 
365-40—041 
365-40-051 
365-40—061 
365-40-071 
365-100-010 
365-100-020 
365-100-030 
365-100-040 
365-100-050 
381 
381 
388-08-406 
388-18-010 
388-18-020 
388-18—030 
388-18-040 
388-18-050 
388-18-060 
388-18-070 
388-18—080 
388-18—090 
388-18-100 
388-18-110 
388-18-120 
388-18-130 
388-28-435 
388-28-475 
388-28-480 
388-28-482 
388-28-483 
388-28-484 
388-28-500 
388-28-515 
388-28-535 
388-28-570 
388-28-575 
388-28-590 
388-29-001 
388-29-005 
388-29-010 
388-29-020 
388-29-025 
388-29—030 
388-29-040 
388-29-080 
388-29-100 
388-29-110 
388-29-112 
388-29-125 
388-29-130 
388-29-135 
388-29-145 
388-29-146 
388-29-150 


WSR # 

AMD-P 85-04-031 
AMD-E 85-04-032 
AMD-E 85-03-047 
AMD 85-05-030 
AMD-E 85-05-029 
AMD 85-05-030 
AMD-P 85-04-031 
NEW-P 85-02-061 
AMD-P 85-02-061 
AMD-P 85-02-061 
AMD-P 85-02-061 
AMD-P 85-02-061 
REP-P 85-02-061 
AMD-P 85-02-061 
REP-P 85-02-061 
REP-P 85-02-061] 
AMD-P 85-02-061 
REP-P 85-02-061 
REP-P 85-02-061 
AMD-P 85-02-061 
REP-P 85-02-061 
AMD-P 85-04-057 
AMD-P 85-04-057 
AMD-P 85-04-057 
AMD-P 85-04-057 
AMD-P 85-04-057 
AMD-P 85-04-057 
AMD 85-05-017 
AMD 85-05-017 
AMD 85-05-017 
AMD 85-05-017 
REP 85-05-017 
AMD 85-03-079 
AMD 85-04-001 
AMD-P 85-04-052 
NEW 85-03-069 
NEW 85-03-069 
NEW 85-03-069 
NEW 85-03-069 
NEW 85-03-069 
NEW 85-03-069 
NEW 85-03-069 
NEW 85-03-069 
NEW 85-03-069 
NEW 85-03-069 
NEW 85-03-069 
NEW 85-03-069 
NEW 85-03-069 
AMD 85-04-024 
AMD 85-04-024 
AMD 85-04-024 
AMD 85-04-024 
AMD-P 85-03-067 
AMD 85-04-024 
AMD 85-04-024 
AMD 85-04-024 
AMD 85-04-024 
AMD 85-04-024 
AMD 85-04-024 
AMD 85-03-068 
NEW-P 85-03-054 
NEW-P 85-03-054 
AMD-P 85-03-054 
AMD-P 85-03-054 
REP-P 85-03-054 
REP-P 85-03-054 
REP-P 85-03-054 
AMD-P 85-03-054 
AMD-P 85-03-054 
AMD-P 85-03-054 
AMD-P 85-03-054 
AMD-P 85-03-054 
AMD-P 85-03-054 
REP-P 85-03-054 
AMD-P 85-03-054 
AMD-P 85-03-054 
AMD-P 85-03-054 


WAC # WSR # 
388-29-160 AMD-P 85-03-054 
388-29-180 AMD-P 85-03-054 
388-29-200 AMD-P 85-03-054 
388-29-210 AMD-P 85-03-054 
388-29-220 AMD-P 85-03-054 
388-29-230 AMD-P 85-03-054 
388-29-260 AMD-P 85-03-054 
388-29-270 AMD-P 85-03-054 
388-29-280 AMD-P 85-03-054 
388-29-290 AMD 85-04-020 
388-29-295 AMD-P 85-03-054 
388-54-660 AMD-P 85-03-005 
388-54-675 AMD-P 85-05-059 
388-54-677 AMD-P 85-05-059 
388-54-678 REP-P 85-05-059 
388-54—679 NEW-P 85-05-059 
388-54-740 AMD 85-05-013 
388-54-785 AMD 85-05-013 
388-54-800 AMD-P 85-03-040 
388-54-817 AMD-P 85-03-020 
388-54-817 AMD-E 85-03-021 
388-54-850 AMD-P 85-04-053 
388-82-115 AMD 85-05-015 
388-83-017 AMD 85-03-072 
388-86-008 AMD-P 85-03-080 
388-86-085 AMD 85-05-024 
388-86-095 AMD 85-04-021 
388-87-005 AMD 85-04-022 
388-87-007 AMD 85-04-022 
388-87-010 AMD 85-05-024 
388-87-035 AMD 85-05-024 
388-87-070 AMD 85-03-073 
388-92-015 AMD-E 85-04-034 
388-92-015 AMD-P 85-04-048 
388-92-045 AMD 85-05-014 
388-92-050 AMD 85-03-072 
388-95-335 NEW-P 85-03-038 
388-95-335 NEW-E 85-03-039 
388-95-380 AMD 85-05-014 
388-95-390 AMD 85-03-072 
388-99-010 AMD 85-03-070 
388-99-010 AMD-E 85-04-034 
388-99-010 AMD-P 85-04-048 
388-99-020 AMD 85-05-016 
388-99-030 AMD 85-05-016 
388-99-035 AMD 85-03-072 
388-99-055 AMD 85-05-016 
392-129 AMD-C 85-05-012 
392-129-030 NEW-E 85-04-046 
392-129-030 NEW-P 85-04-047 
419-14-030 AMD-P 85-03-050 
419-14-040 AMD-P 85-03-050 
419-14-075 AMD-E 85-03-023 
419-14-075 AMD-P 85-03-049 
419-14-100 AMD-P 85-03-050 
419-14-110 AMD-P 85-03-050 
419-18-030 AMD-P 85-03-051 
419-18-040 AMD-P 85-03-051 
419-18-060 AMD-P 85-03-051 
419-18-070 AMD-P 85-03-051 
440-44-057 AMD-P 85-02-058 
440-44-057 AMD-E 85-02-059 
440-44-095 NEW 85-04-023 
448-12-210 NEW-P 85-05-041 
448-12-220 NEW-P 85-05-041 
448-12-230 NEW-P 85-05-041 
448-12-240 NEW-P 85-05-041 
448-12-250 NEW-P 85-05-041 
448-12-260 NEW-P 85-05-041 
448-12-270 NEW-P 85-05-041 
448-12-280 NEW-P 85-05-041 
448-12-290 NEW-P 85-05-041 
448-12-300 NEW-P 85-05-041 
448-12-310 NEW-P 85-05-041 
448-12-320 NEW-P 85-05-041 
448-12-330 NEW-P 85-05-041 
448-12-340 NEW-P 85-05-041 


Table of WAC Sections Affected 


WAC f WSR # 
458-16-110 AMD-C 85-02-060 
458-16-110 AMD 85-05-025 
458-16-111 AMD-C 85-02-060 
458-16-111 AMD 85-05-025 
458-16-130 AMD-C 85-02-060 
458-16-130 AMD 85-05-025 
458-16-150 AMD-C 85-02-060 
458-16-150 AMD 85-05-025 
458-16-210 AMD-C 85-02-060 
458-16-210 AMD 85-05-025 
458-16-220 AMD-C 85-02-060 
458-16-220 AMD 85-05-025 
458-16-230 AMD-C 85-02-060 
458-16-230 AMD 85-05-025 
458-16-240 AMD-C 85-02-060 
458-16-240 AMD 85-05-025 
458-16-260 AMD-C 85-02-060 
458-16-260 AMD 85-05-025 
458-16-270 AMD-C 85-02-060 
458-16-270 AMD 85-05-025 
458-16-280 AMD-C 85-02-060 
458-16-280 AMD 85-05-025 
458-16-282 AMD-C 85-02-060 
458-16-282 AMD 85-05-025 
458-20-189 AMD 85-04-016 
458-20-228 AMD 85-04-016 
460-20A-405 NEW 85-03-042 
460-90A-005 NEW-P 85-04-056 
460-90A -010 REP-P 85-04-056 
460-90A-015 NEW-P 85-04-056 
460-90A -017 NEW-P 85-04-056 
460-90A-018 NEW-P 85-04-056 
460-90A -020 REP-P 85-04-056 
460-90A -022 NEW-P 85-04-056 
460-90A-025 NEW-P 85-04-056 
460-90A -027 NEW-P 85-04-056 
460-90A -030 AMD-P 85-04-056 
460-90A -032 NEW-P 85-04-056 
460-90A-035 NEW-P 85-04-056 
460—90A -040 REP-P 85-04-056 
460-90A-045 NEW-P 85-04-056 
460-90A-070 AMD-P 85-04-056 
460-90A-110 REP-P 85-04-056 
460-90A-115 NEW-P 85-04-056 
460-90A-120 REP-P 85-04-056 
460-90A-122 NEW-P 85-04-056 
460-90A-125 NEW-P 85-04-056 
460-90A-140 AMD-P 85-04-056 
460-90A-150 REP-P 85-04-056 
468-66-010 AMD 85-03-031 
468-66-030 AMD 85-03-031 
468-70-050 AMD 85-03-031 
468-70-060 AMD 85-03-031 
468-70-080 AMD 85-03-031 
480-120-056 AMD 85-04-036 
484-20-010 AMD-E 85-04-004 
484-20-090 AMD-E 85-04-004 
484-20-100 AMD-E 85-04-004 
484-20-105 AMD-E 85-04-004 
484-20-110 AMD-E 85-04-004 
484-20-120 AMD-E 85-04-004 
484-20-125 REP-E 85-04-004 
484-20-130 REP-E 85-04-004 
484-20-155 REP-E 85-04-004 
490-500-385 AMD 85-03-071 
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ACCOUNTANCY, BOARD OF 
Educational requirements pre-1992 


AGRICULTURE, DEPARTMENT OF 

Alfalfa seed commission 
membership 

Animal health care 
biological products 

Apples, loose 

Asparagus 

Bean quarantine 

Fruit commission 
meeting 

Herbicides 

Horticulture inspection fees 


Pears, loose 

Strawberry commission 

Tree fruit research commission 
assessment rates 
meeting 


AIRPLANES 
Aircraft fuel tax 


AIR POLLUTION 
(See ECOLOGY, DEPARTMENT OF) 


ALFALFA 
(See AGRICULTURE, DEPARTMENT OF) 


APPRENTICESHIPS (See LABOR AND INDUS- 
TRIES, 
DEPARTMENT OF) 


ARCHAEOLOGY AND HISTORIC 
PRESERVATION 
Advisory council 
meetings 
Heritage council 
meetings 


ARCHITECTS, BOARD OF REGISTRATION 
Examinations 


ASIAN AMERICAN AFFAIRS, 
COMMISSION ON 
Meetings 
correction to schedule 


ATTORNEY GENERAL OPINIONS 
Apprenticeship wages, state versus 
federal programs 
Children on motorcycles without 
restraints, illegal 
House of representatives, vacancy, 
multi—county district 
Industrial insurance, 
vocational rehabilitation, wages 
Landlord and tenant 
Mobile home landlord and tenant 
Motorcycles 
child passengers need restraints 
Radioactive emissions, 
monitor air pollution only 
Salary setting in executive session 


BARBERING (See LICENSING, 
DEPARTMENT OF) 


BELLEVUE COMMUNITY COLLEGE 
(District 8) 
Meetings 


BIG BEND COMMUNITY COLLEGE 
(District 18) 
Reduction-in-force 
Tenure, contracts, probation, dismissal 


BLIND 
Definitions 
Labor and industries department revisions 
Prevocational skills assessment 
Vocational rehabilitation services 


Subject/Agency Index 


(Citations in bold type refer to material in this issue) 


85-02-066 


85-02-003 
85-03-061 
85-03-089 
85-03-090 
85-02-050 
85-01-006 
85-03-101 
85-02-032 
85-02-033 
85-03-089 
85-05-038 


85-02-054 
85-01-057 


85-04-027 


85-02-017 
85-03-057 


85-05-010 


85-01-037 
85-03-012 


85-05-036 
85-01-002 
85-03-022 
85-03-053 
85-01-051 
85-01-051 
85-01-002 


85-04-013 
85-04-025 


85-02-012 


85-05-007 
85-05-007 


85-03-081 
85-03-066 
85-03-081 
85-03-081 


BOATING SAFETY 
(See PARKS AND RECREATION 
COMMISSION) 


BODY CAVITY SEARCHES 
Regulations 


BUILDING CODE ADVISORY COUNCIL 
Barrier-free facilities 


Meetings 


CENTENNIAL COMMISSION 
Administration procedures 
Procurement of services and 

selection of projects 


CENTRAL WASHINGTON UNIVERSITY 
Meetings 
Student rights and responsibilities 


CHIROPRACTIC EXAMINING BOARD 
Uniform Disciplinary Act 


CLARK COLLEGE 
(District 14) 
Meetings 


COMMUNITY COLLEGE DISTRICT 2 
(See GRAYS HARBOR COLLEGE) 


COMMUNITY COLLEGE DISTRICT 4 
(See SKAGIT VALLEY COLLEGE) 


COMMUNITY COLLEGE DISTRICT 6 
(See SEATTLE COMMUNITY COLLEGE) 


COMMUNITY COLLEGE DISTRICT 7 


(See SHORELINE COMMUNITY COLLEGE) 


COMMUNITY COLLEGE DISTRICT 10 


(See GREEN RIVER COMMUNITY COLLEGE) 


COMMUNITY COLLEGE DISTRICT 11 


(See FORT STEILACOOM COMMUNITY COL- 


LEGE) 


COMMUNITY COLLEGE DISTRICT 14 
(See CLARK COLLEGE) 


COMMUNITY COLLEGE DISTRICT 18 
(See BIG BEND COMMUNITY COLLEGE) 


COMMUNITY COLLEGE DISTRICT 20 


(See WALLA WALLA COMMUNITY COLLEGE) 


COMMUNITY COLLEGE DISTRICT 22 
(See TACOMA COMMUNITY COLLEGE) 


COMMUNITY COLLEGE DISTRICT 23 
(See EVERETT COMMUNITY COLLEGE) 


COMMUNITY COLLEGE EDUCATION, 
BOARD FOR 
Tuition and fee waivers for full-time 
employees 


COMMUNITY DEVELOPMENT, 

DEPARTMENT OF 

Community services block grant program 
hearing 

Energy department state plan 

Head start programs, local 

Low-income weatherization, Skagit county 

Utility shutoff moratorium program 


CONVENTION AND TRADE CENTER 
Meetings 
SEPA 


CORRECTIONS, DEPARTMENT OF 
Administrative segregation and intensive 
management 
Billing procedure 
Department review committee 
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85-01-032 
85-01-033 


85-02-055 
85-03-095 
85-02-056 


85-03-011 


85-04-063 


85-05-006 
85-03-086 


85-01-076 


85-02-028 


85-01-040 


85-03-002 
85-01-041 
85-04-057 
85-05-021 
85-01-068 
85-01-069 
85-05-017 


85-03-003 
85-03-004 


85-01-059 
85-03-103 
85-03-103 


CORRECTIONS, DEPARTMENT OF—cont. 
Furlough 


Hearing 
appeal 
Inmate marriages 


Leaves of absence, escorted 

Out-of-state transfer of inmates 

Sanctions 

Serious infractions 

Supervision, individual work release 
placement 


CORRECTIONS STANDARDS BOARD 
Maximum capacities 


Physical plant standards 
new facilities 
work release 
Strip search, body cavity search 


COSMETOLOGISTS (See LICENSING, 
DEPARTMENT OF, subtopic Barbering) 


CRIMINAL JUSTICE TRAINING COMMISSION 
Appeals 
Description of central and 
field organization 


DAIRY PRODUCTS COMMISSION 
Milk assessment 
temporary reduction 


DENTAL DISCIPLINARY BOARD 
Disclosure of membership affiliation 


Disclosure of provider services 


Representation of care, fees, 
and records 


Speciality representation 


DENTAL EXAMINERS, BOARD OF 
Preclinical exam waiver 


DEVELOPMENTALLY DISABLED 
IMR program and reimbursement system 


Transportation, financial] support 


DRUGLESS THERAPEUTICS 
(See LICENSING, DEPARTMENT OF) 


EASTERN WASHINGTON UNIVERSITY 
Meetings 


ECOLOGY, DEPARTMENT OF 
Air pollution 
air contaminant sources 
general regulations for sources 
kraft pulping mills 
primary aluminum plants 
PUREX plant, AGO 
sulfite pulping mills 
Flood control assistance account program 
PCBs, transformers and capacitors 
Shoreline management master program 
Kitsap county 
Tacoma 
Whatcom county 


Winthrop 


Waste discharge 
discharges not subject to permits 


Subject/ Agency Index 


(Citations in bold type refer to material in this issue) 


85-01-058 
85-04-015 


85-01-060 
85-02-067 
85-05-018 
85-03-104 
85-01-059 
85-01-060 
85-05-048 


85-05-018 


85-01-034 
85-01-035 
85-05-001 


85-05-002 
85-05-002 
85-01-032 
85-01-033 


85-03-077 


85-03-076 


85-02-024 


85-02-062 
85-05-040 
85-02-062 
85-05-040 


85-02-062 
85-05-040 
85-02-062 
85-05-040 


85-01-074 


85-03-006 
85-03-007 
85-01-054 


85-03-014 


85-01-087 
85-01-084 
85-01—-088 
85-01—088 
85-04-013 
85-01-088 
85-03-075 
85-05-047 


85-05-044 
85-05-046 
85-03-046 
85-04-040 
85-01-021 
85-04-039 
85-05-045 


85-01-086 
85-04-006 
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EDUCATION, STATE BOARD OF 
General certification provisions 
Grade school history and government 

requirement 
High school history and government 
requirement 
Meetings 
Professional preparation certification 
requirements 
Professional preparation program 
development and approval 
Pupils 
Secondary education 
standardized high school transcript 
State assistance 
school plant facilities 


ENERGY ASSISTANCE 
Low-income home energy 
assistance allowance 


Utility shutoff moratorium program 


EVERETT COMMUNITY COLLEGE 
(District 23) 
Meetings 


Traffic regulations . 


EXECUTIVE ORDERS 
(See GOVERNOR) 
FISHERIES, DEPARTMENT OF 
Agency procedures 


Bear reduction program 
stream obstruction hearings 
vessel and license buy-back 


volunteer cooperative fisheries 
enhancement program 


Commercial 
bottomfish 
areas and catch limits 
Grays Harbor 
Pacific Ocean perch 


Pacific whiting 
rockfish 


sablefish 
shortbelly rockfish 
widow rockfish 
Willapa Harbor 
yellowtail rockfish 
major procedures 
salmon 
Columbia River 


Grays Harbor 


Puget Sound 


smelt 
sturgeon 
Columbia river 


Grays Harbor 


85-01-015 
85-04-007 


85-04-007 
85-02-009 


85-01-016 


85-04-010 
85-04-009 


85-01-017 
85-04-008 


85-01-029 
85-04-020 
85-01-068 


-85-01-069 


85-02-001 
85-03-100 
85-04-003 


85-04-043 
85-01-020 
85-01-012 
85-01-013 
85-03-053 


85-01-089 
85-04-045 


85-02-031 
85-04-005 
85-02-005 
85-04-035 
85-04-044 
85-02-005 
85-04-035 
85-02-005 
85-04-035 
85-02-005 
85-04-035 
85-02-005 
85-04-035 
85-02-031 
85-04-005 
85-04-035 
85-04-065 


85-05-035 
85-01-014 
85-01-050 
85-01-005 
85-01-009 


85-01-036 


85-01-049 
85-02-014 
85-03-036 
85-03-037 
85-03-044 


85-04-012 
85-04-049 
85-02-031 
85-04-005 


FISHERIES, DEPARTMENT OF—cont. 
Willapa Harbor 


shellfish 
classifications 
crab 
dungeness 
red rock 
seasons and areas 
receiving tickets 
sea urchins 
Personal use 
recreation rule update 
salmon 
Hoquiam River 
Wishkaw River 
Wynoochee River 
shellfish 
crab 
razor clams 


FOOD STAMPS 
(See SOCIAL AND HEALTH SERVICES, 
DEPARTMENT OF) 


FORESTS AND FOREST PRODUCTS 
Stumpage values 
definitions 


general 
harvester adjustments 


stumpage value areas and 
hauling distance zone — map 


stumpage value tables 


timber quality code numbers 
tables 


Timber sales, initial deposit 


FOREST PRACTICES BOARD 
Meetings 


FORT STEILACOOM COMMUNITY COLLEGE 
(District 11) 
Meetings 


FRUIT COMMISSION 
Meeting 


FUNERAL DIRECTORS AND EMBALMERS 
Continuing education 


GAMBLING COMMISSION 
Administrative organization of commission 
Agricultural fairs, charitable, 

and nonprofit organizations 
annual activity report 
receipts deposit 
Amusement games 
annual activity reports 
Bingo 
accounting records 
annual activity reports 
quarterly activity reports 


Cards 
fees 
number of tables, players 


tournaments 
Commission meetings 
Distributors 
punchboards and pull tabs 
quarterly activity reports 
representatives 
Fees 


Subject/ 


85-02-031 
85-04-005 


85-01-010 


85-01-010 
85-01-010 
85-01-010 
85-01-010 
85-01-010 


85-03-110 


85-03-074 
85-03-074 
85-03-074 


85-03-109 
85-04-064 


85-02-025 
85-02-026 
85-02-025 
85-02-026 
85-02-025 
85-02-026 


85-02-025 
85-02-026 
85-02-025 
85-02-026 


85-02-025 
85-02-026 
85-01-066 


85-01-071 


85-04-017 
85-01-006 
85-01-077 


85-03-058 


85-01-064 
85-03-026 


85-01-064 


85-03-026 
85-01-064 
85-01-064 
85-03-026 


85-03-026 
85-03-025 
85-03-029 
85-03-026 
85-03-026 


85-01-065 
85-01-064 
85-01-065 
85—03-024 
85-03-028 


Agency Index 


(Citations in bold type refer to material in this issue) 


GAMBLING COMMISSION—cont. 
Fund raising events 
activity report 


joint event 


rent, lease, etc. 
time change 
Licenses 
distributors’ representatives 
intentionally understating anticipated 
revenue 
manufacturers’ representatives 
punchboard and pull tab distributors 
schedule change 
Manufacturers 
quarterly activity reports 
Punchboards and pull tabs 
control of prizes, privacy 


distributors 
open-end pull tab system, test 


quarterly activity reports 
series assembly and packaging 


Social and public cardrooms 
quarterly activity reports 


GAME, DEPARTMENT OF 
Agency procedures 
anadromous game fish 
dogs, destroy 


exotic wildlife, research on 
meetings 
raptors 
wildlife in captivity 
Game reserves 
Deer Park 
Lower Crab Creek 
Hunting 
damage, deer and elk permits 
mountain goat, sheep, moose 
opening dates 
spring bear and turkey 
Sport fishing 
game fish 
Deep Lake 
Lake Washington 
Wenatchee Lake 
steelhead 
Dewatto River 
Green River system 
Puyallup River 
Quinault River 
Samish River 
Skagit River 
Skokomish River 
Snoqualmie River 
Tahuya River 
Tokul River 


GENERAL ADMINISTRATION 
Credit unions 
examination fees 


supervision fees 


Foreign associations 
branch application fees 


Savings and loan associations 


examination fees 
supervision fees 
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85-01-064 
85-03-025 
85-03-029 
85-03-025 
85-03-029 
85-03-059 
85-03-026 


85-01-065 


85-03-026 
85-01-065 
85-01-065 
85-01-065 


85-01-064 


85-03-024 
85-03-028 
85-01-065 
85-03-024 
85-03-028 
85-01-064 
85-03-024 
85-03-028 


85-01-064 


85-05-049 
85-02-057 
85-03-056 
85-05-049 
85-02-015 
85-05-054 
85-05-052 


85-05-055 
85-05-053 


85-04-042 
85-05-057 
85-05-057 
85-05-051 


85-03-041 
85-03-041 
85-03-041 


85-03-097 
85-03-098 
85-03-030 
85-02-051 
85-03-017 
85-05-050 
85-03-097 
85-02-007 
85-03-097 
85-02-007 


85-02-029 
85-02-030 
85-03-051 
85-02-029 
85-02-030 
85-03-051 


85-03-023 
85-03-049 


85-03-050 
85-03-050 


GOVERNOR 
Executive orders 
industrial revenue bond ceiling 
control 


GRAYS HARBOR COLLEGE 
(District 2 
Debts, withholding services 
for outstanding 


GREEN RIVER COMMUNITY COLLEGE 
(District 10) 
Meetings 


HANDICAPPED 
(See DEVELOPMENTALLY DISABLED) 


HEALTH, BOARD OF 
Central sterilizing and processing 
service facilities 


Design requirements 
Documents adopted by reference 


Immunization, school requirements 


Kidney centers 
Processing and sterilizing services 


Receiving, storage and distribution 


Reportable diseases 
list of 


HEALTH CARE ASSISTANTS 
(See LICENSING, DEPARTMENT OF) 


HEARING AIDS 
Fitting and dispensing 
HIGHER EDUCATION PERSONNEL BOARD 
Definitions 
Dismissal 
grounds for, notice 
Eligible lists 
Examination results 
Layoff seniority 
Medical examination 
Shift differential 


HOSPICES 
Certification standards 


HOSPITAL COMMISSION 
Accounting and reporting manual 


Budget and rate request hearings 


Charity care and bad debts 


HOSPITALS 
Budget and rate requests 
Certificate of need 


HUMAN RIGHTS COMMISSION 
Meetings 


Special meeting 
compensation of public officials 
legislation 
personnel matters 

Statewide networking group 
planning meeting 


INDIANS 
Salmon 


Subject/Agency Index 


(Citations in bold type refer to material in this issue) 


85-02-002 


85-04-051 


85-03-092 


85-02-069 
85-05-034 
85-05-004 
85-02-068 
85-05-033 
85-03-055 
85-03-062 
85-03-063 
85-02-069 
85-05-034 
85-02-069 
85-05-034 


85-01-080 


85-05-020 


85-04-019 


85-03-008 
85-04-019 
85-04-018 
85-04-019 
85-04-019 
85-03-008 
85-04-058 


85-01-028 
85-01-031 
85-04-054 


85-01—008 
85-01—052 
85-04-026 
85-03-013 
85-04-014 
85-01-007 
85-01-008 


85-05-005 
85-01-048 
85-05-032 


85-02-070 
85-03-009 


85-03-009 


85-05-037 


85-04-037 


85-01-067 
85-03-064 
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INDIANS—cont. 
Puget Sound 


INSURANCE COMMISSIONER 
Conversion plans 
Insurers, agents, solicitors 
trade practices 
Unfair practices 
group disability 
group life 


INVESTMENT ADVISORS AND SALESPERSONS 


(See LICENSING, DEPARTMENT OF) 


INVESTMENT BOARD 
Meetings 


KITSAP COUNTY 
Shoreline management master 
program 


LABOR AND INDUSTRIES, DEPARTMENT OF 
Apprenticeship wages, state versus 
federal program, AGO 
Blind, proposed changes, meeting 
Crime victims 
Factory-built housing and 
commercial structures 
General safety and health 
Hazard communication 
Marine terminal 
Mobile homes 
construction requirements 
HUD-labeled, inspection fees 
Risk classification 
Safe place standard 
Self-insured employers 
surety requirement 
Theatrical Enterprises Act 
Vocational rehabilitation 
counselors 
deregistration 


Workers' compensation 
retrospective rating plans and 
group insurance plans 


LANDSCAPE ARCHITECTS 
Board duties 
Definitions 
Exams 
Listings 
Meetings 
Proctoring 
Reexams 
Registration by reciprocity 
Reinstatements 


LIBRARY NETWORK 
Computer service council 
meetings 


LIBRARY, STATE 
Meetings 


LICENSING, DEPARTMENT OF 
Aircraft fuel tax 
Auctioneers 
Barbering, manicurists 
and cosmetologists 

Camping clubs 
Director appointment 
Drugless therapeutics 
Health care assistants 
Investment advisors and salespersons 
Motorcycles 

child passengers need restraints 
Motor vehicles 

certificates of inspection 


85-01-009 
85-01-036 
85-02-014 


85-03-035 
85-02-019 


85-02-018 
85-02-018 


85-02-016 


85-05-044 


85-05-036 
85-03-066 
85-03-060 


85-05-026 
85-05-043 
85-05-043 
85-05-043 


85-05-028 
85-05-027 
85-02-052 
85-01-022 


85-01-073 
85-03-065 


85-03-019 
85-04-038 


85-02-022 


85-04-029 
85-04-029 
85-04-029 
85-04-029 
85-04-029 
85-04-029 
85-04-029 
85-04-029 
85-04-029 


85-03-034 


85-03-027 
85-05-023 


85-04-027 
85-03-045 


85-01-044 
85-04-056 
85-03-082 
85-01-075 
85-01-075 
85-03-042 


85-01-002 


85-02-064 


LICENSING, DEPARTMENT OF—cont. 
Securities 
dishonest or unethical behavior 
nonpublic offers and sales 
Self-insured employers 
posting of security 


LIQUOR CONTROL BOARD 
Agents 
Banquet permits 
Class A or D in lieu of B 
Class H, Class C 
Class H restaurant 
Class H without a cocktail lounge 
Guest and courtesy cards 
Meetings 
School advertising 


LOTTERY 
Agents 
Fees 
Instant game criteria 
Instant game ticket price 


Instant game number 14 — Win for Life 
criteria 


definitions 


ticket validation 


Instant game number 15 — Jokers' Wild 
criteria 


definitions 
ticket validation 
Licenses 
Meetings 


Official end of game 
On-line games 


LOW-INCOME ENERGY ASSISTANCE 
(See ENERGY ASSISTANCE) 


MANICURISTS 
(See LICENSING, DEPARTMENT OF, 
subtopic Barbering) 


MARINE EMPLOYEES' COMMISSION 
Service of process 


MASSAGE EXAMINING BOARD 
Applications 
Examination 
grading 
scope 
Licenses 
general provisions 


MEDICAID (See SOCIAL AND HEALTH SERVICES, 
DEPARTMENT OF) 


MEDICAL EXAMINERS, BOARD OF 
Examination scores 
Physician assistants 
program reapproval 


MENTAL RETARDATION 
(See DEVELOPMENTALLY DISABLED) 


MINORITY AND WOMEN'S BUSINESS 
ENTERPRISES, OFFICE OF 
Bid specifications criteria 


Certification 
renewal 


Decision 
reconsideration 


Directory 


Subject/Agency Index 


(Citations in bold type refer to material in this issue) 


85-02-023 
85-01-062 


85-04-059 


85-03-106 
85-03-093 
85-05-042 
85-03-105 
85-05-042 
85-04-061 
85-03-094 
85-03-096 
85-03-106 


85-05-058 
85-05-058 
85-05-058 
85-05-058 


85-02-020 
85-03-099 
85-02-020 
85-03-099 
85-02-020 
85-03-099 


85-05-058 
85-05-058 
85-05-058 
85-05-058 
85-02-020 
85-02-021 
85-05-058 
85-05-058 


85-02-008 


85-01-043 


85-01-043 
85-01-043 


85-01-043 


85-03-084 


85-03-083 


85-03-032 
85-03-043 


85-03-032 
85-03-043 
85-03-032 
85-03-043 
85-03-032 
85-03-043 
85-03-032 
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MEXICAN AMERICAN AFFAIRS, 
COMMISSION ON 
Meetings 


MOTORCYCLES 
(See LICENSING, DEPARTMENT OF) 


MOTOR VEHICLES 
(See LICENSING, DEPARTMENT OF) 


NATURAL RESOURCES, DEPARTMENT OF 
(See also FORESTS AND FOREST PRODUCTS) 
Coal exploration 
Forest fire advisory board 
Mining 
Natural resources board 
Timber sales, initial deposits 


NOXIOUS WEED CONTROL BOARD 
List 

NUCLEAR WASTE BOARD 
Hanford disposal 


NURSING HOMES 
Certificate of need 
Long-term care ombudsman program 


OCCUPATIONAL THERAPY 
Commonly accepted standards 


Definitions 
Educational programs 


Examinations 


Fees 

License renewal 

Occupational therapy assistants 
Proof of actual practice 


Supervised field work experience 


Unprofessional conduct or gross 
incompetency 


OIL AND GAS CONSERVATION COMMITTEE 
Administration 
Enforcement 


Implementation 
SEPA 


OPTOMETRY BOARD 
Minimum contact lens prescription 


Uniform Disciplinary Act 


OUTDOOR RECREATION, 
INTERAGENCY COMMITTEE FOR 
Meeting 


PARKS AND RECREATION COMMISSION 
Boating safety grant and 
contract program 


Boat moorage fees 
Campsite fees 
Campsite reservations 
Meetings 
Senior citizen pass 
PERSONNEL DEPARTMENT/BOARD 
Bargaining unit 
determination of 
Basic salary range 


85-01-092 


85-04-062 
85-01-081 
85-04-062 
85-03-001 
85-01—066 


85-03-102 


85-04-041 


85-01-048 
85-03-069 


85-02-053 
85-02-065 
85-05-008 
85-05-008 
85-02-053 
85-02-065 
85-05-008 
85-02-053 
85-02-065 
85-05-008 
85-02-063 
85-02-063 
85-05-008 
85-02-053 
85-02-065 
85-05-008 
85-02-053 
85-02-065 
85-05-008 


85-02-053 
85-02-065 
85-05--008 


85-03-018 
85-03-018 
85-03-018 
85-03-016 


85-01-085 
85-04-055 
85-05-009 


85-05-011 


85-02-01 I 
85-03-087 
85-04-060 
85-04-060 
85-04-060 
85-01-091 
85-04-060 


85-01-082 
85-02-034 
85-05-030 


PERSONNEL DEPARTMENT/BOARD—cont. 
Register designation 


Selective certification 
Shift differential provisions 
and compensation 


Special pay ranges 
Split shift 
provisions and compensation 


Work period designations 
Y rate 


PHARMACY, BOARD OF 
Condoms 
Definitions 
Licenses 
application 
display 
fees 


inactive 


periods 
reactivation 


reinstatement 


Prescription labeling 
Registration 
Uniform Controlled Substances Act 


PHYSICAL THERAPY BOARD 
Approved schools 
Assistants 
supervision 


PILOTAGE COMMISSIONERS 
Tariffs and pilotage rates 
Grays Harbor district 


Puget Sound district 


PODIATRY BOARD 
Uniform Disciplinary Act 


PRISON TERMS AND PAROLES, BOARD OF 
Policies and procedures manual 


PUBLIC DISCLOSURE COMMISSION 
Candidate/committee registration forms 
Meetings 
Political advertising 


REVENUE, DEPARTMENT OF 

Aircraft fuel tax 

Cigarettes 
basic cost 

Cigarette wholesalers and retailers 
cost determination 

Excise tax 
governmental entity exemption 


Forest products, 


see FORESTS AND FOREST PRODUCTS 


Initiative 464, trade-ins 
Property tax exemption 
Returns, remittances, etc. 


Trade-ins, selling price, sellers' 
tax measures 


SALMON 
(See FISHERIES, DEPARTMENT OF) 


Subject/Agency Index 


85-02-034 
85-05-030 
85-04-031 


85-04-031 
85-04-032 
85-05-029 


85-02-034 
85-03-047 
85-05-030 
85-01-083 
85-04-033 


85-02-061 
85-02-061 


85-02-061 
85-02-061 
85-01-042 
85-02-061 
85-01-042 
85-02-061 
85-01-042 
85-01-042 
85-02-061 
85-01—042 
85-02-061 
85-02-061 
85-02-061 
85-02-061 


85-03-107 
85-03-107 


85-02-048 
85-02-049 
85-02-048 
85—02-049 


85-04-028 


85-03-079 
85-04-001 


85-01-072 
85-01-024 
85-01-019 


85-04-027 
85-01-061 
85-01-061 


85-01-070 
85-04-016 


85-01-001 
85-01-023 
85-02-060 
85-05-025 
85-04-016 


85-01-001 
85-01-023 
85-02-006 
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(Citations in bold type refer to material in this issue) 


SEATTLE COMMUNITY COLLEGE 
(District 6) 


Meetings 85-01-011 
85-01-038 
85-01—063 
85-03-015 
85-03-088 
SECURITIES 


(See LICENSING, DEPARTMENT OF) 
SENIOR CITIZENS 


Transportation, financial support 85-01—054 
SENTENCING GUIDELINES COMMISSION 
Meetings 85-01-039 


SHORELINE COMMUNITY COLLEGE 
(District 7) 
Meetings 85-03-033 


SHORELINE MANAGEMENT MASTER PROGRAM 
(See ECOLOGY, DEPARTMENT OF) 


SKAGIT VALLEY COLLEGE 
(District 4) 
Meetings 85-02-027 


SOCIAL AND HEALTH SERVICES, 
DEPARTMENT OF 
AFDC and general assistance 


alien sponsorship 85-03-068 
eligibility 
deprivation of parental support 85-01-025 
need 85-01-078 
85-04-024 
excluded resources 85-05-014 
prospective eligibility 85-03-067 
retrospective budgeting 85-03-067 
standards for assistance 85-03-054 
Agency procedures 
decision-rendering procedure 85-04-052 
Developmentally disabled, see DEVELOPMENTALLY 
DISABLED 
Energy assistance, see ENERGY ASSISTANCE 
Food stamps 85-02-039 
85-02-045 
85-03-005 
administrative hearings 85-03-020 
85-03-021 
allotments 85-05-013 
income determination 85-05-013 
overpayments 85-04-053 
replacement allotments 85-03-040 
work registration, voluntary quit 85-05-059 


Hospices, see HOSPICES 
Hospitals, see HOSPITALS 
IMR facilities, see DEVELOPMENTALLY DISABLED 


Juveniles 
consolidated juvenile services programs 85-05-031 
county probation programs 85-05-031 
diversion 85-05-031 
division of juvenile rehabilitation 85-05-031 
institutions and eligible impacted 
political subdivisions 85-05-031 


Low-income energy assistance, 
see ENERGY ASSISTANCE 
Medical assistance 


cataracts, contacts 85-01-026 
eligibility 

excluded resources 85-02-038 

85—02-044 

limitation of resources 85-03-072 

ownership of home 85-03-038 

85-03-039 

resource standards 85-03-072 

Social Security number 85-02-043 

85-03-072 


limited casualty program 


SOCIAL AND HEALTH SERVICES, 
DEPARTMENT OF—cont. 
medically needy 


medical provider agreement 


patient overutilization 
patient transportation 


payment 
eligible providers 


hospital care 
physicians services 
cataracts, contacts 


special categories 


Nursing homes, see NURSING HOMES 
Radioactive materials 


SEPA 
SSI assistance 


Support enforcement 
Vital records 


Vocational rehabilitation 
physical and mental restoration 


STRAWBERRY COMMISSION 
Created 


STRIP SEARCHES 
Regulations 


Subject/Agency Index 


(Citations in bold type 


85-02-036 
85-02-041 
85-03-070 
85-04-034 
85-04-048 
85-05-016 
85-01-027 
85-04-022 
85-03-080 
85-02-040 
85-02-047 
85-05-024 


85-01-027 
85-04-022 
85-03-073 


85-01-026 
85-04-021 
85-02-037 
85-02-042 
85-05-015 


85-02-058 
85-02-059 
85-01-003 
85-02-046 
85-03-054 
85-04-034 
85-04-048 
85-01-004 
85-01-030 
85-04-023 


85-03-071 


85-05-038 


85-01-032 
85-01-033 


SUPERINTENDENT OF PUBLIC INSTRUCTION 


Finance 
emergency school closure 


Immunization 


SUPPORT ENFORCEMENT 
(See SOCIAL AND HEALTH SERVICES, 
DEPARTMENT OF) 
SUPREME COURT 
CJC 
7(B)(2) 
TACOMA 
Shoreline management master program 
TACOMA COMMUNITY COLLEGE 
(District 22) 
Meetings 
Student rights and responsibilities 
TAXES (See REVENUE, DEPARTMENT OF) 


THE EVERGREEN STATE COLLEGE 
Parking policy 
TIMBER (See FORESTS AND 
FOREST PRODUCTS) 


TOXICOLOGIST 
Breath tests 


TRANSPORTATION, DEPARTMENT OF 
Advertising Control Act 


85-04-046 
85-04-047 
85-05-012 
85-03-055 
85-03-062 


85-02-010 


85-05-046 


85-01-047 
85-02-004 


85-03-048 


85-05-041 


85-01-053 
85-03-031 


refer to material in this issue) 


TRANSPORTATION, DEPARTMENT OF—cont. 


Elderly and handicapped transportation 
assistance 

Meetings 

Motorist information signs 


SEPA 
Uniform traffic contro] devices 


TREE FRUIT RESEARCH COMMISSION 
Meeting 


UNIVERSITY OF WASHINGTON 
Facility use 
Meetings 


URBAN ARTERIAL BOARD 
Meetings 


UTILITIES 
Low-income energy assistance 
Low-income weatherization, 
Skagit County 
Shut off moratorium program 


UTILITIES AND TRANSPORTATION COMMISSION 


Residential utility service 
deposits, interest on 


VETERANS AFFAIRS 
Soldiers home and colony 
Veterans home 


VETERINARY BOARD OF GOVERNORS 
Exam 
grading 
procedures 
results 


VITAL RECORDS 
(See SOCIAL AND HEALTH SERVICES, 
DEPARTMENT OF) 


VOCATIONAL EDUCATION COMMISSION 
Meeting 

VOLUNTEER FIREMEN, BOARD FOR 
Meeting 


WALLA WALLA COMMUNITY COLLEGE 
(District 20) 
Meetings 
WASHINGTON STATE UNIVERSITY 
ASWSU meetings 


WATER POLLUTION 
(See ECOLOGY, DEPARTMENT OF, 
various topics) 


WESTERN WASHINGTON UNIVERSITY 
Meetings 


WHATCOM COUNTY 
Shoreline management master program 


WINTHROP, TOWN OF 
Shoreline management master program 
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85-01-054 
85-05-022 
85-01-053 
85-03-031 
85-01-055 
85-01-056 


85-01-057 


85-01-045 
85-02-013 
85-03-091 


85-02-035 


85-01-029 


85-05-021 
85-01-068 
85-01-069 
85-05-017 


85-01-090 
85-04-036 


85-04-004 
85-04-004 


85-03-085 
85-03-085 
85-03-085 
85-03-108 


85-03-078 


85-04—002 


85-04-050 


85-05-003 


85-01-046 
85-04-011 
85-05-039 


85-03-046 
85-04-040 


85-01-021 
85-04-039 
85-05-045 


